o 


Weather Forecast 


Mostly sunny and warm er today; 
tomorrow fair and milder. 
The Cumberland IV ews 


Lind ner Head s 
Police, Firemen 


(See Page 14) 


VOL 15—-NO. 79 
Aasoclated P ré « Serrlc»—A P Wtrephoto 
CUMBERLAND, 
MARYLAND, 
TUESDAY, 
JANUARY 
13, 
1953 
iBtornmtlonal New« 8 «nrtc» 
U PAGES—FIVE CENTS 


MISSING PLANE FOUND; 40 KILLED 


Demos’ Feud 
Still Stymies 
State ^nate 


Seven Walk Out 
Of Closed Caucus 


A N N A PO LIS. Jan . 12 OP — The 
Maryland 
State 
Senate 
bogged 
down once more in its efforts to 
organize tonight, holding up again 
any beginning of business for the 
General Assembly. 


A tense three hours, marked by 
the walkout of seven Democratic 
senators from their closed caucus, 
failed to produce a president. 
Four formal ballots were taken 
and they all s^w ed ; 
Sen. C. 
Ferdinand Sybert (D- 
Howard) 10 votes. Sen. George W. 
Della (D-Balto. 6th) 6 votes and 
Sen. Robert B. Kimble 
(R-Alle- 
gany) 10 votes. 
The session then broke up tem­ 
porarily with indications that the 
senators 
would 
be 
around 
the 
Statehouse until early morning. 
Eleven Democratic senators — 
all that remained after the caucus 
walkout — chose Sen. C. Ferdin­ 
and Sybert of Howard County as 
their candidate for president of the 
State Senate. 
Minutes before the vote was tak­ 
en, Sen. Della and six of his sup­ 
porters had left the room. 


Republicans. Governor Confer 


The 11 Republicans, who have 
Ren. Kimble as their candidate, 
went upstairs and into a closed 
•ession with Gov. McKeldin. 
They came out 20 minutes later 
with the statement that they would 
stand solidly for Kimble. 
The Senate Democrats had been 
deadlocked 9-9 since last week. The 
two who finally changed to Sybert 
were Sens. Francis Dippel (Balto. 
3rd) and Mason Shehan (Talbot). 
^ 
They said they did so because they 
felt the impasse had to end. 
Shehan, acting as caucus chair­ 
man said that "no compromises 
were m ade." 
This indicated that if Democrat* 
finally organize the Senate, Sen. 
John Grason Turnbull of Baltim ore 
County will be m ajority floor lead­ 
er and Sen. Edward Turner of 
Queen Anne’s County would head 
the powerful Ju diciary Committee. 


Della Is Pessimistic 


The seven Democratic senators 
walked out of the closed room 
shortly after 9:30 p. m. 
Della told bystanders that "it 
appears we have a short vote” — 
or in other words supporters of 
Sybert expected to win. 
Della also said that "m y friends 
have left and I have left with 
them.” 
' 
In the walkout were Sens. Croth- 
ers of Cecil, Jew ell of Kent. Hof- 
ferbert of Baltim ore 1st. Goldstein 
of Calvert, 
Redden 
of Caroline 
and Mason of Worcester. 
A Republican friend in the Sen­ 
ate 
lounge 
addressed 
Della 
as 
"M r. President" and the senator 
replied. 
"M r. 
Ex-President, 
I ’m 
afraid.” 


Hig h Court Backs 
Ex-Red ’s Ouster 


WASHING'TON, Jan . 12 (jfU-The 
Supreme Court held today that 
brief membership in the Commun­ 
ist Party 21 years ago is ground 
for deporting an alien. 
The court divided 4-4 on the opin­ 
ion, Thrs let stand a decision of 
the U. S. Court of Appeals in Chi­ 
cago against Refugio Roman M ar­ 
tinez. Martinez was ordered de­ 
ported to his native Mexico. 
How the justices lined up on the 
quc.stion was not disclosed. The an­ 
nouncement merely noted that Ju s­ 
tice Clark took no part in the case 
and that the other eight Justices 
were equally divided. 
In other actions today, the Su­ 
preme Court; 
1 Upheld a .set of rules by the 
Interstate Commerce Commission 
to regulate the leasing and inter­ 
changing of vehicles by truckers 
operating under its permit*. 
2 Approved a controversial Na­ 
tional l..abor Relations Board for­ 
mula for computing on a quarter­ 
ly basis the back pay due certain 
employes it found were unlawfully 
discharged. 


V I e t m i n h L a c k s T r o o p s 


S.MGON, Indochina. Ja n 12 >M-~ 
A Vfetminh communique said for 
the first time today that the Com- 
munist-Ied rel>#*! arm y is short of 
fighting men. The communique, is­ 
sued following an important meet­ 
ing of the Vietminh council of min­ 
isters, was broadcast by Vietminh 
radio. 


Tod ay’s Chuckle 


Now it’s everybody and hi* 
irioney that’s soon parted. 
-R«S«w 


Suit-Drop p ing 
Terms Blasted 


Stands Ready For Inauguration 


Bright sunshine—the first in a week—yesterday outlined special stands built in front of the capitol for 
the Jan . 20 ceremony in which Dwight Eisenhower will be inaugurated as president. Eisenhower will 
take the oath of office on the covered stand directly in front of the capitol's center section. 
An 
elevated stand for photographers is in the center of the principal seating area for spectattirs. 


Senate Probers 
Call For Ouster 
Of Red Teachers 


W ASH IN GTO N, Jan . 12 OPU-The 


Ja p a n Protests 
Forei 
gn Pl 
anes 


V i 
o l 
ate Terri 
tory 


TO KYO , Tuesday, Jan . 13 (iP)— 


Japan today protested violations of 


it.s territorial air by planes of a 


Ad m. King Sees 
Ike Prod ucing 
Korea Solution 


Eisenhower, 
New Cabinet 
Chart Moves 


Conant Gets Top 


Post in Germany 
was„,notok, j.„. u ^ _ 


, President Trum an met a stormy 
N E W Y O R K . Jan . 12 (jP - Presi- refu.sal today when he offered to 
dent-elect Eisenhower interrupted drop 
the 
government’s 
crim inal 
a busy day of policy talk.s today | case against five giant Am erican 
for an historic shape-up luncheon oil companie.s and substitute a civil 
Cabinet and his key j anti-trust suit against them. 


-TV,' „ ' . 
^ 
, 
.. 
L 
Attorneys for tire companies an- 
Ih e y ate ovstcrs on the ha f 
, 
j 
j .u 
ch«ii 
u 
! 
; 
, gri y demrunced the offer as m- 
shell, chicken gumbo, minute steak 
and ra.spbt*rry sherix't and then 
settlcKl down with coffee to m ull' Arthur H. 
Dean, 
counsel 
for 
over foreign and 
domestic prob- Standard 
Oil of New Jer.sey, called 
lems awaiting them Jan . 20, when "outrageous blackm ail." Law- 
the general take.s 
office. 
*’*her companies agreed. 
Richard Nixon, 
vice president-1 As the next step in the fast-mov- 
elect, came out during a rece.ss to ling dram a, the Justice Department 
report everything going fine, with promptly announced 
that 
unless 
a productive discussion of "one the companies unanimously accept 
problem after another." 
the terms, the government will go 
, 
_ 
ahead 
with 
the 
crim inal 
action 
Conferences To Continue 
u 
j 
n 
* 
* .u 
ba.sed on allegations that the com- 


As the 4^-hour conference broke I 
** world-wide 
up for the day. Jam es C. Hagerty, I p ri« ' iixing 
monopoly. 'The com- 
Eisenhower’s press secretary, told 
have repeate'dly denied en- 
new'smen; 
’ 
gaging in any such conspiracy. 
"'There was a discussion of the 
future duties of the administration, 
foreign and domestic. The confer- 


l/.S. Oil Firms Ang rily Troop Sp ecial 
Reject Truma n Offer 


W A SH IN G TO N . 
Jan . 
12 (>P) — 
Adm. Ernest J . King, Am erica’s 


Firm s’ Records Sought 


cnces will continue tomorrow.' 


G E T S G E R M A N PO ST—Jam es 
B . Conant (above), president 
of Harvard University, yester­ 
day was named U. S. high 
commi.ssioner for Germ any by 
President - elect 
Eisenhower. 
Dr. Conant, 59, has been presi­ 
dent of Harvard for the past 
20 years. 


Trum an had conditiontKi his of­ 
fer by stipulating that in return for 
E a rlie r Eisenhower again talked calling off a federal grand jury in- 
patronage with Sen. Robert A. Taft vestigation of crim inal anti -mono{> 
(R-Ohio) and others and discussed loly charges, 
the 
oil companies 
government 
reorganization 
with would have to agree to produce 


; dreds of American school teachers 
who 
are 
Communists 
and 
who 
must be 
rooted out to 
protect 
future generations. 


In a 13-page report, the .subcom­ 
mittee recommended further in- 


1 foreign 
power—presumably Soviet 
j Senate int»»rnal security subcom-i Russian—and warned that Japan 


! 
would take steps 
to World W ar 
I I naval chief, pre- 
intruding aircraft. 
dieted today that President-elect 
i • 
Eisenhower will "come up with a i 


ilatem ont said. •^ViolaUons" ot’ our 
»«lution” 
to 
end 
the Duties Approved Appointment 


territorial air over Hokkaido by 
foreign m ilitary planes have of 


their records as a basis for a civil 
suit. 


Highly volatile international In­ 
terests, coupled with fears that the 
¡Am erican firms might lose their 
¡multimillion 
dollar 
foreign 
oil 


vestigation of Red influences in the 
might provide. 
But in 
a 
copy- 
' P- M cd ran ery’s office, at his re­ 
nation’s schools and colleges. 
j 
‘ Such trespasses are not only righted interview in the weekly'*. * 
second 
lop educator qyc*.F, to hear the terms as laid 
"Despite the unquestioned loyal-i 
under international law magazine U. S. News ¿b World Re-1 
Eisenhower ¿ „ ^ , 1 
direct instructions from 


stalemate in Korea. 
King didn’t indicate what sort 
of answer he thought Eisenhower 
might provide. 
But in 
a 
copy- 


Rep. 
Brown 
(R-Ohio) 
and 
Sen. 
Ferguson (R-Mich). 
The President-elect also found 
time to choose Dr, Jam es Bryant 
Conant, president of Harvard Uni­ 
versity since 19.13, as new United 
States high commissioner for Ger-i_s 
. 
c- 
1 . u 
i 
many. Ho aucoooda Wnltor J . Don- 
‘ 
nolly. who resisnod Doc. 31. 
dent .s proposal. 
The 
White 
House 
announced 
Trum an’s plan at noon. Two hours 
later, 35 attorneys for the oil com­ 
panies went to Atty. Gen. Jam es 


Conant was chosen with the know­ 
ledge and approval of the new sec- 


New Mid d le East 
Crisis Develop s 
Over Sud an, Suez 


retary of state, John Foster Dulk*s. | p. 


ty and self-sacrificing devotion 
constitute also a grave 
duty of the preponderant bulk mf 
to the security of Jap an .” 
Am erica’s teachers," the senators* 
Hokkadio 
is 
the 
northernmost 
said, "there aie yet many hun-imain island, separated by only a East, 
dreds of teachers who are Com- few miles from the Russian-oc- 'K in * Makes Two PropoKsIs 


port he offered his own sugges-1 
V*’” * 
the President. 


lionc tor m .k m i th. wur louRher i 
for the Communist, in the F a r 
'* . • 
eistant 
secretary 
of 
defen.se 


charge of manpower problem*. 
;,oose a roar of protest. 
Eisenhower’s 
informal 
session 
♦ 
I 
.u * 
.u 
. L 
with hi.s Cabinet was the first since M cGranery "Insulting” 


p 
pt < s 
3 
I his 
election 
last 
November, 
al-j 


met strouK nppusdion p artieu larlyl,,,,,^^ 
Dean told new.men that a> far 


from the A rm y and Air Fo rce- a 
as Standard Oil of New Jersey Is 
blockade of the entire China coast I Senat/ir.s 
Taft, 
Knowland (R . ‘^«nceriH'd, the President’s terms 
and bombing of the Chinese 
mam-1 C all,, 
Millikin (R-Colo) were '^^.'f^* completely unacceptable. 
■ 
1 
1 
J 
,, 
closeted with the general earlier 
Dean i.s talking tor ail of us,” 
A 
naval 
blockade. 
King 
said, 
g 
.said IxiweJl Wadman, attorney for 
would force the Red.s to divert 


munists.” 


State Probes Proposed 


These 
subversive 
elements 
In ! 
'the educational s.vKtem, the report 
I went on, 
spread 
their influence 
widely in th* .:cmmunity 
Then it 
I added; 
"A Communist is not a fit person | 
, to be placed or retained in a posi- 


cupied Kuriles and Sakhalin. 


New ROK Unit 
Hurls Red s Back 


SE O U L . Tuesday, Jan . 13 iJP— 


'The rotircHl fleet adm iral made 


After an hour and 20 minutes 
with 
M cGranery, 
the 
attorneys 
stormed out of the office and let 


Afterwards they said Ei.senhow- 
some Chine.se troops from Korea 
••fully agreed to follow the cus-iP'^^y- 
the 
Arabian-American 
Oil 
Gom- 


tion to influence the minds of the North Korean Reds hurled their 
stronger defense oppo-1 p ,„,ary practice" of clearing fed- 
M cGranery as say- 
heaviest attack of the year against 
Kai-shek s Nationalist ^ ,^ ^ 1 
appointments in the future 
President’s offer was "cold 
The Senat»* group proposed that the untested Republic of Korea 12th 
Formosa. ¥ 
state legis’otuies probe the situa- Divi.sion Monday but lost heavily 
believe, as so 
tion, as was done m New Y irk in »nH 
^bat such a blockade woi 


youth of Am erica." 
• <v cs V 
w a i L c t u i v \ n 
i i i c r v t ' i i i 
c ik ¿ i i ii ? 4 L 
— 
______________ ___________ 
_____ 
________ _ 
King said ^ ^¡th Republican members of Con­ 
somé fear. Igress. 


10AA AO 
J 
J 
i- 
driven back in hand-to- 
® oioesaae would bring 
1^0-12. and urged that beards of 
fighting on the snowy Eastern 
war with Hu.s.sia. 
education l.ik»* sieps 
to remove pront 
with Russia is not inevlt- 
teachers who.se loyalty is proved^ 
N early 1,500 Reds all told storm- 
to be queitionable. 
Invasion Is Suggested 


fort.s to crack the Allied lines in 
picture of bombing the Chi- 
the East. Center and West. 
mainland touched lightly on 
In 
addition, 
the subcommittee 
The nowly-activatcd South Kore-^*^*’ P^issibility of a follow up by 
specifically recommended that it ans were hit from two directions 
troops, but King didn’t say 
be empowered to continue its own by a Red battalion and another which nation’s troops 
American.s 
inquiry in the educational field, reinforced company — some 800 
Chinese Nationalists, 
Without going into details, the re- m en-and gave ground for a short 
Navy, 
King 
said, 
w o u l d 
. I^Partrnent official 
arguiKi for 
a 
pjort, drawn up under the direction time, the U. S. Eighth Arm y re- bomb inland only within range of '^«’W 
trial biday. contending 
the 


LONDON, 
Jan . 
12 UP 
Egypt’s 
strongman Prem ier Muj. Gen. M<v 
hami*d Naguib stixid up the B r it­ 
ish ambassador in Calr today and 
a sudden now crisis arose in the 
Middle Ea st over the Sudan and 
Suez Canal. 


Instead of meeting S ir 
Ralph 
Stevenson to discuss the thorny 
Sudan question, Naguib addressed 
a students’ meeting and said that 
"only over our dead ixxiies’ will 
British trooiMi rem ain in the Nile 
Valley. 
The 
Foreign Office here 
also 
was shocked and surprised to dis­ 
cover that over the weekend N a­ 
guib had scored a m ajor victory 
by p«T.suading a piro-Britiah fxiliti- 
cal party in the Sudan to switch 
it* loyalty on a crucial constitu­ 
tional issue. 
Collapse Of Talks Feared 


These and other developments 
imsed the possibility that Anglo- 


Crashed Into 


Mountainsid e 


Two Para-Med ics 
’Chute To Scene 


H IL L A IR F O R C E B A S E . Utah. 
Jan . 11 tft—The A ir Force said to­ 
day that the wreckage of a C-48 
"troop 
special” 
missing 
since 
Wednesday had been found on a 
mountain.side about 40 miles north­ 
east of liOgan, Utah. TTiere were 
no survivors. 


Two daring para-medic rescue 
tmofH^rs parachuh'd into the wild 
and 
rugged 
Wasatch 
Mountain* 
northeast of Logan at 4 p. m. 


They reported from the ground 
at 4’45 p. m. that the wreckage 
sighted 
earlier 
by 
a 
C ivil 
A ir 
Patrol nier was that of the missing 
C-46. 


Aboard the missing C-46 were 37 
veterans of the Korean W ar flying 
to Dixie, where they were to be 
released from service, and a crew 
of three, including a stewardess. 


Ground Rescue Party Form ed 


The crash scene was repi>rted as 
.seven and a half miles northwest of 
Fish 
Haven, 
a 
resort alongside 
Bi ar Lake in Southeastern Idaho, 
three miles north of the Utah boe- 
der. 
A ground rescue party was or­ 
ganized at Hill Base to leave for 
the spot after darkness. 
Persons fam iliar with the area 
where the wreckage was found said 
it was extrem ely rugged and would 
require 
long 
hours to 
traverse, 
probably on snowshoes. There was 
no airiKirt nearby. 
The Bear Lake country Is cover­ 
ed with snow up to 12 Inches. 
M ajor Dick Burk of Ogden, a 
Civil A ir Patrol flier, reported he 
sighted an object al3nut 2 p. m. 
(M ST) today which the para-medie 
rescue troojHTs, after their plunge 
into the forbidding country, identi­ 
fied as the wreckage. 


n th Crash Of Series 


This payoff sighting foflowed sevw 
eraJ report* of unidentified objects 
and flares or lights in Utah, Idaho 
and Wyoming. 
A hundred or more A ir Force, 
Navy, Civil A ir Patrol and prí­ 
vate planes had defied peaks and 
mountain air turbulence in the six- 
day search for the C 46. 
Hop«* of finding the homeward 


Six Cities Named 


Counsel For Hiss 
Asks New Trial 


ti-Bntlsh feeling in Egypt, 
turkey"— i.e., final. 
j 
Ambassad«>r Steven.son had hop- 
‘"Fhe attorn«*y g(*neral was dls-|® ^ b» present to Naguib a draft 
courteous 
and 
insulting," 
D e a n ‘‘” ''t*ring i>oints so far agreed to* 


Egyptian talks on the future of 
veterans of Korean fighting 
the million-square-mlle Sudan may 
J*"** 
break down amid heightening an- « ‘^^l^doni.d last Saturday 
* 
The crash was the 11th of a mili­ 
tary or military-chartered plane in 
a 
series 
in 
Northwest 
states. 


said. 
"In effect, he asked us ali to 
give him a blank check for the 
government to go ahead with a 
civil suit- a suit which the gov­ 
ernment would have the right to 
amend any lime during the 60 day* 
aft«*r the final document sought by 


iM'tween Britain and Egypt on pro- 
{Misals to give the eight million 
Sudanese the right to chfxise be- 
tw«M*n unity with Egypt and com- 
plel«* iride{jendence before the end 
of 1955. 
i 
But 
the 
general 
was 
abHent.' 
■iieaking Ur the students, and Sir. 


Alaska 
and on Korea 
transport 
runs, 171« series bt*gan in Novem- 
b«*r. 
The death toll of the crashes, !n- 
I eluding the one near Fish Haven, 
stfxxl at about 340. 


N E W Y O R K , Jan . 12 
Counsel | 
pro.seculion was turned over 
met instead with Foreign 


of Chairman McCarran (D-Nev), ported. 
.carriiT aircraft, with the A ir Force 
said; 
; 
The Reds loft 213 dead on the P^^vidmg long-range planes. 
"Testimony before the subcom- battlefield when the fight northeast 
concentrated and repeated 
mittee indicated sp-jcifically that of the Punchbowl subsided before 
could be made," he said 
Communist 
activity 
Uxik 
place dawn. 
,‘‘i»nly if the N avy were able to 
among teachers in Philadelphia. The Eighth 
Arm y said the 
R e d s ''‘‘bun control of the sea surround- 
Boston, Cleveland. Detroit, Buffa- were sent reeling back in hand to 
necessary island bases,” such 
lo and Madhson, Wis.; as well as hand fighting after penetrating the 
Okinawa. 
reflecting 
the 
certainty of 
sub- 12th’s positions briefly under cover, 
King’s brief suggestion of an in- 
stantial Communist activity among of a furious Communist 
a r t i l l e r y vasion to follow up tho ixmibing 


for jailed Alger Hi.ss, former State 
prosecution. 


"H e gave up until I I a. m. to­ 
morrow to go along with this." 


teachers in other areas." 


H i 
tl 
er Is N am ed 


"Fl 
i 
er O f M onth" 


and mortar barrage. Almost 1,700 'vas contained in this remark 


t'^pewriter which figured in the 
fierjury case against Hiss "w as a i 
fake m achine." 
H m 
Hiss was convicted in Jan uary, j ' * 
C i n s r t i i n M 5 K 5 


H50. of lying to a grand jury 
T r u m 
a n T o S o o m 
denying he ever turned over gov- * 
l U 


crnment s e c r e t s to Whittaker P n s & n b f ^ r a K * I f l / A C 
Chambers, admitted courier for a 
3 
L t V G S 
Soviet spy ring. 
He has been in the Ix'wisburg, 
Pa., 
F'ede'-al 
Penitentiary 
since 


rounds of shells fell on the South 
” I>on’t forget 
the 
Rxit 
.soldier i 
*vrving a five-year 
Korean defenses. 


Liberian Steamship 
Calls For Assistance 


;mu.st b<* there to take advantage of 
jthe result.s of the tximbing." 


Russia Seizes Jews 
In Assassination Plot 


F U E R S T E N F E L D B R U C K . 
Ger­ 
many, Jan . 12 lifu-The "A irm an 
of the Month" in the U. S, Air 
R O TTERD A M . The Neth«*rland.s, 
Force’s 36lh Fighter-Bomber Wing Jan . 12 OP—The 7,157-tim IibiTian 
LONDON, 
here is a guy named Hitler, But steamship Archimede is in distress radio said Uxl, 
not Adolf. 
off the Azores, Dirkzwager’s mon- rorisl Jewish 
He is Staff Sgt. Gene D. Hitler itor reported late tonight. 
rested afP»r 
of Pocatello, Idaho, and he says he 
The monitor picked up a mess- Ru.ssian I«*ad« 
can trace his name back to the age from the vessel saying she is the tf>p m ilitary men 
and a Soviet 
year 1783 in Maryland. His title stranded on the rocky bcitlom off 
atomic scientist, 
means he was judged the best air- Horta Harbor in the Azores and 
Th«? broadca.-t, qu<«ling 
a 
Mos-; 
man in his outfit. 


In arguing for a new trial bc*ff>re 
the U. S. Court of Appeals, Hiss’ 
attorney, Ch«*»ter T, I.ane, said the 
Wfx^xistock tvfiewriter used in evi­ 
dence against Hiss was not the 
machine once cjwned by him, but 


M 
# n I— A 


{ 
P R IN C E T O N , 
N. 
J., 
Jan . 12 
p IN S ) — Dr. Altx rt Einstein dis- 
clo.scfd today he ha.s apf»ealed to 
F*resident Truman 
to 
spare 
the 
lives of corivin«-d AUim Spu*s Ethel 
and Juliu s Hosenlx-rg. 


West Asks Big 4 
Talks On Austria 


W A SH IN G TO N , Jan . 12 (JP~Th« 


The w«irld-fam« d scic-ntist, whose ' 
fighting comes." 
' disc«ivern-s pav«‘d the way f'lr de-' 
Vi'lopmenl of the atom b«imb, .said 
his conseu nei* "eom|M-ll«*d" him to 
ask cofiirnutation of the death sen-; 


Minister 
Mahmoud 
Fawz.y 
with 
whom he left the draft. ’The British ‘ 
Em bassy 
said 
later 
"a 
further 
meeting will take place shortly.” 
"M a rty r« ’’ Commemoratrd 
'Fhe students’ meeting wait called Western Powers called on Russia 
to ciimmemorate "m a rty rs " kill- today to join in a new four-power 
ed In the Suez Canal zone fighting' eff«>rt to reach agrec*ment on a 
against the British in 1951 and 1952. ijxistwar settlement with Austria. 
Several thcjusand heard Naguib de-i 
The U. S., Britain and Franc# 
I said in notes delivered in Moscow 
"W e will not pcTrnit any foreign that a new meeting of four power 
deputies will be summoric'd shortly 
in I/>ndon. 
The me«'ting was deddi*d on, th# 
Western note.s said, "rath er than 
to continue the sterile exchange o£ 
"notes" over the* Austrian situation, 
T)ie new move ter end the dead­ 
lock was based on the action of th# 
Unitid Nations Gen«-ral Assembly 
of last Dec. 20. which called on th# 


soldnT to remain among us. Only 
ov« r our dead b«xlies will tliey do 
that." 
He promised to allow the stu­ 
di nt* to fight in the front lines 


D e l a n y Is In d i c t e d 


lU lC iT n W 
.fu n 
1 9 
i m 
11/ 


said. 
The tyf>ewriler hximed I; 
Hiss’ conviction as Ixeing the 


rec|uires immediate assistance, 
;cow di.spatch from the official 
Stale Depart- 


¡Atomic Scu*ntist Harold C. Urey. 
Th«* 
indictment 
charg«d 
he 
f , , 
.i 
• 


b y ' i v X i ’ l 
l;" 
19«“ 
i,'LVd,!iT!^;hiig»t"on on 
oTch 
T'ir “::f , ?:! ■-* 
- ’ y.?“'.'’ '? 


Sheriff In Office One Week 
Slain By Two Hitchhikers 


nows agonry Ti,,,. ,a „l the, 
group had be« n appr« hend«‘d "some 
time ago" and charg«*d th«*y had A r ll^ li 
H l c F v i f 
plottid by harmful m«*th«xls to •‘re-, 
I l i a L A l l 
duce th«* life of a« tive leadi-rj» 
the Soviet Urijfm," 
The group wa • ^aid to have ad- 
"' As Illinois Governor 


rg*^ 
in a joint return for him.self and 
mnde m the 1943 Moscow 


)url"t.' 
k i h T hz 
A u ilru n iiv 
di'pendeiice. 


Human Bomb Blows Himself Korea Has Cost U. N. 
To Bits; Wife, Artorney Hurt N“ ''* 


non 
Adams County Prosecutor 
AiVLnder^M^^VasU^^^^^ 
Marshal 
prc.sidentiai nominee,; 
w. v«., Jan . iz lyv— nw eater to display 
Young said an Arm y discharge 
Stepanovich 
Koruw 
corn-!^ 
M eCray turned him.self into a sticks of explo.sive. 


TO KYO , Tuesday. Jan . 13 (M— 
WESTO.N. W. Va., Jan . 12 ijt— isweater to display the five or six The Unit«*d Nations will have spent 
nearly 700 million dollars—mostly 
human 
b«irnb 


^ . 
S P R IN G F IE L D . III., Ja n 
12 >JP 
W E S T UNIO N , O., Jan . 12 UP — !roads leading out of Adam* County, ^ ‘bed trying to kill S«jvi«*t Min- _ 
Stovenson, 
d« f« at« d 
Two 
gun-toting 
hitchhikers 
shot 
''*'■* 
^ 
• 
and killed Adam.s County Sheriff 


° 
which 
Shcnft 
Perry 
had mander-rn’-ehief ’ of ¿'vii'd 'irri'und 
. 
e 
. 
.i 
human 
b.anb loday. 
ielting 
oft 
A» Ihc horrjfied g r o u p walchcd, from the United States-m Korea 


p "rry . T 
Í Z 
r national pre.i- taken from one of the men carr.ed C ree., 
and 
M a r.h ;r,a .o „T d 
A 
h ,,"% 'u c e e .w ^ 
I” ’ 
f Z 
T 
“ " a “ '; ; " “ " 
Z 
“ 
V '"f* 
dent of the 
Fraternal Order of the name of Charle. T. RIgdon, 31, f'"-''o"'V. eommander of th,- Len- 
0,,vÍ^^Lr 
W lliam 
O 
H, 
T-fJ >'l„a„ „ 
t „ . 
.d h 
«rom the dyna- war on June 25, a high U. S . ot- 
Police, w a. gue.P0 hing them north Manchester. He w a. de.er.be^ a-i 
>rmy. 
, 
u 'r' ~ 
" " 
of nearby B<*ntonville 
about six feet tali and weighing 
The slayers fled in Perry’s auto- 165 ijounds. 
Cor* A u 
-J 
mobile and were believed to havej 
Young said Sheriff Perry was 
b r C A H g q Ci 
U Í 6 S 
¡staged a holdup of a filling sta-jinvestigating 
a burglary at Ben- 
B A L T IM O R E , Jan. W 
iJP 


k T 'ü k t when 
he 
saw 
the 
men M ary Butler Shearer, president of him gfxidbye. among them cabinet 
Raymond M cCray. 47, and jobless, 
Her lawyer. Charles 
N. Bland, end of June, 
i 
q fail 
iLtrnimgtn én.n H o 
qucxtion the Maryland Society f«-r the Pre-.mernta-rs and other officials of hi.s 
walked into Magistrate W. S. Fultz’ suffered wounds in the face. legs. "W ith more 
than 600 million dol- 
officers 
r J 
ÍTfh 
in ^ 
vent.on of Cruelty to Animals, died' adm,ni.stration. 
office. 
and the entire front of his body. 
lars already spent,” he said, "th is 
icers from 
sirroundmg counties that the men 
suddenly op«*ned fire 
today at her home. Shs suffered, 
S«^»me wept as he said hi* fare- 
"I/xik what'* going to 
happen 
Both were pronounced in 
critical will bring the three year total tíos» 
setung up road blockade, on a U ,a . the shenfi questioned them. 
ja heart attack Friday. 
|weU. 
^here." he said as he unbuttoned hisicondition later at a hospial, 
ito 700 m i u L dollar,.” 
( 
i 
* 
Í 


divor««d wife and her lawyer were 
Mrs. 
M cCray, wh«i had 
borne 
J. Donald Kingsley, agent gen- 
the railroad station to* tx/ard a 
critically 
injured. 
Three others him six children and was divorced eral for the U . N. Reconstruction 
tram for ( hicagfj, 
«-.scapi d serious injury, ,from him last Novemiier, suffered 
Agency, said current plans call for 
At the station he 
f«/und several I State |x/lice said the scene Rxik 
a badly mangled face, shock and expenditure of more than 70 mil- 
hundred {XTSons on 
hand to wish plac«* a few minute* after I>onzel 
«jther injuries. lion dollars between now and th# 


Weather Forecast 


Mostly sunny and w arm er today; 
tomorrow fair and milder. 
Tile 
News 


Lindner Heads 
Police, Firemen 


(See Page 14) 
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Demos’ Feud 
Still Stymies 
State Senate 


Seven Walk Out 
Of Closed Caucus 


ANNAPOLIS. Jan. 12 I* — The 
M aryland 
State 
Senate 
bogged 
down once more in its efforts to 
organize tonight, holding up again 
any beginning of business for the 
General Assembly. 
A tense three hours, m arked by 
the walkout of seven Democratic 
senators from their closed caucus, 
failed to produce a president. 
Four formal ballots were taken 
and they all s}M>wed: 
Sen. C. Ferdinand Sybert <D- 
Howard* IO votes. Sen. George W. 
Della (D-Balto. 6thI 6 votes and 
Sen. Robert B. Kimble (R-Alle- 
gany) IO votes. 
The session then broke up tem ­ 
porarily with indications that the 
senators 
would 
be 
around 
the 
Statehouse until early morning. 
j 
Eleven Democratic senators —I 
all that rem ained after the caucus; 
walkout — chose Sen. C. Ferdin-i 
and Sybert of Howard County as 
their candidate for president of the 
State Senate. 
Minutes before the vote was tak­ 
en. Sen. Della and six of his sup­ 
porters had left the room. 


Republicans, Governor Confer 


The l l Republicans, who have! 
Sen. Kimble as their candidate,! 
went upstairs and into a closed 
session with Gov. McKeldin. 
They cam e out 20 minutes later | 
with the statem ent that they would 
stand solidly for Kimble. 
The Senate Democrats had been 
deadlocked 9-9 since last week 


Eisenhower, 
New Cabinet 
Chart Moves 


Conant Gets Top 
Post In Germany 


U.S. Oil Firms Angrily 
Reject Truman Offer 


Suit-Dropping 
Terms Blasted 


WASHINGTON, 
Jan. 
12 U' — 
President Trum an m et a stormy 
NEW YORK, Jan. 12 Lf' Presi- refusal today when he offered to 
dent-elect Eisenhower interrupted drop the governm ent's crim inal 
a busy day of policy talks today case against five giant American 
for an historic shape-np luncheon oil companies and substitute a civil 
with his new Cabinet and his key anti-trust suit against them . 
Attorneys for the companies an- 
They ate oysters on the half 
shell, chicken gumbo, minute steak 
and raspberry sherbet and then 
settled down with coffee to mull 
over foreign and domestic prob­ 
lems awaiting them Jan. 20. when 
the general takes office. 
Richard Nixon, vice president* 


grity denounced the offer as in­ 
sulting. 
Arthur H. 
Dean, 
counsel 
for 
Standard Oil of New Jersey, called 
it “outrageous blackm ail.” Law­ 
yers for other companies agreed. 
As the next step in the fast-mov- 


Stands Ready For Inauguration 


Bright sunshine—the first in a week—yesterday outlined special stands built in front of the capitol for 
the Jan. 20 ceremony in which Dwight Eisenhower will be inaugurated as president. Eisenhower will 
take the oath of office on the covered stand directly in front of the capitol’s center section. 
An 
elevated stand for photographers is in the center of the principal seating area for spectators. 


Senate Probers 
Call For Ouster 
Of Red Teachers 


Japan Protests 
Foreign Planes 
Violate Territory 


WASHINGTON. Jan. 12 H*-The 
Senate internal security subcom­ 
m ittee said today there are hun- and the U. S 
The dreds of American school teachers 
two who finally changed to Sybert who 
are Communists 
and 
who 


TOKYO, Tuesday, Jan. 13 OR— 
Japan today protested violations of 
its territorial air by planes of a 
foreign power—presum ably Soviet 


Adm. King Sees 
Ike Producing 
Korea Solution 


elect, cam e out during a recess to mg dram a, the Justice Departm ent 
report everything going fine, with promptly announced 
that 
unless 
a productive discussion of “ one the companies unanimously accept 
problem after another.” 
the term s, the government will go 
ahead with the crim inal 
action 
t onferences To Continue 
based on allegations that the com- 


As the 4^-hour conference broke F,an*es have *ot UP a world wide 
up for the day, Jam es C. Hagerty, j price-fixing monopoly. The com- 
Eisenhower's press secretary, told Pattie* have repeatedly*denied en- 
newsmen: 
gaging in any such conspiracy. 
“There was a discussion of the 
future duties of the adm inistration, 
foreign and domestic. The confer- 
Trum an had conditioned his of- 
ences will continue tom orrow." 
for by stipulating that in return for 
E arlier Eisenhower again talked calling off a federal grand Jury in­ 
patronage with Se n. Robert A. Taft vestigation of criminal anti-monop- 
<R-Ohio> and others and discussed oly charges, 
the 
oil companies 
government 
reorganization 
with would have to agree to produce 


WASHINGTON, 
Jan. 
12 OFI — 


Firms’ Records Sought 


Rep. Brown 
(R-Ohio) 
Ferguson (R-Michi. 
The President-elect also 


and Sen. their records as a basis for a civil 
' suit. 
. 


t 
found 
Highly volatile international in- 
Ume to choose Dr. Jam es Bryant terM tit coupU.d with ft.arg that the 
Conant. president of Harvard^ Urn- American firms mlght lose their 


Russian—and warned that Japan] Adm. Ernest J. King, A m erica’s 1 states high commissioner tor Ger mul,,rm’ll<m 
dollar 
foreign 
oil 


GETS GERMAN POST—Jam es 
B. Conant (above), president 
of Harvard University, yester­ 
day was nam ed U. S. high 
commissioner for Germ any by 
President - elect 
Eisenhower. 
Dr. Conant, 59, has been presi­ 
dent of H arvard for the past 
20 years. 


Troop Special 
Crashed Into 
Mountainside 


Two Para-Medics 
Chute To Scene 


War II 
today 
naval chief, pre- 


must be rooted out to protect 
future generations. 
In a 13-page report, the subcom­ 
m ittee recommended further in­ 
vestigation of Red influences in the 
nation’s schools and colleges. 


were Sens. Francis Dippel <Balto. 
3rd) and Mason Shehan (Talbot). 
They said they did so because they 
felt the impasse had to end. 
Shehan, acting as caucus chair­ 
m an said that “ no compromises 
were m ade,” 
This indicated that if Democrats 
finally organize the Senate, Sen. 
John Grason Turnbull of Baltimore 
County will be m ajority floor lead­ 
er and Sen. Edward Turner of dreds of teachers 
Queen Anne's County would head ] m unists.” 
the powerful Judiciary Committee. 


Della Is Pessimistic 
These 
subversive 


many. He succeeds Walter J. Don- 
that President-elect nelly, who resigned Dec. 31. 
“ come up with a j 
to 
end 
the Dulles Approved Appointment 


what sort 


late become increasingly frequent 
“Such trespasses are not 


King didn’t indicate 
of answer 
might provide. 
Hut in a copy- 
only, r ig h ts interview in the weekly 


Conant was chosen with the knpw- 


ty and self-sacrificing devotion to 
duty of the preponderant bulk of 
Am erica’s teachers,” the senators* 
said, “ there ale yet m any hun- main island, separated by only a 
who are Com- few miles from the Russian-oc- 
; cupied Kuriles and Sakhalin. 


rights to Soviet Russia, were re­ 
ported to have motivated the Presi­ 
dent's proposal. 
The 
White 
House 
announced 
Trum an’s plan at noon. Two hours 
later. 35 attorneys for the oil com- 
Jam es 
■IcGranery’s office, at his re- 
He is the second top educator (jU«»sF, to hear the term s as laid 
drawn into the new Eisenhower down on direct instructions from 
adm inistration. Dr. John A. Ban- me President. 


menace to the security of Japan.” | tions ,„r making me w ar tougher; CoRege^ h a ^ b e ^ ^ l e c tS " efV s* 1 
^ 
“ I “ !PMutet 
Hokkadio is the northernm ost1 for the Communists in the F ar . 
* 
I Wlth 
M cGranery. 
the 
attorneys 


would take steps to World 
repel intruding aircraft. 
I tooted 
, 
Eisenhower will 
The Japanese government in <r workable solution” 
statem ent said, “ Violations of our sta!rm ate in Korca. 
territorial air over Hokkaido by; 
didn’t indii„„- 
foreign m ilitary planes have of nt nnctIM„. h., thoucbt''E isenhow er |ledge and approval of thc> nt‘w **c* panics went to Atty. Gen 
zidc 
But 
in 
a 
Co ^ - ! retary of Rtat* ’ John F n * '* r D u lies 
P 
M cG ranery’s office, at 


“ Despite the unquestioned loyal- Forbidden under international law , magazine U. S. News St World Re­ 
but they constitute also a grave port he offered his own sugges- 


State Probes Proposed 


The seven Democratic senators 
walked out of the closed room 
shortly after 9 30 p. rn. 
Della told bystanders that “ it 
appears we have a short vote”— 
or in other w'ords supporters of 
Sybert expected to win. 
Della also said that “ my friends 
have left and I have left with 
them .” . 
In the walkout were Sens. Croth- 
ers of Cecil, Jewell of Kent, Hof- 
ferbert of Baltimore 1st, Goldstein 
of Calvert, 
Redden of Caroline 
• rid Mason of Worcester. 
A Republican friend in the Sen­ 
ate 
lounge 
addressed 
Della 
as 
“ Mr. President” and the senator 
replied, “ Mr. Ex-President, I’m 
afraid.” 


elements In 
the educational system, the report 
went on, spread their influence 
widely in th? .:c mm unity 
Then it 
added: 
“ A Communist is not a fit person 
to be placed or retained in a posi- 
j tion to influence the minds of the 
youth of America.” 


New ROK Unit 
Hurls Reds Back 


East. 
King Makes Two Proposals 
The retired fleet adm iral made* 
two proposals that in the past have 


eistant secretary 
of defense 
charge of manpower problems. 
Eisenhower's 
informal 
session 
with his Cabinet was the first since 
his election 
last November, 
al­ 


to stormed out of the office and let 
loose a roar of protest. 


McGranery ‘'Insulting” 


Dean told newsmen that as far 
as Standard Oil of New Jersey is 
concerned, the President's term s 


met strong opposition, particularly thouRh thp Cabmet hag l)een fl,]ed 
from the Army and Air Force -a for BOnu, brm , 
blockade of the entire China coast , 
Servitor* 
Taft. 
Knowland 
(R 
and bombing of the Chinese main- C alif1 and Minikin (R-Coloi were w\'r*' oompl.-t. Iv unacceptable. 
] closeted with the general earlier 
A naval blockade, 
King said, !for an bour Hnd a half. 
would force the Reds to divert I 
Afterwards they said Eisenhow- 


“ Dean is talking for all of us,” 
said I/iwell Wadman, attorney for 
the 
Arabian American Oil Com- 


SEOUL. Tuesday, Jan. IS 0R- 
North Korean Reds hurled their 
heaviest attack of the year against site Chiang Kai-shek’s Nationalist 
The Senath group prorosed that the untested"^ epubhlTof Korea"l2th stoon«hold on Form osa. King said 
urea probe the situa- rw u ,™ M o«h,v bm w 
h,.,viiv h<‘ d,rt not bf‘1,ovt,‘ as somf* 1onr- 


some Chinese troops from Korea jer ..fulIy agreed to follow the ens- 
to set up stronger defense opp©-j ternary practice” of clearing fed- 
Dean quoted McGranery as say- 


HILL AIR FORCE RASE, Utah. 
Jan. ll LR—The Air Force said to­ 
day that the wreckage of a C-46 
“troop 
special” 
missing 
since 
Wednesday had been found on a 
mountainside about 40 miles north­ 
east of i,ogan, Utah. There wera 
no survivors. 
Two daring para-medic rescue 
troopers parachuted into the wild 
and 
rugged 
Wasatch 
Mountains 
nor theast of Logan at 4 p. rn. 
They reported from the ground 
at 4:45 p. m. that the wreckage 
sighted earlier by a Civil Air 
Patrol flier was that of the missing 
C-46. 


Aboard the missing C-46 were 37 
veterans of the Korean War flying 
to Dixie, where they were to be 
released from service, and a crew 
of three, including a stewardess. 


Ground Rescue Party Formed 


The crash scene was reported aa 
seven and a half miles northwest of 
Fish 
Haven, a resort alongside 
Bear Lake in Southeastern Idaho, 
three miles north of the Utah bor­ 
der. 
A ground rescue party was or­ 
ganized at Hill Base to leave for 
the spot after darkness. 
Persons fam iliar with the area 
where the wreckage was found said 
It was extrem ely rugged and would 
require long hours to traverse, 
probably on snowshoes. There was 
no airport nearby. 
The Bear Lake country Is cover­ 
ed with snow up to 12 inches. 
Major Dick Burk of Ogden, a 
Civil Air Patrol flier, reported he 
Instead of meeting Sir Ralph sighted an object about 2 p. rn. 
Stevenson to discuss the thorny j (MST, today which thp p ara.medie 
Sudan question, Naguib addressed rescue troopers, after their plunge 
a students im*eting and said tli.it into the forbidding country, identi­ 
cally over our dead bodies’ will fird as the wreckage. 
British troop* rem ain in the Nile 
Valley, 
lith Crash Of Series 
The Foreign Office here also 
_ 
was shocked and surprised to dis- 
^ 
Pnvnff j i l t i n g foil owed 
se *- 
cover that over the weekend N, J " a l re|k .rt. of un.dentlt ed object, 
jfulb had .cored a m ater victor*I*"? 
or li*ht* 10 Ut*h' Id,h0 
by persuading a pro-British polite *,n 
^ 
j 
A hundred or more Air Force, 
Navy, Civil Air Patrol and pri­ 
vate planes had defied peaks and 
mountain air turbulence in the six- 
day search for the C-46. 
Hope of finding the homeward 
bound veterans of Korean fighting 
<1. 
billie... 
f j 
(and the crew alive was 
almost 
the million-square-mile Sudan may 
, 
, 
, , 
. „ . 
. 
. . 
,. . , . . 
J abandoned last Saturday. 
break down amid heightening an-* 
m, 
» 
- 
... 
* 
1 
The crash was the lith of a mi - 


New Middle East 
Crisis Develops 
Over Sudan, Suez 


LONDON, Jan. 
12 UP Egypt’s 
strongman Prem ier Maj. Gen. Mo- 
hamed Naguib st<»od up the Brit­ 
ish am bassador in Cair today and 
a sudden new crisis arose in th** 
Middle E ast over the Sudan and 
Suez Canal. 


cal party in the Sudan to switch 
its loyalty on a crucial constitu­ 
tional issue. 
Collapse Of Talka Feared 
These and other developments 
posed the possibility that Anglo- 
Egyptian talks on the future of 


Six Cities Named 


that such a blockade would bring 
an all-out war with Russia. 
War with Russia is not inevit­ 
able, King said. 
Invasion Is Suggested 
His picture of bombing the Chi­ 
nese mainland touched lightly on 
the possibility of a follow up by 


High Court Backs 
Ex-Red’s Ouster 


state legis'atures prone inc situs- Division Monday but lost heavily 
tion, as was done in New Ye rk in and WPre driven back in hand-to- 
1940-42, and urged that beards of band fighting on the snowy Eastern 
education take slops to remove Front. 
teachers whose loyalty is proved 
Nearly 1.500 Reds all told storm- 
to be questionable. 
ed ouj Df their bunkers in vain ef­ 
forts to crack the Allied lines in 
the East, Center and West. 
In addition, the subcommittee 
The newly-activated South Kore- 
specifically recommended that it ans were hit from two directions 
)*_ 
'.n* , 
be empowered to continue its own by a Red battalion and another 
inquiry in the educational field, reinforced company — some WK) 
Without going into details, the re- men—and gave ground for a short 
port, drawn up under the direction time, the U. S. Eighth Army re­ 
ef Chairm an M cCarran <D-Nev), ported. 
said: 
The Reds left 213 dead on the 
“Testimony before the subcom- battlefield when the fight northeast 
t 
mittee indicated specifically that of the Punchbowl subsided before fla c k s could be made, 
he said 
Communist 
activity 
took 
place dawn. 
onlv lf 
Navy were able to 
WASHINGTON. Jan. 12 UA—'The among teachers in Philadelphia,) 
The Eighth Army said the Reds r* ,r,‘n control of the sea surround- 
Supreme Court held today that Boston, Cleveland. Detroit, Buffa- were sent reeling back in hand to in* necessary island bases,” such 
brief m embership in the Commun- i0 and Madison, Wis.; as well a? hand fighting after penetrating the as Okinawa. 
1st Party 21 years ago is ground reflecting the certainty of sub- 12th’s positions briefly under cover 
King s brief suggestion of an in­ 
ter deporting an alien. 
I stantial Communist activity among of a furious Communist artillery vasion to follow up tho bombing 


erai appointments in the 
with Republican mem bers of Con­ 
gress. 


future in« toe President s offer was “ cold “ 'British f« « lmg in Egypt 
. 
of mUltaryK.hartered p)an<. jn 
tu rk e y " -i.e.. final. 
Ambassador Stevenson had hop- _ 
................... 
“The a tto rn e y general was dis- 
* present to Naguib a draft 
courteous 
and 
insulting,” Dean covering points so far agreed to 
Counsel For Hiss 
Asks New Trial 


which nation’s troops—Americans 
or Chinese Nationalists. 
The Navy, 
King 
said, 
would 
bomb inland only within range of 
carrier aircraft, with the Air Force 
providing long-range planes. 
fierjury case against Hiss 
“ But concentrated and repeated toke machine. 


NEW YORK. Jan. 12 UP—Counsel 
ter jailed Alger Hiss, form er State 
Departm ent official argut*d for a 
new trial today, contending the 
typewriter which figured 
in the 
“ was a 


said. 
“ In effect, he asked us all to 
give him a blank check for the 
government to go ahead with a 
civil suit—a suit which the gov­ 
ernm ent would have the right to 
amend any tim e during the 60 days 
after the final document sought by 
the prosecution was turned over 
to the prosecution. 
“ He gave up until ll a. rn. to­ 
morrow to go along with this.” 


a 
series 
in 
Northwest 
states. 
Alaska 
and on Korea 
transport 
runs. The series began in Novem- 


and m ortar barrage. Almost 1,700 was contained in this rem ark 
rounds of shells fell on the South 
Korean defenses. 


Liberian Steamship 


The court divided 4-4 on the opin- teachers in other areas.” 
Ion. This let stand a decision of 
the U. S. Court of Appeals in Chi- 
# _ 
_ 
cago against Refugio Roman Mar- H i t l G t I s N o ITIGCj 
tincz. Martinez was ordered de­ 
ported to his native Mexico. 
" F I IGF O f M o n t h " 
How the justices lined up on the 
. 
, 
question was not disclosed. The an- 
FUERSTENFELDBRUCK, Ger- C flH s r O r A S S IS lflllC G 
nouncement merely noted that Jus- manVt j an. 12 up_The “ Airman 
tire Clark took no part in the case of the Month” in the U. S. Air 
ROTTERDAM. The Netherlands, 
and that the other eight justices Force’* 36th Fighter-Bomber Wing Jan. 12 UP—The 7,157-ton liberian 
LONDON, Jan. 12. UP Moscow 
were equally divided. 
here js a guv 
named Hitler. But steam ship Archimede is in distress 
radio said today a “ group of tor­ 
te other actions today, the 
Su- not Adolf. 
off the Azores, Dirkzwager’s mon- 
rorist Jewish doctors” were ar- 
prem e Court: 
j 
He ig Staff Sgt Gene D. Hitler itor reported late tonight. 
rested after trying to assassinate 
I. Upheld a set of rules by the 0f Pocatello. Idaho, and he says he 
The monitor picked up a mess- Russian leaders, including some of 
Interstate Commerce Commission can trace his name back to the age from the vessel saying she is the top military men and a Soviet 
to regulate the leasing and inter- vear n 8 3 ,n Maryland. His title stranded on the rocky bottom off atomic scientist, 
changing of vehicles by truckers rneans he was judged the best air- Horta Harbor in the Azores and 
The broadcast, quoting a Mos- 


“ Don’t forget 
the 
foot 
soldier 
must be* there to take advantage of 
the results of the bombing.” 


Russia Seizes Jews 
In Assassination Plot 


LONDON, Jan. 


H50, of lying to a grand jury in 
denying he ever turned over gov­ 
ernm ent s e c r e t s to Whittaker 
I Chambers, adm itted courier for a 
Soviet spy ring. 
He has been in the Lewisburg. 
Pa., 
Federal 
Penitentiary 
since 
March, 1951, serving a five-year 
] terns. 
In arguing for a new 
the U. S. Court of Appeals, Hiss’ 
attorney, Chester T. Lane, said the 


Dr. Einstein Asks 
Truman To Spare 
Rosenbergs‘Lives 


PRINCETON, 
N. 
J . 
Jan. 12 
(INS* — Dr. Albert Einstein dis 
closed today he has 
President Trum an 
to 
spare 
the 
. . . . 
I lives of convicted Atom Spies Ethel 
trial b e fo re 
. , , 


The death toll of the crashes. In­ 
cluding the one near Fish Haven* 
stood at about 340. 


West Asks Big 4 
Talks On Austria 


and Julius Rosenberg. 
The world-famed scientist, whose 


Woodstock typewriter used in evi-j^**Coveru s 
d 
* 'i V Jor df 
der,™ against Hiss wa. sot u .J w io p m .n t 
the .torn bnmb. saki 
. , 
. . 
. 
. , this conscience 
compelled 
him to 
machine once owned by him, but, 
*. 
, 
, . 
;ask commutation of the death sen- 
a fake 


between Britain and Egypt on Pro’ jh(.r 
posals to give the eight million 
Sudanese the right to choose be­ 
tween unity with Egypt and com­ 
plete independence before the end 
of 1955. 
But 
the 
general 
was 
absent, 
speaking to the students, and Sir 
Ralph m et instead with Foreign 
Minister 
Mahmoud 
Fawzy 
with 
whom he left the draft. The British 
Embassy said later “ a 
further 
meeting will take place shortly.” 
“ Martyrs’* Commemorated 
I 
WASHINGTON, Jan. 12 UR—The 
The students’ meeting was called Western Powers called on Russia 
to com m em orate “ m artyrs” kill- today to Join In a new four-power 
cd in the Suez Canal zone fighting effort to reach agreem ent on a 
against the British in 1951 and 1952. postwar settlem ent with Austria. 
Several thousand heard Naguib de- 
The U. S., Britain and France 
clare: 
said in qptes delivered in Moscow 
“ We will not perm it any foreign that a new meeting of four power 
soldier to rem ain among us. Only deputies will be summoned shortly 
appealed to !over our dead I**!)** will they do in london. 
that.” 
The meeting was decided on, the 
He promised to allow the stu- Western notes said, “ rather than 
dents to fight in the front lines to continue the sterile exchange of 
“ when the tim e of fighting com es." i “mites” over the Austrian situation. 
I 
Tile new move trz end the dead- 
. 
■ ■ » . 
i 
lo<^ wa* kase<l on the action of the 
Delany It Indicted 
United Nations General Assembly 
I of last Dec. 20, which called on the 
BOSTON, Jan. 12 UR-Dcnis W. four powers to make a renewed 
“That typewriter can only have ^ nc,*s 1imPOR‘‘d on th“ Rosenberg* Delaney, 56, ousted collector of and urgent effort to agree on term s 
Teen planted on the defense bv or 1 for g,vin* aU)™ c *ecreta to Rus- 
internal revenue for M assachusetts, jfor endin* their occupation and re. 
s»a. 
was indicted today by a federal Rtoring Austria 
to full indepen- 
Einstein also referred 
to sim ilar grand jury on charges of evading dence 
appeal 
for 
clemency 
made by I income taxes. 
Atomic Scientist Harold C. Urey. 
The 
indictment 
charged 
he 


operating under its permits. 
2 Approved a controversial Na­ 
tional L.abor Relations Board for­ 
mula for computing on a quarter­ 
ly basis the back pay due certain 
employes it found were unlawfully 
discharged. 


man in his outfit. 
requires imm ediate assistance. 
cow dispatch from the official So-jment document*. 


on behalf of W hittaker Chambers 
as part of his plot for the false 
incrimination of Alger Hiss,’’ Lane 
said. 
The typewriter loomed large in 
Hiss’ conviction as l>eing the m a­ 
chine used to copy State Depart- 


This U. N, resolution, Moscow 
was told, “ impo cd an additional 
tre y was subsequently criticized evaded taxes on 1786 63 in 1946 by .jnd irnnu.d5ate obligation on each 
by Federal Judge Irving Kaufman under-stating his income and that 0f | be four p o w ers” to carry out the 
- who sentenced the Rosenbergs— j in a joint return for himself and pled*ea made in the 1943 Moscow 
for an appeal m ade by Urey to the his wife in 1949 evaded taxes 
I jurist. 
Sheriff In Office One Week 
Slain By Two Hitchhikers 


$2,187 82. 
of declaration to restore Austrian in­ 
dependence. 
Adlai Makes His Exit 


Vietminh Lacks Troops 
I 
WEST UNION. O., Jan. 12 UP — broads leading out of Adams County. 
Two 
gun-toting 
hitchhikers 
shot, 
Adams County Prosecutor Ner- 
SAIGON. Indochina. Jan 12 < *- and killed Adams County Sheriff I 
young gaid an Army discharge 
A Vfetminh communique said for Ben K. Perry late today, a week 
the first tim e today that the Com- after he took office 
paper 
mumst-led rebel arm y is short of 
Perry, 
fighting men. The communique. 16- dent of 


which Sheriff Perry had 
a former national 
p r e s i - taken from one of the men carried forces, 
and 
M arshal 
Leonid 
A. i jguration 
the Fraternal Order of the name of Charles T. Rigdon, 31, f,ovorov. com mander of the Len- publican 
sued following an im portant meet- Police, was questioning them north Manchester. He was described as 
lng of the Vietminh council of min- of nearby Bentonville. 
(about six feet tall and weighing 
Isters, was broadcast by Vietminh 
The slayers fled in Perry** auto- 165 pounds. 


Iviet news agency Tass, said the 
group had been apprehended “ some 
time ago" and charged they had 
plotted by harmful methzids to “ re- 
I 
1*ad,T:’ of As Illinois Governor 


The group was said te have ad- 
SPRINGFIELD, 111., Jan. 12 
_ 
_______________ 
m ated trying to kill Soviet. Min- __ Adlai 
E. Stevenson, defeated 
w 
' ' 
w 
J 
~ 
TOKYO, Tuesday, Jan. 13 UP— 
ister of Armed 
Forces Marshal 
Democratic presidential nominee, WESTON, 
W. Va., Jan. 12 Lf)— sweater to display the five or six The U n i t e d Nations will have spent 
Alexander M. Vasilevsky, Marshal 
today made his exit as Illinois gov- Don McCray turned himself into a sticks of explosive. 
nearly 700 million dollars—mostly 
..in 
Stepanovich 
Konev, 
corn- ern0r. 
human bomb today, setting off] 
As the horrified group watched, j from the United States—-in Korea 
mander-in-chief of Soviet ground 
Stevenson took part in the inau- several sticks of dynam ite strapped he applied a set of small batteries by the third anniversary of the 
of 
his 
successor, Re- to his waist. 
to wires extending from the dyna- war on June 25. a high U. N. of- 
Governor 
William 
G.j 
He was blown to bits and his mite and set off the explosion. 
ficial said Monday. 


Human Bomb Blows Himself Korea Has Cost U. N. 
To Bits; Wife, Attorney HurtNearly 
9 
w 
• 
T o irv n 


arm y. 


radio. 
State SPCA Head Dies 


Today’s Chuckle 


Now it’s everybody and his 
money that s soon parted 


Stratton, and left im m ediately for divorced wife and her lawyer were 
Mrs. McCray, who 
had borne 
J. Donald Kingsley, agent gen­ 
tile railroad station to* board a critically injured. 
Three others him six children and was divorced eral for the U. N. Reconstruction 
train for Chicago. 
escaped serious injury. 
from him last November, suffered Agency, said current plans call for 
mobile and were believed to have 
Young said Sheriff Perry was 
i i c u u v i e s 
j 
At the station he found several 
State police said the scene took a badly m angled face, shock and expenditure of more than 70 mil- 
staged a holdup of a filling sta- investigating a burglary at Bern- 
BALTIMORE, Jan. Ut UR—Miss i hundred persons on hand to wish place a few minutes after Donzel other injuries. 
lion dollars between now and the 
tion 
on Road 125 near West Union tonville when 
he 
saw the 
men Mary Butler Shearer, president 
of him goodbye, among them cabinet Raymond McCray, 47, and jobless, Her lawyer, Charles 
N. Bland, end of June. 
a short tim e later. 
hitchhiking and stopped 
to question the M aryland 
Society for the Pre- 
members and other officials of his walked into M agistrate W. S. Fultz’ 
suffered wounds in the face, legs, “ With more than 
600 million dol- 
State highway patrolmen joined them. White told the prosecutor vention of Cruelty to Animals, died administration. 
office. 
and the entire front of his body. 
lars already spent,” he said, “ this 
officers from surrounding counties that the men suddenly opened fire today at her home. 
Sh? suffered 
Some wept as he said his fare- 
“ Look what’s going to happen 
Both were pronounced in critical will bring the three year total close 
—ii* Saw 
setting up road blockades on aliyas the sheriff questioned them . 
|a heart attack Friday. 
[well. 
[here,” he said as he unbuttoned his j condition later at a hospital* 
jto 700 million dollars.” 
I 
I 
I 
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Baltimore Strikers 
Vote To Close Sc hools 
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Too Poor 
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Seven Seriously Hurt 
In Gasoline Tank Blast 
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T H E Y ' R E 
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We Deliver Free 
Up to 3 Miles 
By Auto ond Bicycle 


We Moil Your Prescription 
or Send by Bus Within 
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A 
N 
. N 
A 
R 
i r l . I S 
, 
J 
. m 
1 2 
< r 
H 
o 
m 
e 
r 


A , 
A 
l l i s o n , 
2 7 
v i , ( t - o l d 
A 
i r 
k ’ o r c a 


s r l g c a l l t . 
\ , i l d 
h i - 
W i f r * 
| U 
m 
p « 
“ r t 


f r o m 
l i n - i r 
r a i 
t o 
h e r 
d c a t l i 
w 
h 
i l e 


i f 
w 
a 
; 
' . ( ( c c r l i n g 
a t 
5 5 
t n i h s 
a n 


h o u r , 
t h e n 
l a t r r 
r c l . i t c r l 
- h 
e 
" j u s t 


d 
p 
a p 
p 
r 
a r 
c 
d 
" 
f r o m 
t h e 
f r o n t 
s c a t , 


a 
- t . i t e 
t r i H t p i ' C 
t c 
l i f i c d 
t i K l . i v 


T 
r o o p 
o t 
W 
i l l i a m 
H 
I . , t i l e 
s a i d 


t h e 
s l o t u - s 
w i - r # 
- 
t o l d 
i ( v 
A 
l l i s o n 


r l i a i g c d 
w i t i i 
c a u 
s i n 
g 
i i i s 
w 
i f e ' s 


( I r a l i i , 
w l i l l e 
I r r - i n g 
i j u < 
( l o l M - d 
, i s 
t o 


h r i v v 
s i i c 
w a - , 
f - i l . i l l y 
i n 
p 
u 
r r l 
E at i c w.i' tlie four til p i ov c c n t i on 


i: L i* : c : r iii€ 


Appliances for '5 3 


SEE THE NEW 


AUTOMATIC DEFROSTING 


G. E. REFRIGEI^TOR 


AND OTHER 1953 


APPLIANCES NOW! 


Walsh-McCagh 


Pharmacy 


MARYLAND'S LFADING 
RRES CRIRTION S TORI 


101 N. Centre St. 


f r e e 
D e l i v e r y 


SPECIAL B i O EXCURSION 
to WASHINGTON 
i 
FOR THE 
PRESIDENTIAL 
INAUGURATION 


TUESDAY, JAN. 20 


SP IC IA L TRAIN 
' 
(G oing) 


Lv. C u m b e r la n d ................... 6 00 A M 


Lv. H a n c o c k .........................7 .05 A M 


Lv. M a r t in t b u r g ................... 7 .35 A M 


Lv. H arpar’i F e r r y ................ 8 .05 A M 


Returning «am* 
day, leave 
Wothingren 
Z.OO FM. 


Join the throng* who will be celebrating an 
exciting, hixtor^-making event —and experience 
a (Jay you'll never forget! Ciala Inaugural P arade— 
(.olorful Military F n it*—T op Stars of Screen, 
Radio and Television! 


BALTIMORE A OHIO RAILROAD 


£ n/oy a p lea ta n t trip — Rela x a t yo u n d e I 


ALL 1952 RANGES 


HDLRTY 


Enjoy better health—eat a good nourishing 
breakfast. W eil-balanced morning meals help 
digestion and guard health. Our stores and 
markets are well stocked with your favorite 
foods for a better breakfast, and all other 
meals at saving prices. 
Il 
^ 
BUTTER 


3S ia ltim e re hi 
America 's Grea t Prize W inner! 


The MAN-SIZED car that 
WOMEN love to drive 


PrwF PANCAKE SYRUP 
^ 
CORN M EAL MUSH 
ORANGE JUICE 
2 1 °; 53c 
Rob Ford LARGE EVAP. P R U N E S 27c 


IT 25c 
r 
10c 
2 41-01. 
r 


td ea t In sta n t 
COFFEE ’Î 49c 
New . . 100% Pure . . For all lovers 
of 


Fine 100% Pure Instant Coileel 


(OA 
FRESH PRODUCE 


ll«*l|i vrnirxclf to .hmi^rir-a'» 
fri«*hi*Ht 
fruit* 
end 
%«>getahlcs. 
T«*mptiiiK, hug.» diHplav* kr»pt iin- 
d«»r ldr»ttl rondltlonn from (hr* fir Ida 
.your tehl^. 


Florida Sweet. Juicy 
ORANGES >‘,49c 


Ü. S. No. 1 YeUow 
ONIONS 
3 • S' 35c 


rrinr-m s 
MARGARINE 


V« -lb. 
Print. 
■»* 
2 2 


S - 
•• 


• Nn wonder! . . . it’. « jierfoct (uintMuarv of hHv I. 
Hig S turd y. S aT#. 


• N o M<» nder’ . . . it gives you 
I he feeling all ('h rysler 
ovsner.H ftnd th at of a>m p le te c a r a m t r o l! 


• No W4>nder! . . . its fanuni.H Spilfire engine will 
pull you out of any ‘‘tight 8 
{m)|” in a hurry! 


• . . 
il,- new (vire shork ahaorliers swallow up th« 
wiirnt road bumi» a. W ouldn’t w aken a hairy! 


• . . . it giv« *-: vou th e option of 
F u ll- t im e T*ower 
Sieorm g th at turn.s and parka your car w ith the 
iner» = I touch. I'dinunating all "w h w l lig h t” ! 


• No w onder! . . . il’a so Ireautifully .styled. A 
delight to look at, parktnl at your front dmrr! 


• (live vour Wile the fun uf driving this new 
i'hry.-.it r 
D on’i deprive her any longer. O r 
yt» ur>**lf, either! 


Tomato Soup 
Ideal 
Enriched 
Catsup 
Ideal Fancy 
Hot or Regular 
Peaches 
Del Monte 
Yellow Cling 


3~29 e 
37e 
69c 


It oz. 
buttle» 


No.2i 
n jia 


The beautiful 
CHRYSLER WINDSOR -one of Americas first family of fine cars! 


Lean Plate 
Boiling Beef 


Delicious lor Brcdsing- Short 
Ribs of Beef 


lb. 


Ib. 
29c 
49c 
SCRAPPLE "íTL 


Lo n g isla n d 
DUCKLINGS 
"• 49* 


2 
IlNa. 2 9 o 


Ready lor 
the O ven 


POTOMAC MOTORS. Inc 
MORTON'S GARAGE 


111 S. George St. 


Own« *« l and Opt» rat*» d By The Anwrlcan 8 U>rr« ( r>ni[» « iijr . . . Thr-ar I*He« KffpclKa i ntll Cloglne 
H>dn(» » day. January 14. lü JW. 


Cumberland, Md. 
Water ond Mechonic Sfs. 
Froffburg, Md. 
ABOVE PRICES ALSO EFFECTIVE IN ALL ACNE MARKETS IN 


« 
I T 
“ “ 
??.., 
«n ST B V B C 
W EST EM PO IT 
224 Virginia Avenua 
Woter Str.er 
108 -114 Morylond 
Art. 


K 
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Pope Elevates 


24 To Cardinal 


VATICAN C IT Y, Jan. 
12 if* 
Twenty-four new prince' were add­ 


ed to the College of Cardinals to­ 


day in the richly colorful traditions 


of the Roman Catholic Church. 


The majesty of the ritual wa 
tempered by sorrow, with 
Pope 
Pius X II expressing iris grief that 
two of the new cardinals 
v.ere 
unable to leave Communist-domi­ 
nated lands to receive their honors 
in person. Thc> are Alojzijr Cardi­ 
nal Stepinac of 
Yugoslavia 
and 
Stefan Cardinal Wvszynski of Po­ 
land 
The 24 new cardinals me from 
l l nations ai d include flu year-old 
Jam es Francis Cardinal M cIntyre 
of 
Los 
Angelo*, 
a 
native 
New 
Yorker who left a 
jot) in Wall 
Street to study for the priesthood 
The College of Cardinals, ihe .'en­ 
ate of the church, tonight repro 
sents 27 countries and is at its full 
strength of 70 for the first time in 
two centuries. 


Stepinac Say* Church 
W ill Not Yield To Tito 


K R ASIC, Y ugoslnvia, Jan . 12 A* 
— Alojzicj Cardinal Stopma 
sud 
tonight tile Roman C itholie Church 
"is going to remain firm ’’ end will 
never 
yield 
to 
dictation 
from 
Prem ier Marsha! Tito’s Commu­ 
nist government 
Cardinal Stepinac was wearing 
the scarlet-edged gown of an a u h 
bishop when he received an Asso­ 
ciated Press correspondent in the 
study of his little parish house a 
few hours after the Vatican con­ 
sistory which elevated him to the 
college of Cardinals. 
He had declared h** would not 
go to Rome to receive the symtiols 
of his new office because he feared 
Yugoslavia’s 
government 
would 
not let him come bark. 


Baltimore Strikers 
Vote To Close Sc hools 


B A L T IM O R E , Jan . 12 I* Sink 
log municipal laborers thicairned 
to shut down the public schools 
again todav, but education officials 
scoffed at the effectiveness of such 
a move 
Faced with a city ultimatum to 
end the strike try Wednesday noon 
or lose recognition as bargaining 
agent for the strikers, the AKI, 
Teamsters Union held a meeting 
todav and voted t » continue (he 
"new walkout” at die schools 
The action was threatened last 
night and IS of the city’s 177 public 
schools failed to open this morning 
This apparently w u the new walk­ 
out referred to try W illiam Boyd, 
president 
of 
the 
3,300 
striking 
workers. 
John W, Lewis, bi sines* man­ 
ager for ’he school system, said he 
doubted that Janitors and custo­ 
dians In the schools would stay 
out. 
He called the union meeting a 
"rum p 
ses '•ion” 
and 
sam 
there 
veil* not enough school employe 
away from their lobs at the time 
to have taken anv such action 


Salesman Given 
Sure-Fire Help 


P O P LA R B L U F F . Mo.. Jan . 12 
UP — Insurance Salesman Joe Pace 
had some sure fire selling help 
when ti«' tried to sell fire insur­ 
ance to Mrs 
Burna Walker 
The Walker home caught fire as 
Pace and Mrs. Walker talked on 
th»- front porch of her Poplar Bluff 
house 
Pace helped Mrs 
Walker \* hus­ 
band extinguish the fire, started 
by a pan of grease left ort the 
stove when M rs Walker answered 
Paces knock at th* door. before 
firemen arrived Damage was neg­ 
ligible. 
Pac* made his sale before leav­ 
ing 


Jurors Will Decide 
Plane Collision Suits 


W ASHINGTO N, 
Jan 
12 
UP 
A 
jiirv of seven men anti five women 
was drawn today to consider IO to 
IS million dollar* in claims result 
mg 
from 
an 
airplane 
collision 
which cost SS lives in 1049 
When the furors were sea ted In 
the 
U 
S 
District 
Court 
here. 
David (J 
fires,s, chief coon el for 
the heirs of the victims, told them 
he would seek to fix responsibility 
for the accident three ways: 
I. Ag ains! (ap t 
Uric Bios Brl 
dome, a Bolivian Air Force pilot 
whose P Ok fighter plane was in 
collision 
with 
a 
passenger 
air­ 
craft near the Washington Nation 
a1 Airport Nov. I, 1949 
2 Against Eastern Airlines, own 
er of the passenger plane, 
3 Against the U, S. government, 
which operates the control tower 
at the airport. 


Welcome Guest* 
BA R C ELO N A , Spain. Jan 
12 
liv e ly senoritas — daughters of 
Barcelona’s be*t families 
went 
home gaily today after an unsched­ 
uled all-night stay aboard the U 8 
carrier Midway. 
The girl* boarded the Midway, 
which is anc hored outside the- har­ 
bor, from small launches last night 
for a dance scheduled to end la 
foie 
midnight. 
A 
sudden 
steam 
made return irn|>ox*iblr 


Carburator Too Rich 
Makes Motorist 
Too Poor 


Car 
owners 
who 
are 
w«tasting 
money and not getting proper gas 
mileage due to over-rich mixtures 
will be pleased to learn of a W is­ 
consin inventor who has developed 
a very clever unit that helps save 
gasoline bv “ Vacu-rnating ” It is 
automatic 
isnd 
operates 
on 
the 
supercharge principle 
Ka.bv 
iii 
stalled in a few minute* 
P’lts all 
ears. trucks, tractors. The manu­ 
facturers, 
the 
Vacu-matic 
Car-, 
buretor Co, 7(117-579 B State S t, 
Wauwatosa^ Wis , are offering a 
Vacu-matir 
to anyone 
who 
will 
install it on his ear and help intro­ 
duce it to others. TTiev will gladly I 
send full fire particulars lf you 
write them or Just send your name I 
and address on a jwist l ard today 
A direr Cl »• rn # nC 


Lie I# Cooperate 


In U.N.‘Cleanup’ 


U N IT E D NATIONS. N 
Y , Jan 


12 
Jf 
The United States and the 


United Nations began a coopera­ 


tive effort tod.iy to rid the world 


organization cif any possible dis­ 
loyal American employe*. 
As ti fir t step, Secretary Gen­ 
eral Trygve Lie agreed to a U. S 
reque t that he refrain from hiring 
any mote Americans until appli­ 
cants have bern checked by the 
u. S. Civil Service Comme-lion cli­ 
the F B I 
I,ie and four cif he 
top aide- 
i onfei red for mort cif tie day with 
JU< S. government offic ials on ways 
.md means of putting a 
loyalty 


witness th take the stand on the 


opening day of the trial, expected 


to last about three da vs. 
It is 


being heard by two judges and a 


jury of 12 men. 


Mrs 
Aile,cai, 
mother of three 


and pregnant with a fourth, was 
fatally injured while driving home 
to Clinton, Md , with her husband 
from a tavern the night of Sept fl 
Allison claimed she fell out of the­ 
ta r. 


Seven Seriously Hurt 
In Gasoline Tank Blast 


C IN C IN N A TI, Jnn. 
12 
“ lit- 


jured firemen were scattered about 


the street, 
ome beating out the 


fire 
in their comrades’ 
clothing 


with their bare hands, others still 
manning hose lines despite their 
burns.” 
That was the scene described by 


T H E Y ' R E 
HERE! 


rn 
rite) 
operation 
i rn nu 


rec 
aiel pre *-n? and 
eruptives of American 
could be subject to the 
. investigations a 
Ii. S. 
The U. N., 
no objection 


ill the U. I 
would line 


Ie 


progi 
duddy. 
| 
U, 8. s 
future- U. 
nationality 
same loya 
government emple 
it was learned, rn 
to the* procedure 
Unde r the system, 
L M I American aides 
go a check try the’ I 
vier* Com mission. 
If 
leans in high) r tost 
i»e subject to a full n 
investigation a*; woo 
ploy** if tfic Civil 
mission turned up a 
infm mat ion 


I moper Test ii ins 
At Airman's Trial 


A N N A PO LIS, Jan 12 nf 
Homer 
A. Allison, 27 year-old Air Force 
sergeant, 
said 
hi 
wife 
jumped 
from their car to her death while 
it was speeding at 55 miles an 
hour, then later related she “ just 
disappeared” from the front seat, 
a state trooper testified today, 
Trooper William II 
Earle said 
I the stories we're told bv Allision 
charged with causing his 
wifes 
death, while be ing que-,Honed as to 
how she wa*, fatally injured 
Katie wa? the fourth prosecution 


i m 
; h a I, 
ELECTRIC 


Appliances for '53 


SEE THE NEW 


AUTOMATIC DEFROSTING 


G. E. REFRIGERATOR 


AND OTHER 1953 


APPLIANCES NOW ! 


Fire Marshal -Edward Corsmeier 


when he arrived shortly after a 


90-gallon fuel tank exploded with 


tremendous force today, spraying 


nine firefighters and two workmen 
with blazing gasoline. Seven of the 
firemen were '•eported in serious 
condition at General Hospital, 


W e W ont To Deliver Your 


P 
r c 
s 
r r i i t t i u 
n 
* 


W e Deliver Free 


Up to 3 Miles 


By Auto and Bicycle 


W e M oil Your Prescription 
or Send by Bus W ithin 
50 Miles Radius 


Just Call 
3 6 4 6 O' 9 4 3 


Walsh-McCagh 


Pharmacy 


MARYLAND'S HADING 


PRESCRIPTION STORE 


101 N. Centre St. 


Free Delivery 


J j 
" ‘eier 
who estimated dam |t a |ja n R a j| Strike On 
age at $10,000 or $12,OW, said the 
tank let go just after the firemen 
RO M E, Ju ly 12 JA— Italy s sta e» 
began extinguishing a blazing air- operated railroad system ground 
compressor truck on Eastern Ave- to a stop in a 24-hour strike that 
nue. 
I began at midnight. 
_ 


SPECIAL BAO EXCURSION 


lo W ASHINGTON 
I 


FO R THE 
PRESIDENTIAL 
/* 
INAUGURATION 
jt§===*i 
TUESDAY, JAN. 20 
l f # ~ 


SRICIAl TRAIN 
taund-trlp 
IGomgl 
(Including To*) 


Iv. Cumberland . . . . . . . . 6.00 AM 
$4.60 


Iv. H a n co ck ...................... 
7.05 AM 
3.45 


tv. M artinsburg......................7.35 AM 
2.90 


Iv. Harper’s F e rry ...................8.05 AM 
2.25 


Returning (em* day, Issvs Wothisftss 7.00 SM 


Join the throngs who will be celebrating an 
exciting, hivtory-mtking event —and experience 
a day you'll never forget’ (/ala Inaugural Parade- 
Colorful Military Units—Top Stars of Screen, 
Radio and Television! 


BALTIMORE A OHIO RAILROAD 


Enjoy a pleasant trip— Relax as you ride I J 


ALL 1952 RANGES 


AND REFRIGERATORS 


DRASTICALLY 


REDUCED! 


G O O D Y E A R 


s u n k l; m o iti: 


217 N. Mechanic St. 


PH O N E 52 


IS Saltimsrs Vt 
**•*• ITS* 


** 
r 


The MAN-SIZED car that 


WOMEN love to drive 


• No wonder! . . . it’s a perfect sanctuary of steel. 
Big Sturdy. Safe. 


• No wonder! . . . it gives you the feeling all Chry Bier 
owners feel: that of ctmplett car control! 


• No wonder! . .. ita famous Spitfire engine will 
pull you out of any ‘‘tight spot** in a hurry! 


• . . . ita new-type shock absorbers swallow up th® 
worst road bu mi at. Wouldn’t waken a baby! 


t 
V tv 


'r f 
• . . . it gives you the option of Full-time Power 
Sieermg that turns and parka your car with the 
merest (ouch. Eliminating all "wheel fight” ! 


• No wonder! . . . it’a so t**autifully styled. A 
delight to look at, parked at your front door! 


• (live your wile tlje fun of driving this new 
C hrysler. Don’t deprive her any longer. Or 
yourself, either! 


The beautiful 
CHRYSLER WINDSOR -one of America's first family of fine cars! 


POTOMAC MOTORS. Inc 
MORTON S GARAGE 


111 S. George St. 
Cumberland^ Md. 
W ater and Mechanic Sts. 
Frostburg, Md. 


to 
HEARTY • 


^ B R E A K f R S r i 


Enjoy better health—eat a good nourishing 
breakfast. Well-balanced morning meals help 
digestion and guard health. Our stores and 
markets are well stocked with your favorite 
foods for a better breakfast, and all other 
meals at saving prices. 


SW EET 


CREAM B U T T E R 
America’s Great Prize Winner! 


25c 
9+* PANCAKE SYRUP 
COHN NEAL MUSH 
OBANGE JUICE 
2 IV 53c 
Rob Ford LABGE EV AP PBUNESI 27c 


12*1. 
bol. 


* lo c 
can 
4 


4$ oi. 


I de-*! I natant 
CO FFEE 
» 49c 


Now . . IOO0* Pure . . For all lovers of 


Fine 100% Pure Instant Coffee! 


FRESH PRODUCE 


Help yourself to America’s fin***!, 
freshest 
fruits 
ttnd 
v egetablrv 
Tempting, hug** displays kept tin 
dor ideal conditions from the fields 
po tour table 


Florida Sweet, Juicy 
ORANGES 8‘.49c 


U. S. No. I Yellow 
ONIONS 
3 Ml1* 35c 


P rim cs* 
MARGARINE 


V elb . 
Prints 
lh 22 
Tomato Soup 
Ideal 
Enriched 


No I 
cans 


C 
n 
l C 
l i m 
Ideal Fancy 
V irC llk 2B iM ljp Hot or Regular 
14 ox. 
bottles 
29c 
37c 
Peaches 
Del Monte 
Yellow Cling 
2 ~ 69c 


Lean Plate 
Boiling Beef 


Delicious for Braising— Short 
Ribs of Beef 
J a n 
e 


lb. 


lh. 
29c 
49c 
SCRAPPLE H£L 


Long Island 
DUCKLINGS 


n , 4 9 * 


2 iss. 29 c 


Ready for 
the Oven 


Am ntf Frrs 
Psrkinc 


100% SELF SERVICE 
R FOOD MA 
316 IC. Centre St.. Cumberland, Md.Ll 


O a fStopt 
ihf»ni>ln« 


Owned and Operated By The American Storrs C ompany . . . These Price* Effective Uattl Closlni 
Wednesday, January II. 1953. 


ABOVE PRICES ALSO EFFECT!VE IN ALL ACME MARKETS 


ranSTBTOG 
WESTERNPORT 


224 Virginia Avenue 
W ater Street 
108-114 M aryland Aw 


Railway, Air Line Hearings 
Are Scheduled This Week 


Two hearings, one in Baltim ore 
■ nd the other in Washington, and 
F>nth affecting the transportation of 
this city, are scheduled Thursday 
«t 10;30 a, m. 
One w ill be the hearing before 
the M aryland Public Service Com­ 
mission on the petition of the W est­ 
ern M aryland R ailw ay to discon­ 
tinue 
its 
passenger 
service 
in 
M aryland, 
I 
The other w ill be oral argum ents 
before the C ivil Aeronautics Board 
in Washington in connection with 
the certificate renewal case pf A l­ 
legheny Airlines, which is seeking 
to 
drop 
Cum berland 
from 
its 
■chedules. 
p ie name of Allegheny Airlines 
wa.s taken by A ll Am erican A ir­ 
ways on Jan u ary 1. 
The railroad in its application 
states its passenger tram s have 
been operated at a steadily in­ 
creasing 
loss 
since the end of 
W orld W ar II. 
The W estern M aryland attributes 
the loss to a drop in passenger 
traffic and an increase in the cost 
of operation. 
The application asks perm ission 
lo take off these trains: D aily ex­ 
cept Sunday, Nos. 2 and 3 be­ 
tween Cum berland and Baltim ore; 
Nos. 5 and 6 between Baltim ore 
• nd Hagerstown and Nos. 20 and 
21 between Baltim ore and Union 


Bridge. It also asks to elim inate 
three Saturday onLv trains running 
out of Baltim ore. 
The city has protested the ra il­ 
road n^ove in briefs filed with the 
commission 
by 
C ity 
Attorney 
Thomas B . Finan. 
C ity Finance 
Commissioner W illiam V. Keegan 
w ill be present at the Baltim ore 
hearing. 
Finan w ill be in Washington to 
represent the city. Argum ents w ill 
be lim ited to ten minutes,* except 
in the ca rrier’s case, because of 
the large number of other cities 
that Allegheny Airlines is seeking 
to drop. 
Last year the airline in its cer­ 
tificate renewal application sought 
to drop Cum berland from its ser­ 
vice. However, following a three 
week hearing, Jam es S. Keight, 
C A B exam iner, recommended that 
Cum berland be included as an A l­ 
legheny A irline stop. 
W hile the airline is seeking to 
discontinue service here, it has 
already effected a lease with the 
city to use M unicipal Airport. 
TTie Post O ffice Departm ent is 
one of the parties which filed ob­ 
jections to the airlines application. 


Marriage License 
Edw ard Clyde Simp.son, Fran k­ 
lin, W . Va., and Tiney M arie Rich­ 
mond, Upper Tract. W . Va. 


Twi^ Indicted 
On Liquor Count 


Three of the seven indictm ents 
returned by the Jan u a ry grand 
ju ry have been placed on the open 
docket at the Court House. 


’Thornton Twigg, operator of the 
Fairgo Tavern, 
M cM ullen High­ 
w ay, has been indicted for sale of 
intoxicants to m inors. The indict­ 
ment 
resulted 
from 
inform ation 
furnished the grand jurors by the 
State’s 
attorney’s 
office. 
Twigg 
appeared at the Court House Sat­ 
urday and posted $500 for a hear­ 
ing. 


John J . Pfaff, of Frostburg, has 
been indicted for embezzlement of 
about $400 
from 
a 
Cum berland 
store 
where 
he 
was 
employed. 
The third indictm ent was in con­ 
nection with a paternity charge. 
M eanwhile, 
deputy 
sheriffs 
at 
the county ja il sma.shed 15 slot 
m achines which had been seized 
In raids since last A p ril. 'The gam ­ 
ing devices were ordered destroyed 
by 
Associate Judge 
Morgan 
C. 
H arris. 
Money found in the devices was 


turned over to Jam es Bishop, trea­ 
surer for Allegany County. 
The 
funds w ill be added to the county 
coffers. 


Included in m achines destroyed 
were five seized at the Potom ac 
B'ire Company club in W esternport, 
four at the home of Victory Post, 
Am erican 
l/Cgion, 
We.sternix)rt; 
four 
at 
the 
Cresaptown 
Com­ 
m unity Volunteer B'lre Company 
and two at the home of Cum ber­ 


land Aerie No. 245, F . O. Eagles. 
Deputies said the average slot 
m achine is valued at around $400 
and since a ftKleral law has bt'en 
passed against interstate shipment 
of these devices the lo.ss can be 
estim ated at a total of approxi­ 
m ately $6,000. 


S A f f . Î H £ D Y 
HEADACHE 
REUEF 


U l u n 
V 


S t . J o s e p h 


RigH 
la Evtry Way! 


• *4 AdaltDsse 
• Oraaye Rmr 
doctor AypmH 


SUOSEPN 
âSPIM IN 
m a n n s m m 


Wotch Webster'» Window 


for 


Blockboord Speciols 


Thot Will Be Posted From 


Time to Time 


WEBSTER'S 


WALLPAPER STORE 


414 N. Centre Street 


SYCKES 
^ 


HIT RECORD 


OF THE WEEK! 


El« Frien d s, Po p u la rity With 
iMrie Tricks o f Everyd a y Ta lk 


4 pubUaher In Chicago reports at social functions, or even in cas- 
L i* * .* 
technique ofjual conversations with new ac- 
Sveryday conversation which can quaintances, there are ways in 
l>«y you real dividends in both which you can make a good im­ 
pression every time you talk. 
To acquaint more readers of üii» 
paper with the easy-to-foUow rules 


bocial and business advancement 
pnd works like magic to giva you 
pdded poise, self confidence and 
t 


eater popularity. The details of j for developing skill m everyday 
u method are deeeribed in a fas-1 conversation, the publishers have 
kinsting booklet. “ Adventures in 
IConversabon,*’ sent free on re- 
hueit. 


According 
to 
this 
publisher, 


knany people do not realize how 
fiiiuch they cxiuid influence others 
• imply by what they say and how 


*ay it. WheUier in business. 


printed full details of their inter­ 
esting self-training method in a 24- 
page booklet which w ill be mailed 
free to anycme who requests it. 
The address is: Dept. 2931, Con­ 
versation 
Studies, 
835 
Diversey 
Parkw ay. Chicago 14, 111. A post­ 
card w ill do.—Adv. 


I 
I 
I 
I 
I 
I! 


"Till 
I 
Walts 
Again 
With 
You'* 


. . . 
by 
Torota 
Browor 


SYCKES 
MUSIC 
STORf 


^ 
17 H. Contro St. Ph. 4289 


N«*t to Curl's Comora 


NOTICE I 


DELEGATES TO THE 


ALLEGANY TRADES COUNCIL 


THE REGULAR M EETIN G OF THE C O UN CIL W IL L 
BE HELD TUESDAY. JA N U A R Y 13th AT 7 :30 P. M. 
OFFICERS W IL L BB ELECTED FOR THE C URREN T 
YEAR AN D BUSINESS OF IM PO RTANCE W IL L BE 
TRANSACTED. 
BE 
SURE 
TO 
ATTEN D 
TH IS 
M EETING. 


JEREMIAH T. DEFIBAUGH, Secretory. 


I F 
R U P T U R E D 
TRr THIS OUT 


Modem ProtecUon Provides G reat Comfort and Holding Security 


W ITH O U T T O R TU R O U S TRU SS W EA R IN G 


An “ eye-opening” revelation in sensible and com fortable re­ 
ducible rupture protection m ay be yours for the asking, without 
cost or obligation. Sim ply tear this out and m ail with your name 
and address to W illiam S. Rice, Inc.. Dept. 468-R 4. Adams. 
N, Y ., and full details of the new and different Rice Melhtxl w ili 
be sent you Free. Without hard flesh-gouging pads or tormenting 
pressure, here’s a support that has brought joy and comfort to 
thousands—by releasing them from Trusses with springs and 
straps, that bind and cut. Designed to securely hold a rupture 
up and in where it belongs and yet give freedom of bodv and 
genuine com fort. Fo r F R E E T R E A T IS E and full inform ation— 
w rite today! 
« 


N A M E 


Need 
money 
now? 


WHY WE DRINK 
QUEEN CITY MILK 


tmmm- 
spscializas in fa st 
»• rvica. 


I«nds $20 to $1000 
on your signoturo, 
without andorsers: 


invitas you to phona 
or coma in today for 
axtro cosh for any 
good purposa. 


I t 1» not n<K'e§mrv fo r you to buy 


credi t l i f e tn tu ra n c e to grt a toan 


here 
Loa n n above $3 (Hi m ade u n d e r 


the I n d u ttr i a l F i n a n c e L a w . 
HOUSEHOLD 
FINANCE 


Homogenized V i t o m i n D 
Milk supplies more needed 
nourishment, per penny or 


per pound, than any other 


food. Some of every other 


food essential you need ... 


plus 400 units per quart of 
added Vitamin D . . . with 
the added distinction of rich 


cream in every drop . . . it's 
delicious to drink! , , , Try 
some today . . . 


Phone 699 For Home Delivery 


O u E E n C n y 
DAIRY 


Products With Doily Laboratory Control 


310 S. MECHANIC ST. 


D 
r i v e ^ 
o n 


“ E a s i e s t 


S 
t r e e t ” 


’ 5 3 H 
e n 
r y J 


Re.solved to cut cxpcniies In ’53? Get m 


new ’53 Henry J and get on ‘‘Easiest St.” -- 


witii the car that’s easiest to own, 


drive and run! Lowest in price, it 


delivers up to 30 miles a gallon —runs 


for as little as a penny a mile for gas! 


And it's as smart-looking, comfortable- 


riding and dependable as it’s thrifty! 


See it at your Kais#*r-I razer dealer today! 


O nh 
F e d e r a l 
t a x e t i 
n c l 
u d e d 


miU, / / « if 'il *nd locml 1 #^* * « * !/•, itktu 
lin t opnom^ 


Get o n **Ea » ie» t S i,**tee yo u r Ka Uer* Vra n er d ea ler 


tU » « BUN, M l 
C H Ii 
ê O 


L . B E R N J T Í I N 
- u 9-11 N. CENTIIC 
/T 
HAROLD'S KAISER-FRAZER 


118 S. Mechanic St. 
Cumberlond, Md. 
Phone 2087 


IN BOTH PUBLIC SERVICE MARKETS TUESDAY ! ! ! 


TAXI 


DELIVERY 


SERVICE 


PHONE 


ORDERS 


IN BOTH 


MARKETS 


Musselmon't 
Sour Pitted 
Cherries 
5 
$1 


DUZ 


4 
$1 


Calif. Tomato Paste 
10 
for 
Tender Leaf Tea 
- - 128 
for 
Del Monte Peaches 
3 
for 
Scott Tissues....................8 
for 


Smoll Irish 
Potatoes 


7 com $ 1 


Eorly June 
PEAS 
8 c,n . SI 


Potted Meats..... 
Woodhury Soap •• 
Apple Sauce .... 
Mixed Vegetahles 
Sardines Oil ar Muttarg 
SlarkisI Tuna 


13 
fof 


16 
for 


Chic 
A 
Noedl* 


Chic A iic* 
SOUP 


t .... SI 


Columbus 
CATSUP 
6 
$1 


Royol 
Puddings 
14 ,.„$1 


Columhus Spaghetti......... 8 »'• for 
Perk Wash Powder 
6 
for 
Pillshury’s Cake Mix 
3 
• for 
Kosher Dill Pickles 
3 
for 
Carrots & Peas................8 <•» for 
Apple Duller...................6 
for 
Perk & Deans................ 3 
for 
Pork & Deans 
ID 
for 
Tuxedo Tuna 
4 — for 
Tomato or Vegetable Soup 11 -- for 
Hunt’s Tomato Sauce 
12 <— for 
Del Monte Catsup.............5 '■••• for 
Corn Wh«l« Otain ar Croam Styla 
6 
c«nt for 


Alaska Pink 
SALMON 
2 
SI 


JUICES 


# 
O/apafruit 
0 
tiand 
s 
SI 


Lima Beans.............— 
8 ".-.J for 
Vienna Sausage ......... 
Assorted Jellies.......... 
3 “ r for 
Pork and Beans.......... 
8 
for 
Sno-Cap Pure Lard...... 
7 r for 
Red Kidney Beans........ • 8 
for 
Red Kidney Beans ....... •• 3 r for 
Hominy 
............ 8 
for 
Pineappje Juice........... • 3 r.:; for 
Dill Pickle Slices......... 
4 'iJ! for 


GREAT UOLUR UAY SAVINGS IN OUR MEAT DEPT.! 
BEEFSTEAKS: o r 2 LBS 1 


• O IK 


S H O U lD iR 
STEAK 
2., SI 


AnAAOUR'S STAR 


SRICiO 


LUNCHEON 


2.. SI 


Pure Pork Sausage .... 3 ib. $1 


Butt Pork Roast ........ 2 ib* $1 


Pork Liver 
......... .. 3 
$ l 


Smoked Bacon Ends .. 6 ib» $1 


Wilson’s Smo. Sausage 2 ibt $1 


Fresh Pork Side 
.........2 
$1 


Veal Pocket Roast ..... 3 ib. $1 


Liver Pudding ........... 3 ib. $1 


Asst. Lunch Meats ...... 2 ib« $1 
Minced Ham ............ 3 ib. $1 


Sliced Bacon .......... 3 ib*. $1 


Lean Pork Chops 
.......2 ib.. $1 
Veal Shoulder Chops .. 2 ib. $1 


Skinless Franks ....... 2 ib*. $1 


ivyift* Rrofniufn 


PICNICS 


33c lb. 


JUICY ROUND 


STEAK 


69c ,b 


STANDING 
RIA 


ROAST 


39c Ib. 
POTATOES 
APPLES 


U. S. No. 1 


L9C. Whit« Pk. 


SWEET FLA. 
ORANGES 
TANGERINES 


23c 
doi. 


• DELICIOUS 
• WINESAP 
• YORK 


SOLID 


CABBAGE 


5c lb. 


69c 
25c 
2 LBS 


YELLOW COOKING 


ONIONS 


10c lb. 


Phone Orders - Call Cumberland 600 - Cresaptown 6313 


i 
m 
g 
m 
m 
A 


\ 


Phone 4600 for a WANT AD Toker 


Railway, Air Line Hearings 
Are Scheduled This Week 


Two hearings, one in Baltim ore 
*nd the other in Washington, and 
fr'th affecting the transportation of 
this city, are scheduled Thursday 
at 10:30 a. rn. 
One will he the healing before 
the Maryland Public Service Com­ 
mission on the petition of the West­ 
ern Maryland Railw ay to discon­ 
tinue 
its 
passenger 
service 
in 
Maryland. 
| The other will be oral arguments 
before the Civil Aeronautics Board 
in Washington in connection with 
the certificate renewal case of Al­ 
legheny Airlines, which is seeking 
to 
drop 
Cumberland 
from 
its 
ichedules. 
The name of Allegheny Airlines 
was taken by AU American A ir­ 
ways on Jan uary I. 
The raUroad in its application 
states its passenger trains have 
been operated at a steadily in­ 
creasing 
loss 
since 
the end of 
World W ar II. 
The Western Maryland attributes 
the loss to a drop in passenger 
traffic and an increase in the cost 
of operation. 
The application asks permission 
to take off these trains: D aily ex­ 
cept Sunday, Nos. 2 and 3 be­ 
tween Cumberland and Baltim ore; 
Nos. 5 and 6 between Baltimore 
and Hagerstown and Nos. 20 and 
21 between Baltimore and Union 
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Bridge. It also asks to eliminate 
three Saturday only trains running 
lout of Baltimore. 
The city has protested the rail­ 
road move in briefs filed with the 
commission 
by 
City 
Attorney 
Thomas B. Finan. 
City Finance 


I Commissioner W illiam V. Keegan 
will be present at the Baltim ore 
hearing. 
Finan will be in Washington to 
represent the city. Arguments will 
be limited to ten minutes,* except 
'in the carrier's case, because of 
the large number of other cities 
that Allegheny Airlines is seeking 
to drop. 
Last year the airline in its cer­ 
tificate renewal application sought 
to drop Cumberland from its ser­ 
vice. However, following a three 
week hearing, Jam es S. Height, 
CAB examiner, recommended that 
! Cumberland be included as an Al­ 
legheny Airline stop. 
While the airline is seeking to 
discontinue service here, 
it has 
already effected a lease with the 
city to use Municipal Airport. 
The Post Office Department is 
one of the parties which filed ob­ 
jections to the airlines application. 


M arriage License 
Edward Clyde Simpson. Frank­ 
lin, W. Va., and Tmey Marie Rich­ 
mond. Upper Tract, W. Va. 


Twigg Indicted 
On liquor Count 


Three of the seven indictments 
returned by the Jan u ary grand 
jury have been placed on the open 
docket at the Court House. 


Thornton Twigg. operator of the 
Fairgo Tavern, 
McMullen 
High­ 
way, has been indicted for sale of 
intoxicants to minors. The indict­ 
ment 
resulted 
from 
information 
furnished the grand jurors by the 
State’s 
attorney's 
office. 
Twigg 
appeared at the Court House Sat­ 
urday and posted $500 for a hear­ 
ing. 


John J . Pfaff, of Frostburg, has 
been indicted for embezzlement of 
about $400 
from 
a 
Cumberland 
store 
where 
he 
was 
employed 
The third indictment was in con­ 
nection with a paternity charge. 
Meanwhile, 
deputy 
sheriffs 
at 
the county jail smashed 15 slot 
machines which had been seized 
in raids since last April The gam­ 
ing devices were ordered destroyed 
by 
Associate Judge 
Morgan C. 
Harris. 
Money found in the devices was 


turned over to Jam es Bishop, trea­ 
surer for Allegany County. 
The 
funds will be added to the county 
coffers. 


Included in machines destroyed 
were five seized at the Potomac 
Fire Company club in Westernport, 
four at the home of Victory Post, 
American 
legion, 
Westernport; 
four 
at 
the 
Cresaptown 
Com­ 
munity Volunteer F ire Company 
and two at the home of Cumber­ 


land Aerie No. 245, F. O. Eagles. 
Deputies said the average slot 
machine is valued at around $400 
and since a federal law has been 
passed against interstate shipment 
of these devices the loss can be 
estimated at a total of approxi­ 
mately $0,000. 


S A P E . S P E E D Y 
HEADACHE 
RELIEF 


St.Joseph 


Right 
la I vary Way! 


• '4 Adult Due 
• Oraigr Ftern 
•Doctor Approved 


ST. JO S I PH 
ASPIRIN 
FOR CHILDREN 


Wotch Webster'* Window 


for 


Blockboord Specials 


That Will Be Posted From 


Time to Time 


WEBSTER'S 
WALLPAPER STORE 


414 N. Centre Street 


Win Friends, Popularity With 
Little Tricks of Everyday Talk 


A publisher in Chicago reports at social functions, or even in cas- 


ptiere 
ic ■ simple technique of aal conversations with m w ar- 


RverydAy corveraction which can quaintances, 
there are wavs in 


pay you real dividends in both which you can make a good lm- 
•oeial and busmens advancement presston every time you talk. 
pod works like magic to give you 
To acquaint more readers of this 


pdded poise, self confidence and paper with the easy-to-follow rules 
greater popularity. The details of for developing skill in everyday 
atua method are described in a fas- conversation, the publishers have 
kina ting booklet. "A dventure in printed full details of their inter- 
jConveraation,” sent free on re- esting self-training method in a 24- 
* 
page booklet which w ill be mailed 


According 
In 
this 
publisher, i free to anyone who requests it. 


knany people do not realize how The address is: Dept. 2931, Con- 
ynuch they could Influence others versa bon 
Studies, 
835 
D ivers?? 


simply by what they say and how:Parkway. Chicago 14, IU. A post- 
they say it. Whether in business,| card w ill do.—Adv. 


SY C K ES----------- 


HIT RECO RD 


OF THE WEEK? 


“Till 
I Walt* 
Again 
With 
You" 


. . . by Tereta Brawer 


SYCKES MUSIC STORE 
J 
77 N Centra St. th 628? 
W 
Nest to Curl » Camera 


NOTICE! 


DELEGATES TO THE 


ALLEGANY TRADES COUNCIL 


THE REGULAR MEETING OF THE COUNCIL WILL 
BE HELD TUESDAY, JANUARY 13th AT 7 30 P. M 
OFFICERS W ILL BE ELECTED FOR THE CURRENT 
YEAR AND BUSINESS OF IMPORTANCE W ILL BE 
TRANSACTED. 
BE 
SURE 
TO 
ATTEND 
THIS 
MEETING. 


JEREMIAH T. DEFIBAUGH, Secretary. 


IF RUPTURED 


TRY 
THIS OUT 


Modern Protection Provides Great Comfort and Holding Security 


WITHOUT TORTUROUS TRUSS WEARING 


An "eye-opening” revelation in sensible and comfortable re­ 
ducible rupture protection may be yours for the asking, without 
cost or obligation. Sim ply tear this out and mail with your name 
and address to W illiam S. Rice, Inc., Dept. 468-R 4. Adams. 
N. Y., and full details of the new and different Rice Method will 
be sent you Free. Without hard flesh-gouging pads or tormenting 
pressure, here s a support that has brought joy and comfort to 
thousands—by releasing them from Trusses with springs and 
straps, that bind and cut. Designed to securely hold a rupture 
up and in where it belongs and yet give freedom of bodv and 
genuine comfort. For F R E E T R E A T IS E and full information— 
write today! 
% 


N A M E 


Need 
money 
now? 


AN O TH ER BIG R E A S O N 


WHY WE DRINK 


QUEEN CITY MILK 


Hit 


% 


specializes in Fast 
service. 
lends $20 to $1000 
\ Jy on your signature, 
without endorsers. 
invites you to phone 
or come in today for 
extra cash for any 
good purpose. 


It It not M T M io r v /or you to buy 
t w i l l life in su ra n c e to git a loan 
bere L o a n s above $ 3 0 0 m ade under 
the In d u st r ia l F in a n c e L aw . 
^HOUSEHOLD 
FINANCE 


Homogenized V i t a m i n D 
Milk supplies more needed 
nourishment, per penny or 
per pound, than any other 
food Some of every other 
food essential you need ... 
plus 400 units per quart of 
added Vitamin D . . . with 
the added distinction of rich 
cream in every drop . . . it's 
delicious to drink! . . . Try 
some today . . . 


Phone 699 For Home Delivery 
OuEEnCny 


DAIRY 


Products With Doily Laboratory Control 


310 S. MECHANIC ST.) 


D 
r 
i v 
e 
i n 


“Easiest 


reet 
•>r> 


’53 Henry J 


Resolved to cut expenses in *53? Get a 


new 53 H en ry J and get on “ Kasiest S t.” — 


with the car that s easiest to own, 


drive and run ! Lowest in price, it 


delivers up to 30 miles a gallon — runs 


for as little as a penny a mile for gas! 


Arid it s as smart-looking, comfortable- 


riding and dependable as it’s th rifty! 


See it at your Kaiser-f razer dealer to d a y ! 


O n ly *1499 F e d e r a l ta x e s i n c l u d e d 


•elf freight sad Un el Ute. Hire. ahu* u4tu.sU tim ap unumI 


G e t o n “ E a s ie s t S t.” 
yr n * 
, v 


le e y o u r K a is e r * F r a s e r d e n ie r 
\ 
a 
J * 
• in* m ill MKH tilt* COIIOM1I0*. HIU* •«*, HIr MHM 


$ 
L B E R N H E I M 
< 9 - 1 1 N CENTRE 
J I 
HAROLDS KAISER-FRAZER 


IN BOTH PUBLIC SERVICE MARKETS TUESDAY I ! I 


PHONE 
ORDERS 
IN BOTH 
MARKETS 


Musselman'i 
Sour Pitted 
Cherries 
5 
No. 2 C l 


c a n , 
$ 1 


Public 
Pride 
OLEO 


5 ::b s i 


Jerzee 
MILK 


8 
S I 


Octagon 
Toilet 
SOAP 


2 0 ... $1 


DOZ 
4 u.r si 


Smoll Irish 
Potatoes 
7 .... SI 


Early June 
PEAS 


8 
$1 


Chic I 
Noodle 
Chic A Ii** 
SOUP 
t .... SI 


Calif. Tomato Paste 
IO •— fo 
Tender Leaf Tea ....... 128 "Z to 
Del Monte Peaches ..... 3 
to 
Scott Tissues.................... 8 fo 
Potted Meats.............. 13 — fo 
Woodbury Soap 
Apple Sauce 
Mixed Vegetables 
Sardines *• - 
* 
Slarkisl Tuna 
Columbus Spaghetti 
Perk Wash Powder 
Pillsbury's Cake Mix 
Kosher Dill Pickles 


Columbus 
CATSUP 
6 “j; si 


Carrots & Peas 
Apple Butter... .......... 5 ”7.’ to 
Pork & Beans •••...........3 
to 
Pork & Beans • 
IO .1 to 
Tuxedo Tuna 


Royal 
Puddings 
14 plt„ 
SI 


Alaska Pink 
SALMON 
2 ::b. si 


JUICES 


e 
G ra p e fru it 
e 
Blend 
8 I .2 SI 


Tomato or Vegetable Soup ll 
Hunt's Tomato Sauce 
12 
Del Monte Oalsup 
............ 8 
to 


C O f H 
O***1*1 •• Cream Style 
........... 
0 tam || 


Lima Beans 
-.....8 
to 
Vienna Sausage............ I 
Assorted Jellies ••• 
Pork and Beans 
Sno-Dap Pure Lard 
Red Kidney Beans ----- 
8 
to 
Red Kidney Beans ...... 3 
to 
Hominy 
8 to 
Pineapple Juice .... ....3 
to 
Dill Pickle Slices ........4 £ to 


M U T I OLLAR BAY S M M U III M I MEAT DETTY 
BEEFSTEAKS: 


Sirloin 
Club 


K A N 
•O IU N O 
BEEF 
4 ib,. $1 


FORK 


SMOULDER 
STEAK 


2 lbs. $1 


lean 
Cb web 
ROAST 
2,b, SI 


LBS 


AUMOUUS SIAU 
SPICED 
LUNCHEON 
2 
SI 


118 S. Mechanic St. 
Cumberland, Md. 
Phone 2087 


Pure Pork Sausage .... 3 ib* $1 
Butt Pork Roast 
...... 2 ib. $1 
Pork Liver 
.............. 3 it. $1 
Smoked Bacon Ends 
6 ib. $1 
W ilson’s Smo. Sausage 2 it. $1 


Fresh Pork Side 
........2 ib, $1 


Veal Pocket Roast 
.... 3 ib, $1 


Liver Pudding .......... 3 ib. S I 
Asst. Lunch M eats ..... 2 ii* $1 
Minced Ham ........... 3 ie* $1 


Sliced Bacon 
e* **•#»»••• ^ UNF. $1 
Lean Pork Chops 
...... 2 it, $1 


Veal Shoulder Chops .. 2 it. $1 
Skinless Franks ___ 
2 ib* $1 


Swift* Premium 


PICNICS 
33c ib. 


JUICY ROUND 


STEAK 
69c ib. 


STANDING RI* 


ROAST 
39c Ib. 
POTATOES 
APPLES 


U. S. No. I 


Lge. White Pk. 


SWEET FLA 
ORANGES 
TANGERINES 
23c 
doz. 


• DELICIOUS 
• WINESAP 
• YORK 


SOLID 


CABBAGE 
5c lb. 


69c 


2 LB S 2* 5 c 


YELLOW COOKING 


ONIONS 
10c ib. 


Phone Orders - Call Cumberland 600 - Cresaptown 6313 


\ 


T lic F u m b erla n d IVew* I—l/'^\A/ T/^ 
Pub lished dsily. except Sunday, 79 S. Memante » t.. Ciimb eriaiid, 
| 
| 
T T 
| 
Keep We 


Pub lished dsily. except Sunday, 7-9 S. Memante St.. Cumb erland. 
Maryland, b y Tha Times li Alleganian Company. 
Entered as second class mail matter at Cumb erland. Maryland, 
dader tha act o( March 3. 1979. 
A 
r BRUSl. JH , Managing Editor 
Memb er of Th# Audit Bureau ot ClrculaUon. 
lAentb er of Tha Asaoctated Press 
.Sub seription rates b y Carriers 
30« ; per week 
OSc single copy 
Mali 
Sub scription 
Rates Cumb erland 
New* 
1st 
2nd 
3rd and 4tb Postal Zones 
t l 39 Month - 97.« m Six Months > 114 00 Ona Year 
5th 
9th 
7Ui and 8th Postal Zones 
•1.50 Month - 98 50 Six Months - 817 00 On# Year 
Tha Cumb erland News assumes no financial 
responsib ility tor 
typographical errors In advertisementa. b ut will reprint thsi part a# 
SB advertisement In which the typographical error occurs. Errors must 
b e reported at une*. 


The Barber Has His Own I deas 


T uesday M orning, Ja n uary 13, 1953 


Aged's Financial Status 
Complpxltte.s of the prob lem of m ain ten an ce care 
for aged per.son.s are sharpened b y a report Just m ade 
pub lic b y the Join t Econom ic C om m ittee of Congre-s*. 
It is found tha t average paym ent« to tho.se over « 5, 
dependent on pen.slon.s or other b enefits, are b elow 
8Ub .sl.stence levels. Exceptad are 350,000 who« e a n n ul- 
tle.s under the federal old age Insurance « y.stem are 
augm ented b y private jieiiusions, b ut even a« to theea 
doub t Is expressed tha t present paym ents will b e auf- 
ilclent to m eet future living costs.. 
W hat stand« out in this, a.s in other .similar reports 
on adeq uacy of p« *n.slon.s, Is the fact tha t skllts of the 
elderly should continue to b e gainfully em ployed. 
Ob viously, If an a tte m pt l.s m ade to provide all the 
fund.s people can use a t a certain age, from the w ealth 
created b y w orkers, and the retirem en t age 1« reduced 
periodically, 
the 
tax 
load 
will 
in 
tim e 
b ecome 
unb earab le. 
T hts report clte.s tha t the pre.scnt average m onthly 
b enefit for the Injured aged under federal « oclal 
security Is $ 47 for the unm arried a n n uita n t, $ 80 for a 
m arried couple and $ 40 for the widow, over 85. 
of a 
covered w orker. The.se figure.s alone, however, are no 
b asis of Judgm ent as to their adeq uacy. They m ust b e 
linked to the financial re.sources of the b eneficiaries. 
On this score a survey b y the B ureau of Old Age and 
Survivor« Insurance last year Ui enlightening 
According to the b ureau, almf>st tw o-thirds of 
tho.se draw ing old age Jusurance from the governm ent 
have little or no othe r independent retirem en t Income. 
Only six per cen t of all b eneficiaries received a.s m uch 
a.s $ 60 a m onth per per.son from em ployer or union 
pensions. B ut figures on m oney Incom e do not, of 
cour.se, t.ell the wh(» le story. 
M any b eneflctarle.s share hom es w ith relatives or 
frien d s and som e have various klnd.s of noncash 
Incom e. T ha t way they eke out a living, w ith the 
m onthly b enefit check, from the governm ent, even 
though “It b e sm all In am ount, ts a critical Item of 
Incom e” to q uote the b ureau. Tlie fact rem ains tha t 
three out of five have either nothing or Ic.ss tha n $ 500 
In reported liquid a-sscts. 


From Fish To Flapjacks 
T heir Algonquin In d ian neighb ors living south of 
them first applied the word Eskim o to the In hab itan ts 
of the A m erican A rctic. Eskimo mcan.s “ raw fish eater,** 
Y et a group of Esklm as on B affin Island tried out flap­ 
jack s ab oard a U nited State.« ( oa.st G uard c utte r la.st 
sum m er an d expre.s.sed them selves a.s well con ten t 
F lapjack mean.« griddle cake. 
B oth term.« are 
Am erlcanl.sm s for pancake, an Item of diet know n 
un d er various n am es and In varlou.s form s throughout 
Europe. N eanderthal m an In the Stone Age Ls said to 
have cofiked the first pancakes, w hich would thus b e 
the oldest form of cooked grain. T he crepe suzette of 
chic, experuslv« re sta ura n ts Is a pancake b urn t In 
b randy, w hich goes to show how fa r clvlllEatlon has 
progressed. 
At least In Its A m erican form , the pancake is 
m ade of thin b a tte r, comp<xsed of b uckw heat or other 
grain, ccxskcd on an Iron, alum inum or .soapstone pan. 
T he finished product miust b e thin , b urntshcd on b oth 
« ides to a golden b rown. 
A m erican pancakes 
niT b c.st Jikrd w hen topi>ed 
w ith b utte r and hot m aple .syrup. According to one 
food expert, ob servance of Shrove Tuesrlay, the day 
b efore A.sh W ednesday, as "pancake d ay ” has now 
b ecome as m uch a general cu.stom In the U nited S tates 
as In E ngland an d othe r E uropean countrle.s. The idea 
goes b ack to m edieval tim es. 
T he Christmius « ea.son, w ith Its rich puddings, pies 
and cookle.s, has its delights of gu.statlon B ut for m anv 
Shrove Tuesday, w ith its special pancakes, could not 
com e too .soon, w ere It not for the thought tha t thU 
occa.slon Is also culled M ardl G ras, or F at Tuc.sday, 
doub tle.ss to rem ind tho.se who are on a diet tha t the 
pancake, dripping w ith b utter, will b e eaten a t their 
peril. 


Who's Loony? 
T he M 0.SC0W ncw.spapcr Pravda ha.‘ b een telling its 
readers 
tha t 
g.UOU.ODU 
Am crlcaits 
are 
ixsychiatrlc 
patien ts. T ha t Isn t true, of course, b ut It ts cl(# ser 
tha n P ravda usually comc.s to the truth ab out Am erica 
T he N ational A# s<H*lation tor M ental H ealth e.# tlmated 
la.st May tha t 9.000 0(M> Ainerlcatius suffer from m ental 
Illness or pcr.sonallty dt# turb ances. Most of Ihe.se, how ­ 
ever. are not psychiatric patients. 
T he as.soclatlon went on to .# ay tha t imly 1.500.000 
of them , or only 1 In 6. arc .severely ill. T he total 
population of all m ental h« x# pltals In the U nited S tates 
l.s only 650,000 But Pravda didn’t go Into these details. 
A half truth 
m a k e .s b etter propaganda tha n a whole 
he- as long as the other half of the truth is *up- 
pre.H.sed, Pravda'.s readers were left to form the Im- 
pre.s.slon tha t 9.000.000 A m crtcans are .« lark, st.tring 
m ad 
It would b e Intere.stlng to com pare the figure.# for 
Ru.s.sla, b ut they a re n ’t availab le. Any foreign new s- 
paperm an who even tried to get them In Ru.vsla would 
b e accused of spying 
No oppouilon party or pie# .# , 
w hich m ight get th» > fact.s or m ake them pub lic, ts 
perm itted in the Soviet Union, ’rhl- certainly sugge.sts 
tha t U the truth we re known, Ru.s.# » a would hxik b ad. 
A 
comparl.-« )!! of 
Rovernment.s 
b ears out 
tin* 
theory 
Despite w hat one m ay thin k of a em ail 
m inority oi eongre.ssrnen. It is hard for a person w ho 
1« out of his m ind to b ecam e a governm ent official In 
the U nited S tates, In Ru.s.sia, fanutici.sm 
a definite 
sym ptom of m en tal illne.s.# - 1« openly dem anded of 
governm ent offlclah and v. om im inlst party m em b ers 


Military Base Holdup 
T he M oroccan b a-c fiasco, In w hich corruption, 
b ungling and plenty of m uddling were revealed, isn ’t 
the only reason the whole m llilaiy b ase program is 
In the doghouse. In thi.# country the Air Force had 
b een planning .some b a.sc construction projects for 
W’hlch the word “plu.sh” i# an un d erstatem en t 
Now 
the whole program has b een tem porarily .susix nded. 
T he S enate Arm ed Service.# C om m ittee took a 
calculated risk w hen It froze the m oney w hich had 
b een earm arked for the b iuse projecus. 
But a few 
project.# w hich the Defense Di’partm en t guaran tees 
to b e of an em ergency n a ture will b e allowed to proceed. 
A long, hard look a t .some of the construction plans 
m ight save m illions of dollars w hich can b e diverted 
to b uying am m unition, tanks, .shlp.s or planes. T he 
Defen.se D epartm ent ha.siTt protested the S enate order, 
except to com m ent m ildly tha t som e of the projects 
were b adly needed. 
The m ilitary b udget custodians will b e given am ple 
opportunity to Ju.» tlfy an d explain such frills a.s have 
b een noted b y S enate investigators. 


/ 
f 


By Dr. T. R. Van Delkn 


To tb e I unit of 
fusstiont per- 
tAlntni to the prerentlOR of dieeean 
will M eaesrtr*9. eersonel repliea wtX 
h# 
meo* 
uBrter 
proper 
limiusiona, 
srheh rrturt) steiapeB enrclop* u *•- 
etnsoB 
Or. Van Dellea « IU aet m at« 
• legnosie or prescriM for tBBlrtSiuU 
« Iseests 


Penicillin Combats 
Pneumonia 


The avcragr young phyaicisn to- 
d;iy will never have the expt-nence 
ot following the natural cour.se of 
pneumonia. In the first day of the 
illnes,# he encounter! the typical 
rnanifestalion* of the itlne.ss b ut 
thereafter the wonder drugs take 
over and within a* few day» the 
Mctim 1» well on the road to re­ 
covery, 
Thin is in » harp contra« t 
to 
what our grandfathcri 
were 
forced to endure. 
Penicillin and the newer anti- 
hiutic» have 
removed the » ting 
fvotn pneumonia b ut without the» « 
remedie» the condition would re­ 
vert to the killer it was in the pa» t. 
It 1» thi.s i>hase that our younger 
generation 
doe» 
not 
appreciate. 
Prior to 1935, an attack of pneu- 
mnnla was a critical affair. 
The 
» offerer was seized ab ruptly with 
a violent chill and the temi>erature 
rose rapidly. 
fMeunlic pain» and 
an irritating cough followed and b y 
the end of 12 hours there w» » no 
diiub t that the victim was acutely 
ill 
Hreathing was rapid and pain­ 
ful. the nostrils dilated with each 
lircalh, and a characteristic grunt­ 
ing sound accompanied each ex­ 
piration 
One-lhird of all patients 
failed to make the grade. 
For 
others, it was an 11 day b attle with 
death. 
There 
were 
no 
specific 
mi-dirine» and it was a thrilling 
exiM Ttence when the crisi» occur­ 
red and the tem perature fell to 
normal within six to 12 hours. 


More than one-third of all pneu­ 
monia cases would follow this pat­ 
tern today if It were not for th« 
sulfonamides 
and 
antib iotics. 
A 
variety of these preparations is 
availab le and should one fail an­ 
other can t>e u.sed. 
In thia resfx-ct 
there is safety in numb ers and the 
Ideal anarigem eiit is to determine 
the causative germ and then em ­ 
ploy the proiH-r antib iotic to com­ 
b at it. 
Hut recent atati.stics .suggest that 
this technique ks not always neces­ 
sary, All editorial in the New Eng- 
land Journal of Medicine .states 
that the Rritish were confronted 
with the economic a.s|» ect of this 
pyib lem . 
Penicillin was lncxt>cn- 
sivc b ecause it had b een develop« -d 
largely in World War II with the 
aid of government sub sidized re- 
.search. In contrast, the new b road 
» liectrum 
American 
antib uitie.s 
such a.s aureom.vcin, tcrram ycin, 
and ehloromycctiri are co^nly b e- 
( ause of b eing controled b y patent 
lights. 
When the British wanted to know 
w hether they c« » uld get b y on jicni- 
rillin alone, to cut expenses and 
• void the 'export of dollars, 
th e y 
carri« ‘d out a series of trials in four 
of their large 
medical 
centers, 
f'neumonia ca.ses were given aiire- 
omyein, penicillin, or 
C h lo ro m y ce­ 
tin at random. 
'Fhe results wer* 
sim ilar in each group 
o f the 267 
p.iticnts studied, which demon.slral- 
4'd that (» eniciihn atone was just as 
cffi'ctive. 
In addition, fewer toxic 
reaction.# ensued and the cost was 
one-tenth as much as with the 
newer antib iotics. 
Other inve.sUgators have ob tained 
sim ilar results. 
'I’here are excep- 
lii*» ial ea.s« *# m which it b ecomes 
necessary to pit the proper drug 
again.st a .si*ecifie org,inism. 
t)ne 
fallacy exi.sts, however, in relation 
to cost. 
The dosage used b y the 
British in treating pneumonia with 
our AnuTican antib iotic was ex­ 
trem ely high and it is well known 
that sm alh't amounts will do the 
job as w« *U. 


'r0 51 0 KKCm : A fiiimel rhrkt 
may squeete the heart. 


( IU.II An.StT .S.H 
F. n, w rites’ What is meant b v 
a cold ab scess in tuU-rculosis of 
Jhc spine? 
BEiU.Y 
In tub erculosis of the spine the 
pu.s that accum ulates may gravi- 
t.ite to H dixtant point in an attem pt 
to cseam* from the b ody. The first 
uidieatum that this has occurred 
comes when an ab scess develops 
tx-neath the skin in the region of 
tlie groin 
'I'hi# is the cold ab scessa, 


'IIKED I.Etih 
Mrs J. writes- Am « 5 and work 
as a doine.stu-. Some nights my 
legs feel as though they weighed 
1 ÜÜÜ pounds and when 1 get to 
tx'd the calve.s are »0 sore 1 can’t 
find a comfortab le p« >» ition. What 
can b e llie cau.se’’ 
REPLY 
This is real fatigue and at your 
age indicates you are doing more 
than your share of work 


SIN I K FRO.M IH KT 
L. E, writes: Can a person with 
siiiu» troub le due to house dust 
exfx-ct any relief from shots? 
REPLY 
Sinu.s discomfort resulting from 
allergy to dust is difficult to over- 
eoim- b ut desensitizing injections 
ought 
to 
b e 
tried. 
Meanwhile, 
household dust .should b e kept to a 
minimum. 
The physician should 
b e consulted for information along 
thns hue 


EAT THE .HA5IE 
N. M. writes: Should people over 
SO eat more or less m eat than they 
formerly did"* 
REPLY 
There is no net*d to change. 'The 
idea that tlie m eal intake should b e 
reduced after 50 is a misconception 
that resulted from an old idea that 
individual* with high b lood pres­ 
sure or kidney disease should ra t 
less meat. 
We now know there is 
no harm in doing so if kidney func­ 
tion has not b een disturb ed. 


I . 
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Matter Of Fact 


By JOSEPH And STEWART A I SO P 


DREW PEARSON on 
The Washington Merry-Go-Round 


Eisenhower Appoints First Team Men; George Humphrey Built An Industrial 


Empire; New Treasury Chief Saw Need For More Steel Hearth Capacity 


(Kd 
Not# Thi* I# Ih# firtil of » 
•# rl# » of W« *hington M# rry-Oo. Round 
column* In which Dr# w P# ar» on dmg- 
no« # « Ih# Ei*# nho» # r r« b in# t Todxy » 
b rxiia rtn t fn# * In n# w f%*rr# txry of 
Tr# x« ury Cl# org# M 
Humphrey i 


WASHINd'rON —- 'I’he man who 
Will eollec’t your taxes in the Eis­ 
enhower adm inistration, who will 
partially 
determ ine 
how 
much 
those taxes are, and who will have 
a m ajor voice in the question of 
inflation, deflation, loans to Europe 
and b orrowing at home, is a mod- 
e.st, uiipub lieized b usinessman from 
Cleveland, Ohm. 
(ieorge M 
Humphnr?, the new 
secretary of 
the 
Treasury, 
is 
chairm an of .seven b ig coiqKira- 
tions. president of three, and on 
the lioard of directors of 34. They 
total 
as.set.s of $ 2.600,000,000—al­ 
most as much as the national b ud­ 
get prior to the Roosevelt adm in­ 
istration. 
IxKikiiig over Mr. Hum phrey’s 


record and his prospective col­ 
leagues in the cab inet, .vou come 
to thus conclusion: Gen. Eisenhow­ 
er has picked a conservative b usi- 
nessm an’s cab inet, 
b ut 
he 
has 
picked the first team . 
The general calib re of his ap­ 
pointees i-s far ahead of other GOP 
adm inistrations 
under 
Hoover, 
Coolidge, Harding. And If a con­ 
servative government does not sur­ 
vive in this country it will not b e 
b ecause Eisenhower 
has 
picked 
second-raters. 
He IS definitely going to b at with 
the first team . And the next four 
years under it will b e among the 
most im portant in recent history. 
They will also b e extrem ely im­ 
portant—and fascinating—towatch. 
Big Holding Compeny 
'Hie new secretary of the Treas­ 
ury typifies the first team . With 
alm ost no fanfare, he has b uilt 
up one of the b igger holding corp- 
Today In Washington 


It 
to 


entanglement: 
the 
sivcalli'd 


leadership al- 


W A SH IN G TO N -The American 
people voted for a change~-and it 
is not too early to say that thcv 
are really going to get it. But they 
might as well b e prepared for the 
news that, for reasons b « -st known 
to the Trum an adm inistration, 
may take at least 12 months 
uncover the extent of the hidden 
commitment.s and 
which 
con.stitut« ' 
“ Washingltni mcs.s.’ 
The Eisenhower 
ready, b y its selection of jiersonnel 
and announcements of jxilicy. has 
indicated a sub stantial change is 
coming in many m ajor program s. 
But on the mo.st imixu tant prob lem 
of all -getting America on a » ound 
fiscal b asis—it is doub tful whether 
all the necessary facts will b e 
availab le for at least a .vcar. 
B« ‘forc the “ Wa.shington m ess’* 
can b e clean« -d up, the new adm in­ 
istration Wirt have to find out 
ju.st 
how extensive it is. Thus, whe-i 
President Trum an sub mit.s a b ud­ 
get to C'ongress and announces it 
to the pub lic, th« -re i.s no way of 
knowing b y reading his messag« - 
what were the motivating forces 
and influences that caused certain 
items to N-ciunc imlM-ddt-d in the 
b udget. It Uxik the 'rruinan b ureau­ 
crat» ’ more than six months to pre­ 
pare the b udget announced last 
week. Also, for the last 20 years 
many items were aiiproved which 
have b een accumulating as a part 
of every annual b udget and have 
not Ix-en s« -nously questioned. 
Barking Ills To llrlet 
W’hen Mr. Trum an says defiant­ 
ly that the b udget cannot b e m a­ 
terially 
reduced 
or 
a 
b alance 
achieved right away, he is m erely 
expressing his unwavering support 
for certain spending policies which 
the new adm inistration will not 
em b race at all. 
For 20 years now the drive has 
b een to sjiend and spend. What­ 
ever the iJolitical or social Justifi­ 
cation for an appropriation, the 
New Deal and Fair Deal adm inis­ 
trations came up every year with 
the statem ent that nothing could 
b e cut and that taxes should b e 
raised. With customary cynicism, 
tte .succe.ssive Democratic admin- 
i.strations challenged Congress to 
, do the cutting, knowing full well it 
wa.sn’t « juipiied to do it Even with 
the consolidation of appropriation 
committees in recent years, the 
m em b ers cannot jxissib ly learn the 
facts of b udget life in the course 
of any congressional session. 
Only the executive b ranch of the 
government can really cut a b ud­ 
get. The surgery has to b e jier- 
formed months and months ahead 
of the presentation of a b udget 
Congress, when the items are up 
for 
preliminary 
consideraUon. 
Much more important is the de- 


By DAVI D U W R EN C E 


clsion as to spending policy as a 
whole. 
Strange as it m ay .seem, there 
has never b een a formal defini­ 
tion of the ff'dcra! function. 'The 
idea seem s to have grown up that 
the ft*deral function includes every­ 
thing for which federal money can 
b *’ » pent and for which the tax­ 
payer will supply the revenues. 
The taxpayer is helpless to prote.st 
and. while in recent years various 
taxpayer associations have arisen 
to questiim f«‘d rral exi>enditures. 
no commission or b oard ha.s b een 
set up to advise Congress on the 
hinds of the federal function. The 
Eisenhower group and some mem- 
l>ers of Congress are talking ab out 
setting up such a commission. It is 
long overdue. 
But even without the studies 
that 
some day will enab le Congress *0 
set a limit on the scope of its 
.siH'iiding and to advise the slates 
and cities what their responsib ili­ 
ties are, it is apparent that tha 
federal laws which authorize the 
.sjx'nding of money for any and all 
puriHises need revi.sion. Money is 
still b tung siient every year to 
carry out laws pas.sed a hundred 
years ago. 'These are not question­ 
ed liecavise Congress b y statute ha.s 
.# lH'Cified certain federal activities. 
Co nstitute I.ax uries 
If in the next 12 months the fiscal 
“ mess'* 
in 
Washington 
can 
b«# 
cleared up to the extent at least of 
advLsing Congress as to the facts 
ab out 
the 
finleral 
responsib ility 
and what sticnding should b e term ­ 
inated. a rem arkab le job will have 
b een done. Many items in the b ud­ 
get every year are “ worthwhile.” 
b ut they constitute luxuries today 
in the face of heavy m ilitary ex­ 
penses. 
There are Isemocrats in Con­ 
gress who will exhib it impatience 
and try to convey the impression 
that cam paign pledges are usually 
fulfilled within a week or two after 
Inauguration Day. b ut the Ameri­ 
can people, as the facts ab out the 
several “ m esses” in Washington 
are 
revealed 
in 
the 
next 
few 
months, will b <' happy indeed if b y 
the end of one year their newly 
elected officials will have ob tained 
all the b asic information on gov­ 
ernm ent finances. Then the next 
three years can b e devoted to a 
reversal of the s^iending hab it that 
started in 1933 and which has never 
ab ated since. Small wonder that a 
Democratic 
President 
says 
the 
b udget can’t b e cut—he really b e­ 
lieves it b ecause many items in the 
b uget. 
including 
some 
so-called 
m ilitary item s, have b ecome sac­ 
rosanct during the last 20 years. 
They will lose that sacredness in 
the coming adm inistration. 


tCemfrmt, im . 
N« w Yorte H« r# ld Tnb un# , Ib c 
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orations ot the nation. The M. A. 
Hanna Company, which he heads, 
controls the b iggest coal com pany 
in the world, steam ship com pan­ 
ies. steel mills, rayon factories, 
vast ore deposits, a sugar com­ 
pany, and one of the b iggest b anka 
in Cleveland, 
This b ackground has the advan­ 
tage of b ringing great ab ility to 
government, b ut it also put.« a 
cab inet m em b er under constant 
fire for possib le favors to his own 
far-flung companies. In the past 
three weeks, for instance, two com­ 
panies owned b y the future secre­ 
tary of the Treasury received tax 
write-offs of m ore than $ 22.000,000. 
One tax write-off was on an iron 
ore project in Dickinson County, 
Michigan, on 
which 
the 
Hanna 
Coal and Ore Co. got a 75 per cent 
tax am ortization on a $ 11,345,000 
investment. The other was a 70 
l>er cent write-off on $ 22,000,000 to 
the Hanna Coal and Ore Co. m 
Douglas County, Ore., for ferro- 
nickel facilities. 
Fortunately for ^ r . Humphrey, 
these tax eoncesaions were gran t­ 
ed b y a D em ocratic adm inistra­ 
tion. But later, when he b ecomes 
secretary of the Treasury, and 
when his m any com panies and 
their sub sidiaries come up for gov­ 
ernm ent b enefits, as is inevitab le, 
the situation m ay prove em b arr­ 
assing. 
This is one reason why Senator 
Byrd of Virginia, no critic of either 
Eisenhower or b ig b usiness, wants 
to question Ike’s cab inet officers 
regarding their enterprises and get 
a record of their investm ents. 
Seco nd Andy Mello n? 
No one quite like Humphrey has 
sat in the cab inet since the days 
of Andrew W. Mellon. 
Born 
in 
Michigan 63 years ago. Hum phrey 
b egan life as a small town Michi­ 
gan lawyer, cam e to Cleveland 
where he joined the M. A. Hanna 
Company, founded b y the famous 
—sometim es infamous—Ohio polit­ 
ical b o.ss who was the power b e­ 
hind President McKinley. At that 
tim e the Hanna company was pri­ 
m arily engaged in 
hauling 
ore 
down from the Mesab i Range m 
G reat Lakes ore b oats and deliv­ 
ering it to the steel companies 
of Ohio and Pennsylvania. 
Humphrey, 
however, 
saw 
no 
reason why his company should 
not proces.s the ore as well as de­ 
liver it; so, just b efore the de­ 
pression, he put together the Na­ 
tional 
Steel 
Company, 
There 
couldn’t have b een a worse tim e 
to start a new steel company. 
Nevertheless, 
National Steel not 
only weathered the storm b etter 
t.ian any other steel company, b ut 
was generally adm itted to have 
b een ab lest managed 
Ab out this tim e it b ecam e ap­ 
parent that George Humphrey had 
an 
extraordinary 
gift for 
judg­ 
ment 
In fact, some of his com­ 
petitor* claim ed it was a gift of 
prophecy. 
During the depression, for in­ 
stance, the most profitab le part of 
the average steel com pany was the 
tin-plate division. 
And National 
Steel, of all the steel com panies, 
had the greatest 
percentage 
of 
tin-plate capacity. Humphrey had 
b uilt the com pany with the tin­ 
plate shortage in mind 
The steel industry also woke up 
to find that their b iggest custom er 
was the Detroit automob ile indus­ 
try. But they also woke up to find 
that 
Humphrey 
was 
ahead 
of 
them. He had set 
ip his G reat 
L ikes steel corporation right in 
Detroit for that purpose 
Another exam ple: At the height 
of the NRA period, the steel com ­ 
panies decided in their NRA code 
to lim it the b uilding of open hearth 
furnaces to the num b er already 
„tarted b y each com pany. They 
didn’t want m ore furnaces b uilt. 
But after the code had b een adnp. 
ted. other steel com panies discov- 
ered that Humphrey had predict# 


Arthur Godfrey Story 
WASHINGTON 
By a narrow m argin, the dyna­ 
mic foreign policy of the Eisen­ 
hower adm inistration is not, after 
all, to b e enriched b y the celeb rat­ 
ed 
comedian, 
A rthur 
Godfrey. 
Judging b y the Hooper ratings, the 
appointm ent would have b een pop­ 
ular. 
By any lest, it would have 
b een spectacular. 
But it is not to 
go throi/gh. 
Even so, the incident is not with­ 
out interest. 
In b rief. President­ 
elect Eisenhower and his secretary 
of 
Slate-designate, 
John 
Foster 
Dulles, are getting together a spe­ 
cial 
com m ittee to 
consider 
the 
prob lem s of psychological w arfare. 
There has b een much talk of reach­ 
ing out to the peoples b ehind the 
iron curtain. 
The com m ittee is to 
decide what to do ab out it. 
The first two proposed m em b ers 
of the new com m ittee were William 
Jack.son. form er deputy director of 
the Central Intelligence Agency, 
and C. D. Jack.son, pub lisher of 
“ Fortune” m agazine. 
The ques­ 
tion then arose of Defense Depart­ 
ment representation. 
The nature 
of the projected com m ittee was ex­ 
plained to Defense Secretary-desig­ 
nate C. E, Wilson, and he was 
asked to nam e a m an to speak for 
him. 
He proposed Godfrey, on the 
theory that “ Godfrey knows how to 
reach the m ass m ind.” 
Considerab le consternation was 
caused b y the idea of co-opting a 
pub lic entertainer, however popu­ 
lar and adm irab le, for this sort of 
a.ssignment. 
In the end. the God­ 
frey 
idea 
was 
dropped. 
Other 
m em b ers of the com mittee, as of 
now, are likely to b e Rob ert Cutler, 
the Boston lawyer-b anker turned 
aide to Ei.senhower; form er Secre­ 
tary of the Army Gordon G ray; 
Ab b ott W ashb urn, of the Commit­ 
tee for a Free Europe, and Barklie 
McKee Henry. 
Two Kinds Of Meaning 
The intention to develop the pro­ 
jected com m ittee’s program in a 
very active way is indicated b y 
other personnel plans. 
In b rief, 
William Jackson i.s likely to go on 
from the projected com mittee to 
the directorship of the Psychologi­ 
cal Strategy Board, or whatever 
sub stitute b ody the new committee 
proposes. C. D. Jackson will quite 
prob ab ly b ecome an assistant sec­ 
retary of State with special duties 
concerning the Soviet and satellite 
areas. And there is talk that Wash­ 
b urn will b e named a White House 
adm inistrative assistant. 
All this is interesting enough. 
But the Godfrey story, though sad­ 
ly ab ortive, is certainly the most 
interesting plum in the whole pud­ 
ding. 
It has, b roadly speaking, 
two different kinds of meaning. 
First. Godfrey him self is certain­ 
ly a splendid entertainer, and b y 
all report a courageous, decent and 
sensib le m an. 
The fact rem ains 


that his experience of the complex 
prob lems of foreign policy is, to 
say the least, pretty lim ited. 
In 
proposing Godfrey, one cannot help 
b ut feel that Secretary of Defen.se- 
designate Wilson showed him self a 
sufferer from the Bryan illusion. 
'This is a view of the human 
requirement.« of national policy­ 
making that was once voiced b y 
the late William Jennings Bryan. 
With his voice grating with 
ra g f 
Old Sen. C arter Glass used to teli 
the story: “ Do you know what that 
fellow Bryan once said to me? He 
once said that any m an with real 
goodness of heart could w'rite a 
b anking act.” The Bryan illusion, 
if it creeps into defense or forçign 
policy, can produce very odd, not 
to say very horrib le, consequences. 
Second, the suggestion of God­ 
frey al.so b etrayed another rather 
common error, b est describ ed as 
BBD&Oism, if one m ay b orrow the 
initials of some deservedly famous 
hucksters. BBD&Oism is the notion 
that dem ocracy can b e peddled to 
less enlightened b reeds of men b y 
the same b rilliant techniques which 
•serve to sell soap flakes, déodo­ 
rants. tea, automob iles and other 
necessities and semi-necessities of 
the American way of life. 
Different Techniques Needed 
Unfortunately, this Is not true. 
Democracy cannot b e peddled like 
.soap flakes. There are, moreover, 
a scries of highly difficult and dclil 
cate questions involved in the kind 
of program the new com m ittee is 
to draw up. From the standpoint 
of simple com munications, for In- 
.« tance, the Kremlin is strengthen­ 
ing the iron curtain every day and 
every week. Are the vast expendi­ 
tures worthwhile, that are needed 
to overcome the Soviet radio Jam­ 
ming. microwave transm ission and 
other iron curtain m easures? 
Again, it is wise to m ake a great, 
im m ediate effort to prom ote resist­ 
ance movements in the iron cur­ 
tain countries, when résistants who 
are discovered will only b e con­ 
demned to the dreadful fate of the 
Poles in the prem ature Warsaw 
uprising against Hitler? And sup­ 
pose there is Tito-ism in one of the 
satellites—say Czechoslovakia. 
It 
is now known, quite positively, that 
the Red arm y will move to stam p 
out the next satellite government 
that sfib ws Tito-ist tendencies. Are 
we prepared to move our forces 
too, in order to protect Üiese new 
Tito-ists? 
The.se are not questions that can 
b e answered b y the techniques pre­ 
valent 
m 
advertising 
agencies. 
These are not difficulties that can 
b e overcome b y 
“ reaching the 
m ass m ind” of the enslaved peo­ 
ples in the way that A rthur God­ 
frey 
reaches 
m any 
American 
families. It is naive, am azingly 
naive, to make such supositlons. 
And this kind of naivete can b e 
dangerous in the extrem e. 
m 
iCopyrlRht, 19S3, 
New York Herald Trib une. Inc.) 
These Days 


An Historical Reminder 


Winston Churchill said that his 
relations with Roosevelt “ gradual­ 
ly b ecam e ski close that the chief 
b usiness b etween our two countries 
was virtually conducted b y these 
Iiersonal 
interchanges 
<b y some 
1700 
cal^les) 
b etween 
him 
and 
me. . .” 
Churchill Jn 1939 wanted Roose­ 
velt to b elieve that if France and 
England were conquered. 
Hitler 
would move im m ediately against 
the United States. However, when 
G reat Britain was apparently de­ 
fenseless and G erm any had actual­ 
ly taken France, Hitler stopped at 
the Channel and dared not cross it. 


Befo re 
Cencress 
declared 
war, Ro o sev elt, under the ter­ 
rific pressure o f Churchill and 
basing 
his 
actio ns o n an o ld 
statute 
o f May 12 , 1917 , 
had 
rifured a way to supply 
the 
Rritish 
witho ut submittinf to 
the autho rity o f Co ng ress. Art- 
Ing Atto rney General Francis 
Riddle ro nv enlentiv ruled that 
the secretary o f War had the 
ri*ht to sell surplus war sup­ 
plies to “ anv eo rno ratio n o r 
indiv idual upo n such terms as 
may he deemed hest.” General 
Geo rg e Marshall had siipplie» 
aent ho t Hitler’s march was 
swifter than anticipated. 
On 
5 fay 2 8, 1948. Rellg um fell and 
the ro ad was o pen to Franre. 


Churchill wanted over-age Amer­ 
ican 
destroyers. 
Roosevelt 
n4 
first refused. 
In a note to Sumner 
Welles, dated June 1, 1940. Roose­ 
velt » aid: 
“ Any exchanee for American de­ 
stroyers prob ab ly inacceptab le b e­ 
cause of enormous sea area which 
m ust he patrolled hv us and would 
require congressional a« ction which 
might he verv difficult to get. Our 
old destroyers cannot b e sold as 
ob solete as is proved b y fact. All 
of them are now in commission 
and in use or are in process of 
b eing 
commissioned 
for 
actual 
use " 
This annoved Churchill no end 
He wrote the prim e m inister of 
Canada, Maokenzie King* 
", . , not to let Americans view 
♦00 eomp1a.eently nrospert of a 
British collapse, out of which thev 
<the 
G erm ans > 
would 
get 
the 
Briti.sh fleet and the guardianship 
of the PHtNh E m pire” 
ChurehiH's argom ent 
w as that If 
Germ any took Franee. 
the 
dav 
might eome 
w hen G reat Britain 
would he forced to surrender or 
scuttle the British fleet and then 
the United States would b e help­ 
less. 


ed this would happen and already 
had laid down enough* new hearth 
capacity to last National Steel for 
the next decade. 
<e« pvrifM 19SS, 
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By GEORGE E. SOKOLSKY 


Ro o sev elt had a v ery difficult 
time with Churchill befo re the 
electio n o f 1940 . 
It will be re­ 
called that Ro o sev elt was sup­ 
po sed to keep this co untry o ut 
o f 
war 
then, 
but 
Churchill 
wro te him o n June 1 5. 1940 , 
that Euro pe was mo v ing do wn­ 
ward so fast Uiat It wa* pass­ 
ing ” . . . bey o nd the co ntro l 
o f American public o pinio n.” 
.And, o f co urse, he made the 
po int that If he. Churchill, fell, 
ano ther British cabinet mig ht 
g iv e the Rritish fleet to Hitler. 
He apparently did no t think 
much o f his co untry men. 


The sum total of this agitation 
was the destroyer deal. 
On June 
10, 1940, Senator Sheppard intro­ 
duced a b ill authorizing the W. r 
D epartm ent to exchange unservice­ 
ab le or surplus m aterials for others 
of which there was a scarcity. 
Senator David I, Walsh countered 
b y a b ill forb idding the limitation 
or reduction in the size of ou/ 
navy. 
The act of June 
2 « . 1940. 
emb odied the 
ideiks of Senator 
Walsh. 
Churchill continued his 
active 
b ut 
secret 
pressure 
on 
Roosevelt, always with the slogan 
that the Briti.sh fleet might fall to 
Hitler. 
Finally a cab inet meeting 
was called at the White House on 
August 2. 
On this I wish to quote 
“ Back Door to W ar." b y Charles 
Callan Tansill: 
“ There was no doub t in Church­ 
ill’s mind that 
any 
transfer of 
American 
destroyers 
to 
Britain 
would b e a ‘decidedly unneutral 
act b y the United States.' 
It 
would justify a declaration of w ar 
b y Hitler. 
Such action W'ould b e 
rtm nently agreeaJile to Churchill 
who 
would 
ardently 
welcome 
American 
help 
in 
the 
struggle 
against 
the 
dictatorships. 
But 
the situation had to b e handled 
carefully. 
When 
Lord 
Lothian 
iAugust 6» cab led that the Presi­ 
dent was exceedingly anxious for 
a 
pledge that the British 
fe e t 
would not b e turned over to the 
Germfwis in the event that Britain 
fell, Churchill refused to give one 
The BrltUh nation would ’not to J 
rate any discussion of what we 
should do if our island were over­ 
run.’ 
It would be b est to couple 
the transfer of destroyers with the 
Jea.# e of naval and air b ases in 
Newfoundland and on some British 
islands In the Carib b ean ” 
The deaJ for b ases and destroy­ 
ers finally went through. 
Of this 
Professor Edwin Borchard of Yale 
said 


“ To the writer there Is ne 
pessibility ef reennetling the 
destro y er deal with neutrality , 
with the United Rtates statutes. 
or with Intematio nai law.” 


Churchill 
is a wonderful opera­ 
tor when it com es to advocating 
his country’s interest 
(ropyrigat m i, 
Riflf IcaturM Syodicatc. Is« .> 
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Aged's Financial Status 
C om plexities of th e problem of m a in te n a n c e f a r e 
for aged persons are .sharpened by a re p o rt Just m ad e 
public by th e J o in t E conom ic C o m m ittee of Congre.nl. 
It is found t h a t av erag e p a y m e n ts to those over 65, 
d ep e n d e n t on pensions or o th e r benefits, a te below 
subsistence levels. E xcepted are 350,000 who*e a n n u i ­ 
ties u n d e r th e federal old age in su ra n c e system are 
a u g m en ted by private pensions, bu t even ax to the*# 
d ou b t Is expressed t h a t p re se n t p a y m e n ts will be s u f ­ 
ficient to m e e t fu tu re living casts.. 
W h a t stand * o u t in th is, a.i In o th e r .similar reports 
on adequacy of pensions, is th e fac t th a t skills of th e 
elderly .should c o n tin u e 
to 
be 
gainfully em ployed. 
Obviously, lf an a tt e m p t Is m ad e to provide all th e 
fu n d s people ra n use at a c e rta in aRe, from th e w ealth 
c reated by w orkers, a n d th e re tire m e n t age is reduced 
periodically, 
th e 
ta x 
load 
will 
in 
tim e 
become 
un b earab le. 
T his repo rt cites th a t th e present average m o n th ly 
b en efit for the Insured aged 
u n d er 
federal 
S4)dal 
security Is $47 for the u n m a rrie d a n n u ita n t. $60 for a 
m a rrie d couple a n d $40 for the widow, over 65, of a 
covered worker. The.se figures alone, how ever, are no 
basis of Judgm ent as to th e ir adequacy. T h ey m u s t be 
linked to th e fin a n c ial resources of th e beneficiaries. 
On this score a survey by th e B ureau of Old Age a n d 
S urvivors In s u ra n c e last year is e n lig h ten in g 
A ccording to the b u re au , a lm o st tw o -th ird s of 
those draw ing old age In s u ra n c e from th e g o v e rn m e n t 
h ave little or no o th e r In d ep en d en t re tire m e n t Income. 
O nly six p er c e n t of all beneficiaries received ax m uch 
as $60 a m o n th per person from em ployer or u nion 
pensions. 
B u t figures o n m oney Incom e do not, of 
course, tell th e whole sto ry 
M any beneficiaries sh a re hom es w ith relatives or 
frie n d s a n d som e ha v e various kinds of 
n o n ra* h 
incom e. 
T h a t way th ey eke o u t a living, w ith the 
m o n th ly b en e fit check, from th e g o v ern m en t, even 
th o u g h “ It be sm all In am o u n t, Is a critical Item of 
Inc o m e ” to quote th e but eau. Tile fa c t re m a in s t h a t 
th re e o u t of five h av e e ith e r n o th in g or less th a n $500 
In rep o rted liquid assets. 


From Fish To Flapjacks 
T h e ir A lgonquin In d ia n n eigh bo rs living so u th o f 
th e m first ap plied th e w ord E skim o to th e I n h a b ita n ts 
of th e A m erican Arctic E skim o m e a n s “ raw fish eater.*• 
Y et a g ro u p of Eskim os on B affin Islan d tried o u t flap - 
ja e k s ab o a rd a U nited S ta te s ( o ast O u arri c u tte r la st 
s u m m e r a n d expressed th em selv es as well c o n te n t 
F la p ja c k m e a n s griddle cake, 
B oth 
te rm s are 
A m e ric an ism s for p an cak e , an Item of d iet know n 
u n d e r various n a m e s a n d In various fo rm s th r o u g h o u t 
E urope. N e a n d e rth a l m a n In th e S to n e Age ta said to 
hav e cooked th e first p an cak e s, w hich would th u s be 
th e oldest form of rook ed g rain 
T h e rr e p e su z e tte of 
chic, expensive r e s ta u r a n ts Is a p a n c a k e b u rn t 
In 
b ran d y , w hich goes to show how fa r civilization h as 
progressed. 
At least In Us A m erican form , th e p a n c a k e is 
m a d e of th in b a tte r, com posed of b u ck w h eat o r o th e r 
g rain , cooked on an Iron. a lu m in u m or so a p sto n e pan. 
T h e finished p ro d u ct m u s t be th in , b u rn ish e d o n b oth 
aides to a golden brow n. 
A m erican p an c ak es are best Jiked w hen topped 
w ith b u tte r a n d hot m a p le syrup. A ccording to one 
food ex pert, observan ce of S hrove T uesday, th e day 
before Ash W ednesday, as “ p an ca k e d a y " h a s now 
becom e as m u ch a g en eral custom In th e U n ited S ta te s 
as in E n g lan d an d o th e r E u ro pean co u n tries. T h e idea 
goes back to m edieval tim es. 
T h e C h ris tm a s seaso n, w ith Us rich p ud din gs, pies 
a n d cookies, h a s its d elig h ts of g u sta tio n 
B ut for m a n y 
S h ro v e T uesd ay, w ith its special p an cak es, could n o t 
com e too soon, w ere ll n o t for th e th o u g h t t h a t th is 
occasion is also called M ardi G ras, o r F a t T uesd ay , 
do ub tless to rem in d th ose w ho are on a diet th a t th e 
p a n c a k e , drip p in g w ith b u tter, will be e a te n a t th e ir 
peril. 


Who's Loony? 
T h e Moscow newspaper P rav d a ha.* been telling its 
re a d e rs 
t h a t 
9,000.000 
A m ericans 
are 
psych iatric 
p atien ts. 
T h a t ixn t true, of course, but It is closer 
t h a n P ra v d a usually com es to th e tr u th about America 
T h e N atio nal A ssociation for M ental H ea lth e stim a te d 
last May t h a t 9,000.000 Americans s u ffe r from m e n ta l 
Illness or personality distu rb an ces. Most of these, ho w ­ 
ever. are n o t p sy rh la trte p atien ts. 
T h e association w ent on to say th a t only 1,500,000 
of th em , or only I in 6. a n ’ severely ill. T h e total 
po pu lation of all m e n ta l hospitals in th e U nited S ta te s 
Is only 650.000 B ut P ra v d a d idn't go In to these details. 
A h alf tr u th m akes b e tte r p ro p a g a n d a th a n a whole 
lie 
as long as th e o th e r h alf of th e tr u th is s u p ­ 
pressed. 
Pravda'.s readers were left to form th e Im ­ 
pression t h a t 9000.000 A m erican s are s ta rk , sta rin g 
tn ad 
I t would be in te restin g to c o m p are th e figures for 
R ussia, b u t th ey a r e n ’t available. Any foreign n ew s­ 
p a p e rm a n w ho even tried to get th e m in R ussia would 
be accused of spying 
No opposition p a rty or press, 
w h ich m ig h t get th e fac ts or m ak e th e m public, Is 
p e rm itte d in th e Soviet U nion, T h is ce rta in ly suggests 
th a t if th e tr u th were known. R ussia w ould look bad. 
A 
com p ariso n 
of 
g o v ern m e n ts 
b ears o u t 
this 
th eo ry . 
D espite w h a t one m ay th in k 
of 
a sm all 
m in o rity of co ng ressm en , It Is h a rd for a person w h o 
is o u t of his m in d to becom e a g o v e rn m e n t official in 
th e U nited Staten. 
Iii Russia, fa n a tic ism 
a definite 
sy m p to m of m e n ta l illness—is openly d e m a n d e d of 
g o v e rn m e n t officials an d < o m m u n is t p a rty m em b ers 


M ilitary Base Holdup 


T h e M oroccan base fiasco, in w hich c orrup tio n, 
b un glin g a n d plen ty of m u d d lin g w ere revealed, is n ’t 
th e only reaso n the whole military base program 1s 
in th e doghouse. 
In this c o u n try th e Air Force h a d 
been p la n n in g .some base co n stru c tio n p ro jects for 
w hich th e w ord “ p lu s h ” is an u n d e rs ta te m e n t. Now 
th e whole p ro g ra m h a s been tem p o rarily suspended. 
T h e S e n a te A rm ed Services C o m m itte e took a 
calculated risk w h en it froze th e m o n e y w hich h a d 
been e a rm a rk e d for th e base projects. 
B ut a few 
projects w hich th e D efense D e p a rtm e n t g u a ra n te e s 
to be of a n e m erg en cy n a tu r e will be allow ed to proceed. 
A long, h a r d look at som e of th e c o n stru c tio n p lan s 
m ig h t save m illions of d ollars w hich c a n be diverted 
to buying a m m u n itio n , ta n k s, ships or planes. 
T h e 
D efence D e p a rtm e n t h a s n t p ro tested th e S e n a te order, 
ex cep t to c o m m e n t m ildly t h a t so m e of th e pro jects 
w ere badly needed. 
T h e m ilitary b u d g et cu sto d ia n s will be given am ple 
o p p o rtu n ity to Justify a n d e x p lain su ch frills as h av e 
be en no ted by S e n a te in v estig a to rs. 


Keep Well 


By Dr. T. R. Van Delltn 


To tn t nam of space, tu itio n * per­ 
taining lo th* prevention of dites#* 
•til oe ensnared Personal replies »iM 
be 
mads 
under 
proper 
limitation#. 
• heil return stamped sn es to pa is en­ 
closed 
or 
Van O llen nill not m eta 
diagnosis os prise rim for individual 
diseases 


Penicillin Combats 
Pneumonia 


The average young physician to­ 
day will never have the experience 
of following the natural course of 
pneumonia. 
In the first day of the 
dine** he encounter* the typical 
manifestation* of the dine** but 
thereafter the wonder drug* take 
over and within a* few day* the 
victim i* well on the road to re­ 
covery. 
Thin is in sharp contrast 
to 
what our 
grandfathers 
were 
forced to endure. 
Penicillin and 
the 
newer anti­ 
biotic* 
have 
removed 
the 
ating 
from pneumonia but without these 
rem edies the condition would re­ 
vert to the killer it wax in the past. 
It is thi* |»ha*r that our younger 
generation 
doe* 
not 
appreciate. 
Prior to 1935. an attack of pneu­ 
monia wa* a critical affair. 
The 
sufferer was seized abruptly with 
a violent chill arid the tem perature 
rose rapidly. 
Pleuritic pain* and 
an irritating cough followed and bv 
the end of 12 hour* there wa* no 
doubt that the victim wa* acutely 
ill 
Breathing wa* rapid and pain­ 
ful, the nostril* dilated with each 
breath, and a characteristic grunt­ 
ing sound accompanied each ex­ 
piration 
One-third of all patient* 
failed lo make the grade. 
For 
others, it wa* an ll day battle with 
death. 
There 
were 
no 
specific 
medicine* and it wa* a thrilling 
experience when the m a i l occur­ 
red and the tem perature fell to 
normal within six to 12 hour*. 


More than one third of all pneu­ 
monia case* would follow th o pat­ 
tern today if it were not for tha 
sulfonamide* 
and 
antibiotics. 
A 
variety of these 
preparations 
is 
available and should one fail an­ 
other can be used 
In thia re a p e d 
there is safety in number* and the 
ideal arrangem ent is to determine 
Ihe causative germ and then em ­ 
ploy the proper antibiotic to com­ 
bat it. 


But recent statistic* suggest that 
this technique is not always neces­ 
sary. 
An editorial in the New Eng­ 
land Journal of Medicine state* 
that tile Brite-h were confronted 
with the economic aspect of this 
problem. 
Penicillin was inexpen­ 
sive because it had been developed 
largely in World War ll with the 
aid of governm ent subsidized re­ 
search. 
In contrast, the new broad 
spectrum 
American 
antibiotics 
such a* aureomycin, terram ycin, 
and chloromycetin are coaUy be­ 
cause of being controled by patent 
I ights. 


When the British wanted to know 
w hether they could get by on jicni- 
cillin alone, to cut expenses and 
avoid t h e 'export of dollars, they 
ta rrie d out a series of trials in four 
of 
their 
large 
medical 
centers. 
Pneumonia cases were given aure­ 
omycin. penicillin, or chloromyce­ 
tin at random 
The results were 
sim ilar in each group of the 267 
patients studied, which dem onstrat­ 
ed that |>enicillin atone wa* just a* 
effective. 
In addition, fewer toxic 
reaction* ensued and the cost was 
one-tenth 
as 
much 
as 
with 
the 
newer antibiotics. 
tither investigators have obtained 
sim ilar results. 
T here are excep- 
tiiZhal cases in which it becomes 
necessary to pit the proper drug 
against a *i>ccific organism. 
One 
fallacy exists, however, in relation 
to cost. 
The dosage used by the 
Bt dish in treating pneumonia with 
our American antibiotic was ex­ 
tremely high and it is well known 
that smallef amounts will do the 
job as well. 


T O M O R R O W : A fu n n el c h e a t 
may squeece the heart. 


C t»l,Ii AMK'ERS 


F. D. writes: What is meant bv 
a cold abscess in tuberculosis of 
ih e spine? 
REPLY 
In tuberculosis of the spine the 
pus that accum ulates m ay gravi­ 
tate to a distant point in an attt'mpt 
to escape from the body. The first 
indication that this has occurred 
comes when an abscess develops 
beneath the skin in the region of 
the groin 
This is the cold abscess. 


T IR E D LEGS 


Mrs. J . writes: Am 65 and work 
as a domestic. Some nights my 
leg* feel a* though they weighed 
t UUU pounds and when I get to 
taxi the calves arc so sore I can't 
find a comfortable position. What 
can be the cause” 
REPLY 
This is real fatigue and at your 
age indicates you are doing more 
than your share of work 


AINES FROM DEST 
L. E writes: Can a person with 
sinus trouble due to house dust 
expect any relief from shots? 
R E PL Y 
Sinus discomfort resulting from 
allergy to dust is difficult to over­ 
come but desensitizing injections 
ought 
to 
be 
tried. 
Meanwhile, 
household dust should be kept to a 
minim um . 
The physician should 
be consulted for information along 
this line. 


EAT THE SAME 
N. M. writes: Should people over 
SO eat more or less m eat than they 
formerly did? 
REPLY 
There is no need to change. 
The 
idea that the m eat intake should be 
reduced after 50 is a misconception 
that resulted from an old idea that 
individuals with high blood pres­ 
sure or kidney disease should eat 
less meat. 
We now know there is 
no harm in doing so if kidney func­ 
tion has not been disturbed. 


Matter Of Fact 
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DREW PEARSON on 
The Washington Merry-Go-Round 


Eisenhower Appoints First Team Men; George Humphrey Built An Industrial 


Empire; New Treasury Chief Saw Need For More Steel Hearth Capacity 


( t 4 
N ots 
T his 
Is 
lh * fir ut 
of 
a 
srrlss of W ashington Marry-O o-R ound 
colum n* In which Or*w Pearson «li*g- 
nos*s lh* El**nhow«r cabinet 
Today s 
brass ring goes lo new S«<r*'ary of 
T reasury 
Oeorge 
M 
Hum phrey i 


WASHINGTON — The m an who 
will collect your taxes in the Eis­ 
enhower adm inistration, who will 
partially 
determ ine 
how 
m uch 
those taxes are. and who will have 
a major voice in the question of 
inflation, deflation, loans to Europe 
arid borrowing at home, is a mod­ 
est. unpublicized businessman from 
Cleveland, Ohio. 
George M 
Humphrey 
the new 
secretary 
of 
the 
Treasury, 
is 
chairm an of seven big corpora­ 
tions, president of three, and on 
the ixia rd of directors of 34 They 
total 
asset* 
of 
$2 HOO .OOO. OOO— al­ 
most as much a* the national bud­ 
get prior to the Roosevelt adm in­ 
istration. 
Looking over 
Mr. 
H um phrey's 


record 
and 
hi* 
prospective col­ 
leagues in the cabinet, you come 
to this conclusion: Gen. Eisenhow­ 
er has picked a conservative busi­ 
nessm an's cabinet, 
but 
he 
has 
picked the first team. 
The general calibre of his ap ­ 
pointees is far ahead of other C O P 
administrations 
under 
Hoover, 
Coolidge, Harding. And if a con­ 
servative governm ent does not sur­ 
vive in this country it will not be 
because Eisenhower 
has 
picked 
second-raters. 
He is definitely going to bat with 
the first team . And the next four 
years under it will be among the 
most im portant in recent history. 
They will also be extrem ely im ­ 
portant—and fascinating—to watch. 
Big 
Holding 
Company 
The new secretary of the T reas­ 
ury typifies the first team . With 
alm ost no fanfare, he has built 
up one of the bigger holding corp- 
Today In Washington 


WASHINGTON — The 
American 
people voted for a change -and it 
is not too early to say that they 
are really going to get it. But they 
might as well he prepared for the 
news that, for reasons best known 
to the T rum an administration, it 
m ay take at least 12 months to 
uncover the extent of the hidden 
commitment.* 
and 
entanglem ents 
which 
constitute 
the 
socalled 
“ Washington m ess.'' 
The 
Eisenhower leadership al­ 
ready, by its selection of j>ersonne| 
and announcements of policy, has 
indicated a substantial change is 
coming in many m ajor program s. 
But on the most mqiortant problem 
of all —getting America on a sound 
fiscal basis—it is doubtful w hether 
all 
the necessary 
facts 
will 
be 
available for at least a year. 
Before the “ Washington m ess" 
can be cleaned up, the new admin­ 
istration will have to find out just 
how extensive it is. Thus, when 
President T rum an submits a bud­ 
get to Congress and announces it 
to the public, there is no way of 
knowing by reading his m essage 
what were the motivating forces 
and influences that caused certain 
items to become imbedded in the 
budget. It took the T rum an bureau­ 
crats' more than six months to pre­ 
pare the budget 
announced 
last 
week. Also, for the last 20 year* 
many items were approved which 
have been accumulating as a part 
of every annual budget and have 
not t»een seriously questioned 
Barking Iii* Policies 
When Mr. T rum an says defiant­ 
ly that the budget cannot be m a ­ 
terially 
reduced 
or 
a 
bnlance 
achieved right away, he is merely 
expressing his unwavering support 
for certain spending policies which 
the new 
administration will not 
em brace at all. 
For 20 years now the drive has 
been to sjiend and spend. What­ 
ever tho political or social justifi­ 
cation for an appropriation, 
the 
New Deal and F air Deal adminis­ 
trations cam e up every year with 
the statem ent that nothing could 
be cut and that taxes should be 
raised. With customary cynicism, 
tt e successive Democratic adm in­ 
istrations challenged Congress to 
, do the cutting, knowing full well it 
w asn't equipped to do it Even with 
the consolidation of appropriation 
comm ittees in recent years, the 
m em bers cannot possibly learn the 
facts of budget life in the course 
of any congressional session. 
Only the executive branch of the 
governm ent can really cut a bud­ 
get. The surgery has to be p er­ 
formed months and months ahead 
of the presentation of a budget »o 
Congress, when the items are up 
for 
prelim inary 
consideration. 
Much more im portant is the de- 


By* DAVID LAWRENCE 


cis ion as to spending policy as a 
whole. 
Strange as it m ay seem, there 
has never been a formal defini­ 
tion of the federal function. The 
idea seem s to have grown up th at 
the federal function includes every­ 
thing for which federal money can 
be silent and for which the tax­ 
payer will 
supply 
the revenues. 
The taxpayer is helpless to protest 
and. while in recent years various 
taxpayer associations have arisen 
to question federal expenditures, 
no commission or board has been 
set lip to advise Congress on the 
limits of the federal function. The 
Eisenhower group and some m em ­ 
bers of Congress are talking about 
setting up such a commission. It is 
long overdue. 
But even without the studies that 
some day will enable Congress ‘o 
set a limit on the scope of its 
spending and to advise the states 
and cities what their responsibili­ 
ties arc, it is apparent that tha 
federal laws which authorize the 
spending of money for any and all 
pu riloses need revision. Money is 
still 
being 
spent every year 
to 
carry out laws passed a hundred 
years ago. These are not question­ 
ed because Congress by statute has 
specified certain federal activities. 
Constitute Luxuries 
If in the next 12 months the fiscal 
“ m ess'’ 
in 
Washington 
can 
be 
cleared up to the extent at least rf 
advising Congress as to the facts 
about 
the 
federal 
responsibility 
and what spending should be term ­ 
inated. a rem arkable job will have 
been done. Many items in the bud­ 
get every year are “ worthwhile.” 
but they constitute luxuries today 
rn the face of heavy’ military ex­ 
penses. 
There 
are D em ocrats 
in Con­ 
gress who will exhibit impatience 
and try to convey the impression 
that cam paign pledges are usually 
fulfilled within a week or two after 
Inauguration Day, but the Ameri­ 
can people, as the facts about the 
several “ messed* in Washington 
are 
revealed 
in 
the 
next 
few 
months, will be happy indeed if by 
the end of one year their newly 
elected officials will have obtained 
all the basic information on gov­ 
ernm ent finances. Then the next 
three years can be devoted to a 
reversal of the spending habit that 
started in 1933 and which has never 
abated since. Small wonder that a 
Democratic 
President 
says 
tho 
budget can't be cut—he really be­ 
lieves it because m any items in the 
buget. 
including 
some 
so-called 
m ilitary items, have become sac­ 
rosanct during the last 20 years. 
They will lose that sacredness in 
the coming administration. 


(C M y rish l. l«S3. 
New York Herald Tribune, lac I 


orations of the nation. The M. A. 
Hanna Company, which he heads, 
controls the biggest coal company 
in the world, steam ship compan­ 
ies. steel mills, rayon factories, 
vast ore deposit*, a sugar com­ 
pany. and one of the biggest banks 
in Cleveland. 
This background has the advan­ 
tage of bringing great ability to 
government, but it also puts a 
cabinet 
m em ber 
under 
constant 
fire for possible favors to his own 
far-flung companies. In the past 
three weeks, for instance, two com­ 
panies owned by the future secre­ 
tary of the T reasury received tax 
write-offs of more than $22 000,000. 
One tax write-off was on an iron 
ore project in Dickinson County, 
Michigan, 
on 
which 
the 
Hanna 
Coal and Ore Co. got a 75 per cent 
tax amortization on a $11,345,000 
investment. The other was a 70 
per cent write-off on $22,000,000 to 
the Hanna Coal and Ore Co. in 
Douglas County, Ore., for ferro* 
nickel facilities. 
Fortunately for 'Mr. Humphrey, 
these tax concessions were grant­ 
ed by a Dem ocratic adm inistra­ 
tion 
But later, when he becomes 
secretary of 
the 
Treasury, 
and 
when 
his 
m any 
companies 
and 
their subsidiaries com e up for gov­ 
ernm ent benefits, as is inevitable, 
the situation m ay prove e m b a rr­ 
assing. 
This is one reason why Senator 
Rvrd o f Virginia, no critic of either 
Eisenhower or big business, wants 
to question Ike’s cabinet officers 
regarding their enterprises and get 
a record o f their investments. 
Second Andy Mellon? 
No one quite like Humphrey has 
sat in the cabinet since the days 
of Andrew W. Mellon. 
Born 
in 
Michigan 63 years ago. H um phrey 
began life as a small town Michi­ 
gan lawyer, 
cam e to Cleveland 
where he joined the M. A. Hanna 
Company, founded by the famous 
—sometimes infamous—Ohio polit­ 
ical boss who was the power be­ 
hind President McKinley. At that 
tim e the Hanna company was pri­ 
m arily engaged in 
hauling 
ore 
down from the Mesabi Range in 
G reat Lakes ore boats and deliv­ 
ering it to the steel companies 
of Ohio and Pennsylvania. 
Humphrey, 
however. 
saw 
no 
reason why his company should 
not process the ore as well as de­ 
liver it; so, just before the de­ 
pression. he put together the Na­ 
tional 
Steel 
Company. 
There 
couldn’t have been a worse time 
to start 
a 
new 
steel 
company. 
Nevertheless. 
National 
Steel 
not 
only w eathered the storm better 
t.ian any other steel company, but 
was generally admitted to have 
been ablest managed. 
About this time it becam e ap­ 
parent that George H umphrey had 
an 
extraordinary 
gift 
for 
judg­ 
ment. In fact, some of his com­ 
petitors claimed it was a gift of 
prophecy. 
During the depression, 
for in­ 
stance, the most profitable part of 
the average steel com pany was the 
tin-plate division. 
And 
National 
Steel, of all the steel companies, 
had the greatest 
percentage 
of 
tin-plate capacity. H umphrey had 
built the com pany with the tin­ 
plate shortage in mind 
The steel industry also woke up 
to find that their biggest custom er 
was the Detroit automobile indus­ 
try, But they also woke up to find 
that 
Humphrey 
was 
ahead 
of 
them. He had set 
ip his G reat 
L ik es steel corporation right in 
Detroit for that purpose 
Another exam ple: At the height 
of the NRA period, the steel com­ 
panies decided in their NRA code 
to limit the building of open hearth 
furnaces to the num ber already 
..tarted by each company. They 
didn’t w ant m ore furnaces built. 
But after the code had been adop­ 
ted. other steel companies discov­ 
ered th at H um phrey had predict- 


Arthur Godfrey Story 


WASHINGTON 
By a narrow margin, the dyna­ 
mic foreign policy of the Eisen­ 
hower administration is not. after 
all, to be enriched by the celebrat­ 
ed 
comedian, 
Arthur 
Godfrey. 
Judging by the Hooper ratings, the 
appointment would have been pop­ 
ular. 
By any test, it would have 
been spectacular. 
But it is not to 
go throi/gh. 
Even so, the incident is not with­ 
out interest. 
In brief. President­ 
elect Eisenhower and his secretary 
of 
State-designate, 
John 
Foster 
Dulles, are getting together a spe­ 
cial 
committee 
to 
consider 
the 
problems of psychological warfare. 
There has been much talk of reach­ 
ing out to the peoples behind the 
iron curtain. 
The comm ittee is to 
decide what to do about it. 
The first two proposed m em bers 
of the new comm ittee were William 
Jackson, former deputy director of 
the Central 
Intelligence Agency, 
and C. D. Jackson, publisher of 
“ Fortune" magazine. 
The ques­ 
tion then arose of Defense D epart­ 
ment representation. 
The nature 
of the projected committee was ex­ 
plained to Defense Secretary-desig­ 
nate C. E. Wilson, and he was 
asked to nam e a m an to speak for 
him. 
He proposed Godfrey, on the 
theory that “ Godfrey knows how to 
reach the mass mind." 
Considerable consternation was 
caused bv the idea of co-opting a 
public entertainer, however popu­ 
lar and admirable, for this sort of 
assignment. 
In the end, the God­ 
frey 
idea 
was 
dropped. 
Other 
m em bers of the committee, as of 
now, are likely to be Robert Cutler, 
the Boston lawyer-banker turned 
aide to Eisenhower; form er Secre­ 
tary of the Army Gordon G ray; 
Abbott Washburn, of the Commit­ 
tee for a Free Europe, and Barklic 
McKee Henry. 
Two Kind* Of Meaning 
The intention to develop the pro­ 
jected com m ittee’s program in a 
very active way is indicated by 
other personnel plans. 
In brief, 
William Jackson is likely to go on 
from the projected committee to 
the directorship of the Psychologi­ 
cal Strategy Board, or whatever 
substitute body the new committee 
proposes. C. D. Jackson will quite 
probably become an assistant sec­ 
retary of State with special duties 
concerning the Soviet and satellite 
areas. And there is talk that Wash­ 
burn will be named a White House 
adm inistrative assistant. 
All 
this is interesting enough. 
But the Godfrey story, though sad­ 
ly abortive, is certainly the most 
interesting plum in the whole pud­ 
ding. 
It has. broadly speaking, 
two different kinds of meaning. 
First. Godfrey himself is certain­ 
ly a splendid entertainer, and by 
all report a courageous, decent and 
sensible m an. 
The fact rem ains 


that his experience of the complex 
problems of foreign policy is, to 
say the least, pretty limited. 
In 
proposing Godfrey, one cannot help 
but feel that Secretary of Defense- 
designate Wilson showed himself a 
sufferer from the Bryan illusion. 
This is a view of the human 
requirem ents 
of national policy­ 
making that was once voiced by 
the late William Jennings Bryan. 
With his voice grating with r a g r ^ 
Old Sen. C arter Glass used to tell 
the story: “ Do you know what that 
fellow Bryan once said to me? 
He 
once said that any m an with real 
goodness of heart could WTite 
i 
banking act.” 
The Bryan illusion, 
if it creeps into defense or foreign 
policy, can produce very odd, not 
to say very horrible, consequences. 
Second, the suggestion of God­ 
frey also betrayed another rather 
common error, best described as 
BBD&Oism, if one m ay borrow the 
initials of some deservedly famous 
hucksters. BBD&Oism is the notion 
that dem ocracy can be peddled to 
less enlightened breeds of men by 
the sam e brilliant techniques which 
serve to sell soap flakes, deodo­ 
rants. tea, automobiles and other 
necessities and semi-necessities of 
the American way of life. 
Different Techniques Needed 
Unfortunately, this is not true. 
D emocracy cannot be peddled like 
soap flakes. There are. moreover, 
a series of highly difficult and deli­ 
cate questions involved in the kind 
of program the new committee is 
to draw up. From the standpoint 
of simple communications, for in. 
stance, the Kremlin is strengthen­ 
ing the iron curtain every day and 
every week. Are the vast expendi­ 
ture* worthwhile, that are needed 
to overcome the Soviet radio ja m ­ 
ming. microwave transmission and 
other iron curtain m easures? 
Again, it is wise to m ake a great, 
immediate effort to promote resist­ 
ance m ovem ents in the iron cur­ 
tain countries, when resistant* who 
are discovered will only be con­ 
demned to the dreadful fate of the 
Poles in the prem ature Warsaw 
uprising against Hitler? And sup­ 
pose there is Tito-ism in one of the 
satellites—say Czechoslovakia. 
It 
is now known, quite positively, that 
the Red arm y will move to stamp 
out th£ next satellite government 
that snows Tito-ist tendencies. Are 
we prepared to move our forces 
too, in order to protect these new 
Tito-ists? 
These are not questions that can 
be answered by the techniques pre­ 
valent 
in 
advertising 
agencies. 
These are not difficulties that can 
be 
overcome 
by 
“ reaching 
the 
m ass mind” of the enslaved peo­ 
ples in the way that Arthur God­ 
frey 
reaches 
m any 
American 
families. 
It is naive, amazingly 
naive, to make such supositions. 
And this kind of naivete can be 
dangerous in the extrem e. 
rn 
K op vrlght. 1953. 
New York Herald Tribune, Inc > 
These Days 


An Historical Reminder 


Winston Churchill said that his 
relations with Roosevelt “ gradual­ 
ly becam e so clone that the chief 
business between our two countries 
wa* virtually conducted by these 
personal 
interchanges 
(by 
some 
1700 
c ab le s’ 
between 
him 
and 
me. 
. 
C h urchill.in 1939 wanted Roose­ 
velt to believe that if France and 
England 
were 
conquered. 
Hitler 
would move im mediately against 
the United States. However, when 
G reat Britain was apparently de­ 
fenseless and G erm any had actual­ 
ly taken France. Hitler stopped at 
the Channel and dared not cross it. 


Before 
Centre** 
declared 
w ar, Roosevelt, under the ter­ 
rific pressure of Churchill and 
basing hi* action* on an old 
Matute of May 12. 1917, had 
figured a wav to supply the 
British without *uhmitting to 
the authority of Congrea*. Act­ 
ing Attorney General Francl* 
Biddie conveniently ruled that 
the secretary of War had the 
rieht to sell surplus w ar sup­ 
plies to “ any cornoratlon or 
individual upon such term s aa 
may he deemed hest.” General 
George Marshall had supplies 
sent hut Hitler’s m arch was 
swifter than anticipated. 
On 
May 26. 1946. Beligum fell and 
the road wa* open to France. 


Churchill wanted over-age Amer­ 
ican 
destroyer*. 
Roosevelt 
cwt 
first refused. 
In a note to Sum ner 
Welle*, dated June I. 1940. Roose­ 
velt said: 
“ Any exchange for American de­ 
stroyers probably inaeeeptable be­ 
cause of enormous sea area which 
must he patrolled bv us and would 
require congressional action which 
might be very difficult to get. Our 
old destroyers cannot be sold as 
obsolete as is proved bv fact. All 
of them are now in commission 
and in use or are in process of 
being 
commisRioned 
for 
actual 
use ” 
This annoyed Churchill no end 
He wrote the prim e minister of 
Canada, Mackenzie King: 
“ . . . not to let Americans view 
too 
complacently 
prospect of 
a 
Pritish collapse, out of which thev 
‘the 
G erm ans i 
would 
get 
the 
British fleet and the guardianship 
of the PHtish E m p ire.” 
Churchill’s argum ent w a s that if 
G erm any took France, 
the 
day 
might rom e when G reat Britain 
would be forced to surrender or 
scuttle the british Beet and then 
the United States would be help­ 
less. 


ed this would happen and already 
had laid dowrn enough- new hearth 
capacity to last National Steel for 
the next decade, 
<CV»pvr1fM 1*4*. 
By The Bell Syndicate, Inc.) 


By GEORGE E. SOKOLSKY 


Roosevelt had a very difficult 
time with Churchill before the 
election of 1940. 
It will be re­ 
called that Roosevelt was sup­ 
posed ta keep this country out 
of 
war 
then, 
hut 
Churchill 
wrote him on June 15. 1910, 
that Europe was moving down­ 
ward so fast that it was pass­ 
ing” , . . beyond the control 
of American public opinion ” 
And. of course, he made tho 
point that lf he. Churchill, fell, 
another British cabinet might 
give the British fleet to Hitler. 
Ile apparently did not think 
much of his countrymen. 


The sum total of this agitation 
was the destroyer deal. 
On June 
IO. 1940, Senator Sheppard intro­ 
duced a bill authorizing the W; r 
D epartm ent to exchange unservice­ 
able or surplus m aterials for others 
of which there was a scarcity. 
Senator David I. Walsh countered 
by a bill forbidding the limitation 
or reduction in the size of auf 
navy. 
The act of June 26. 1940. 
embodied 
the 
ideas 
of Senator 
Walsh. 
Churchill continued his 
active 
but 
secret 
pressure 
on 
Roosevelt, always with the slogan 
that the British fleet might fall to 
Hitler. 
Finally a cabinet meeting 
was called at the White House on 
August 2. 
On this I wish to quote 
“ Back Door to W ar.” by Charles 
Callan Tansill: 
“ There was no doubt in Church­ 
ill’s mind that 
any 
transfer 
of 
American 
destroyers 
to 
Britain 
would be a 
decidedly unneutral 
act by the United States.* 
It 
would justify a declaration of war 
by Hitler. 
Such action would be 
^Twnently agreeable to Churchill 
who 
would 
ardently 
welcome 
American 
help 
in 
the 
struggle 
against 
the 
dictatorship*. 
But 
the situation had to be handled 
carefully. 
When 
Lord 
Lothian 
(August 61 cabled that the Presi­ 
dent was exceedingly anxious for 
a 
pledge that 
the 
British 
fleet 
would not be turned over to the 
G erm ans in the event that Britain 
fell. Churchill refused to give one. 
The British nation would ‘not to J 
rate any discussion of what we 
should do if our island were over­ 
run.’ 
It would be best to couple 
the transfer of destroyers with the 
lease of naval and air base* in 
Newfoundland and on some British 
islands in the Caribbean." 
The deaj for bases and destroy­ 
ers finally went through. 
Of this 
Professor Edw-m Borchard of Yale 
said: 


“ To the writer there Is no 
possibility 
of reconciling 
the 
destroyer deal with neutrality, 
with the United State* statutes, 
• r with international law.” 


Churchill is a wonderful opera­ 
tor when it comes to advocating 
his country’s interest 
(Cofwrrlgtit I***, 
King Features Syndicate, inc ) 
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P IV E 
Parking Policy Conditions 
Assailed By Local Grocer 


A 34-year-old grocer yesterday 
became the second person m a 
week to blast Police Department 
policy m regards to parking. 
Robert J. 
Burkey. 
166 
North' 
Centre Street, told Magistrate J. I 
Milton Dick m Police Court that' 
“ We never had any trouble before | 
this administration’’. 
He was re-| 
ferring to four tickets issued him 
since November for i^ arking on red 
lines near his store. 
Burkey explained that he needed 
parking space for loading and un­ 
loading. and Magistrate Dick ad­ 
vised him to take his problem' 
before the Mayor and Council. The 
defendant shot back: 
“ It’s a wa.ste of time to go before I 
the Mayor and Council” . Burkey I 
said, adding he understood others; 
took a similar course but received 
no results or satisfaction. 
Then the grocer reported that 
at least one out-of-town farmer has 
refused to deliver produce to his 
store because of the lack of park­ 
ing fa<^ ilitics for unloading 
“ Who 
wants to carry a side of beef two 
blocks?*’, Burkey asked. 
j 
Fines Suspended 
I 
Magistrate Dick then pointed out i 
that he has “ no authority to change 
the 
(parking) 
ordinance” , 
and 
gave Burkey suspended fines total­ 
ing $5. 
j 
Prior to Burkey’s protest, W.{ 
Arnold 
Gunther, 
state 
bacterio­ 
logist, and Robert E . Dean, man­ 
ager of the Hygienic Sanitation 
Company here, testified in connec­ 
tion w^ ith parking violations. 
Gunther 
had 
been 
issued 
12 
tickets dating back to last .Tune. 
He explained that “ no one knows 
the score about the present sit­ 
uation” . 
About 18 months ago. Gunther 
stated, he wa.s grajited permission 
to park in an area behind police 
headquarter.s. 
He lost hi.s space 


to other vehicles and was forced 
to park elsewhere. 
Decision Today 


Magistrate Dick took his case 
under advisement and aeked him 
to report today for a decision. 
Charges against Gunther included 
parking on red and yellow lines. 
Dean testified he has six vehicles 
operating out of Cumberland. He 
stressed the need for parking space 
to allow driver« to pick up orders 
and 
equipment 
before 
starting 
work daaly. 


Two of the company’.'^ machines 
were tagged for {larking on a 
yellow line. 
Fines for both of- 
fen.scs were suspended. 
Magistrate Dick advised Burkey 
and Dean to find other parking 
accommodations. 
A spectator during the proceed­ 
ings was Miss Margaret H. Neu- 
majin, State Health Department 
nurse who gave the department a 
tongue-lashing last Tuesday when 
she appeared to answer a charge 
of illegal parking. 
Tlie nurse had remarked that 
“ Police Department policy makes 
Cumberland sound like a one-horse 
town” . 
She was fined $1 on the 
traffic charge. 


Two Persons Hurt 
In Auto Mishaps 


1 
Mrs. Rosella Karnes. 31. wife of 
Calvin 
Karnes. 
142 
Humbird 
Street, was 
admitted 
to Sacred 
Heart Hospital Sunday night with 
injuries suffered in an automobile 
accident on Oidtown Road 
Attaches said the car driven by 
the woman overturned. 
She sus­ 
tained lacerations and bruises of 
the face and legs. 
Her condition 
is satisfactory. 
In another traffic mishap, John 
Rowe. 70. of 230 Union Street, re­ 
ceived leg bruises when he was 
struck by a car at the intersection 
of Oidtown Road and Maryland 
Avenue Saturday night. 
The op<'rator, Lawrence C. Leid- 
Mnger, 42. of 28 Somerville Avenue, 
said the elderly man stepped in 
front of his vehicle. 
No charges 
were filed. 


Cash Stolen From Home 


Former Principal 
Of LaSalle Is III 


A former principal of LaSalle 
High School ha.i been relieved of 
his duties as president of St, John’s 
College High School in Washington 
because of ill health. 
Brother 
E. Clement, principal 
here in li)46 and 1947, is being suc­ 
ceeded at St. John’s by Brother 
Dominic Luke, who wa.s the com­ 
mencement sjx>aker at LaSalle’s 
exercises last June. 
Brother Luke, who has frequent­ 
ly visited hiTc, IS a native of New 
Haven, Conn. 
He has been on 
the faciil|y of St. John’s as English 
instructor since 1946. and was pre- 
(Vibusly president of LaSalle Col­ 
lege. Philadelphia, and had .served 
on the faculty of St. Thomas Col­ 
lege, now the University of Scran­ 
ton. 
Brother Luke celebrated his 
twenty-fifth anniversary as a Chris­ 
tum Brother in Novembt'r. 


Keyset Briefs 


The W'omen’s Sticiety of Chri.st- 
■ lan Service of Grace Methodist 
Church will hold its regular month­ 
ly meeting Thursday at 7:30 p. m. 
with Mrs. V. D. Twigg presiding 
at the biusiness session. The Jan­ 
uary Division will conduct devi> 
‘ tion&. 
The regular monthly meeting of 
Mrs. Bane’s Sunday School Class 
¡of Grace Mcthixlist Church will In? 
held in.stead of the banquet, which 
;has been 
indefinitely postjxmed. 
The meeting will V>e held Fririav at 
7:30 p. m. at the home of Mrs 
I Robert Mi Bride, 101 E Street. 


Rere^s REAL FAST relief for 
SKIN TROUBLES 
Zeiin » —» d o c to r’* h ig h ly m ed icated an - 
U aep ttc— p ro m p tly reliev e« itch , » to p * 
scratch in g an d to aid s fa ster h ealin g o f 
au rface sk in an d acalp 
"m mm m m g m 
tro u b le s !--------------------^ A i l L m 
M 


Vlarriage Licenses 


Victor Carmen Lupis, 138 W’csit 
Kairvicw Street, Piedmont. W Va,, 
and 
Alice 
Elizabeth 
Wallbank, 
Boulevard Apartments, 
Donald Thomas Rickey, 336 Sev­ 
enth Street, Baltimore, and Mar­ 
garet 
Holierta Posch, 5.*iO North 
Mechame Street. 
Jack David Lewis, 250 Coltitnlua 
.Stiret. and Cleona Estolla Dickcn, 
this city. 


Ufis Junior Miller, Valley Road, Thomas, 323 Water Street. Sv«r«t^ 
and 
Waniietla 
May 
Lc.slic. 
109 
North Cedar Street. 
~ 
Edvtard R. J. Hoffman, RFD 3, — 
—— 
Somerset, 
Pa , and 
Mary Jane 
Boyer, (¡ray. Pa, 
Kenneth Wayne Fox and Nelda 
Jean Snyder, Ixith Roekwfxxl. Pa. 
Gerald W’hiling Bl.iiid, Mouth of 
Senaca, W, Va , and Virginia Irene 
Summerfield, Harman, W' 
Va 
James Merle Crawford, New En- 
d e r p i ISC, P a , and Helen Aliene 


NeedalnotiK 
AlimstEmyliiilit? 


THmi r»ly mi sato, mil vmgmtmbim 
DR.EDWARDS’t2K». 


More than 77 million board feet 
of lumber and timber are used 
annually by the Canadian nickel 
indu.strv. 


Looking 
with Luke 


spoHtss rooms - 


S«nsiM« rotos Indud« radio 


Mo«y rooms with T«l«¥Ísiofi 
¥AF¥ 
NEW YORK 


ON TIMES SQUARE AT RADIO CITY 


»ntrt l»«it M|( . l i d t l i d M MJMtiaiM 


$50 To $100 Cash 


For January Shopping 


May Be Obtained Now 


By Local Residents 


In view of January «Kappinf ap - 


portwnitia*. »ol«», «tc., th« local effic* 


• f 
Aetna 
Finance 
Co. 
i« 
inviting 


w orthy 
fom ilie* 
and 
individual* 
te 


le m e in and obtain $50 to $100 cath 


•t once for »hopping purpote*. 


The money i* a vailab le en nome 


•niy. 
O ne 
vitrt 
nece**ary. 
A rrange­ 


ment* 
m ay 
be 
m ade 
by 
phene 
if 


de*ired. 


la rg e r 
am ount* 
up 
to 
S3bO 
are 


•i*e 
availab le 
te 
the*e 
wi«hing 
to 


«en*elidote 
their 
bill* 
and 
arrange 


|u*t one cem fertable paym ent at ane 


place each manth. 


lo c a l 
recidente 
a n d 
peaple 
in 


nearby 
taw n* 
wiehing 
t# 
u*e 
ihi* 


eervke, call #r *ee the Aetna affKe, 


N. Centre St., ground fleer, phene 


129 3. 
--A d v . 


Lloyd J. Butler. 1021 Rolling Mill 
Alley, notified jxilice Sunday that 
his home wa.s entered between 10 
a. m. and 12 30 p. m. 
Butler said an intruder broke 
a glass in a first floor bedroom 
window and ransackt'd a dresser 
drawer, taking $7.50 from a box. 
Authorities said the thief discard­ 
ed the Ixix on a bed and fled. 
j 
Beware Coughs 
From Common CoMs 
That HANG ON 
CrcomulMon relieves promptly bccau.se 
I it goes into the bronchial system to 
help loosen and expel germ laden 
phlegm and aid nature to soothe and 
heal raw, tender, inflamed bronchial 
membranes. Ciiiarantced to please you 
or money refunded, C rcomulsion ha.s 
sttxxl the test of millions of users. 
CREOMULSION 
••licvM Caiigh«, C li«*t C old*. A c u t * B ro n ch itis 


• Bed Pons 


. . . in stock 


including 


• Wheel Choirs 


• Back Rests 


• Crutches 


• Cones 


• Invalid Cushions 


11 111! 1 
1-l-l-b 1-l-l-l-H -t-bl-1 I * 


IF YOU HURRY . . . 


THERE'S STILL TIME TO OPEN YOUR 1953 
Christmas Club Account 


LIC H TEN STEIN S 


Medical Arts Pharmacy 


Samuel Wertheimer, B, Sc. 


33 North Liberty Street 


“ Cumberland’s Oldest Pharmacy” 


In Any of These Amounts 


TO RECEIVE 
DEPOSIT 
$ 25.00 ......................... 
50c weekly 
50.00 ........................ $ 1.00 
100.00 
2 .00 
150.00 ...................... 
3.00 
” 
250.00 ...................... 
5.00 
” 
500.00 ........................ 
10.00 
” 


'IT 
FA Y S 
TO 
D O 
S U S IN IS S 
IN 
C U M S fS lA N D ” 
NATIONAL BANK 


CUMBERLAND. MO. 


M i M i t i r . 0 . I . e. 


b » H l- i- t i I b-t-1 I 
| i».! -». ! . . ! H -f t-M I » » I I I 't"» I I b-H- l-l -I I i 


WOLF FURNITURE'S 
Special Combination Offer FOR 10 DAYS ONLY 


For real estate 
optometrists 
sewing machines 


or any other product or 
service you need for tho 
home or busine.ss, 
look first in the 
Y E L L O W P A G E S of your 
Telephone Directory. It’s 
fhe quick, easy, 
convenient way to fmd 


almost anything you want. 


THE CHESAPEAKE t POTOMAC 
TELEPHONE COMPANY 
or lAlTIMORE CITY 


U. s. No. 1 Pa. 
POTATOES 


79c 
$2.49 


15-lb. peck 
50-lb. bog 


FRESH 
Calif. Carrots 
2 
31c 


A&P 
Large Prunes 


2-ib. 
Pkg. 45c 


P IC T S W E IT 


FRO ZEN 
Mixed Veg 
2 ’i “ 39c 


P R IM E 


FRO ZEN 
Lima Beans 
2 S : 49c 


FA N C Y 
Fresh Kale 
21c 


FLO RIDA SEEDLESS 
Grapefruit 
55c 


PICTSW EET 


FROZEN 
Broccoli Spears 
Itr 27c 


PICTSW EET 


FROZEN 
Brussel Sprouts 
nr 29c 


FULL SIZE COASTER WAGON FILLED WITH YEAR'S SUPPLY OF SOAP 


Th ii it ■ itrong, »uFwtantially-built, all-metal wagon finiibetl in bright red. 


Disc wheels with balloon rubber tirea. An ideal play wagon for the childrco. 


Get this Deluxe Coaster Wagon 
filled with Laundry Soap 
AT WOLF'S WITH YOUR NEW 


NEW 1953 SPEED QUEEN WASHER 


This it a brand new, 1^ 53 mijdel Speed Queen with full 


capacity 
porcelain tub, adjuitable 
pressure 
wringer 
with 
instant safety release, aluminum tangle proof agitator, over­ 


size * /4 h.p electric motor lubricated for life, automotive type 


gears, quiet bell drive, easy-rolling, rust-prtx>f casters, white 


baked enamel finish. Maximum guarantee. 


Complete « 
for only 
. 95 
109 


$5.00 OOWN 
AND YOUR OLD 
V/ÄSHER DELIVERS 


WOLF'S HAS A 


CHARGE ACCOUNT 


FOR EVERY FAMILY! 
46 BALTIMORE STREET 
PHONE 70 


Phone 4600 for o WANT AD Taker 
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BIVE 
Parking Policy Conditions 
Assailed By Local Grocer 


A 34-year-old grocer yesterday 


became the second person in a 
week to blast Police Department 
policy rn regards to parking. 


Robert 
J . 
Burkey, 
166 
North 
Centre Street, told Magistrate J. 
Milton Dick in Police Court that 
"W e never had any trouble before 
this administration” . 
He was re­ 
ferring to four tickets issued him J 
since November for parking on red 
lines near his store. 


Burkey explained that he needed 
parking space for loading and un­ 
loading. and Magistrate Dick ad­ 
vised him to take his problem 
before the Mayor and Council. The 
defendant shot back: 


" I t ’s a waste of time to go before 
the Mayor and Council” , Burkey I 
said, adding he understood others 
took a sim ilar course but received 
no results or satisfaction. 


Then the grocer reported that 
at least one out-of-town farm er has 
refused to deliver produce to his 
store because of the lack of park­ 
ing facilities for unloading 
"W ho 
wants to carry a side of beef two 
blocks?” , Burkey asked. 
Fines Suspended 


Magistrate Dick then pointed out 
that he has "no authority to change 
the 
(parkingi 
ordinance” , 
and 
gave Burkey suspended fines total­ 
ing $5. 


Prior to Burkey’s protest, 
W 
Arnold 
Gunther, 
state 
bacterio­ 
logist, and Robert E . Dean, man­ 
ager of the Hygienic Sanitation 
Company here, testified in connec­ 
tion vflth parking violations. 
Gunther 
had 
been 
issued 
12 
tickets dating back to last June. 
He explained that "no one knows 
the score about the present sit­ 
uation". 
About 18 months ago, Gunther 
stated, he was grafted permission 
to park in an area behind police 
headquarters. 
He lost his space 


NewM's mf 
Popular 


2000 spotless rooms - 


Sensible rotes include radio 


Mony rooms with Television 


~ 
im o T E I 
TAFT 
I.'SofhV.: NEW YORK 


OK H M H SQUIRE t i II0 I0 C I U 


UMI M|r • I *| I |,* | IM ■ !«!(,a w 


to other vehicles and was forced 
to park elsewhere. 
Decision Today 


Magistrate Dick took his case 
under advisement and leaked him 
to report today for a 
decision. 
Charges against Gunther included 
parking on red and yellow lines 


Dean testified he has six vehicles 
operating out of Cumberland. He 
stressed the need for parking space 
to allow' drivers to pick up orders 
and 
equipment 
before 
starting 
work dajly. 


Two of the company’s machines 
were 
tagged 
for 
parking 
on 
a 
yellow line. 
Fines for both of­ 
fenses were suspended. 
Magistrate Dick advised Burkey 
and Dean to find other parking 
accommodations. 
A spectator during the proceed­ 
ings was Miss Margaret H. Neu- 
mann, State 
Health Department 
nurse who gave the department a 
tongue-lashing last Tuesday when 
she appeared to answer a charge 
of illegal parking. 
Tile nurse had remarked that 
"Police Department policy mantes 
Cumberland sound like a one-horse 
town” . 
She was fined $1 on the 
traffic charge. 


More than 77 million board feet 
of lumber and timber are used 
annually by the Canadian nickel 
industry. 


Looking 
with Luke 


$50 To $100 Cash 


For January Shopping 


May Be Obtained Now 


By Local Residents 


In v ie w a f Ja n u a ry 
(hopping 
op­ 


p o r t u n is t , ta lo t, OH , tho local office 


• I 
A etn a 
Finance 
Co. 
it 
inviting 


w o rth y 
fantrliot 
and 
in d ivid u al* 
ta 


tam o in and ob tain $50 ta $100 cath 


•t onto fa r (h o p p in g p u rpatot. 


Tho 
m oney 
it a v a ila b lo 
on 
nom# 


Only. 
O n a 
vitrt 
n o co ttary. 
A rra n g e ­ 


m ent* 
m ay 
bo 
m odo 
by 
phono 
if 


d o m e d . 


la rg e r 
am ount* 
up 
to $300 
are 


a lto 
a v a ila b le 
to 
th e ta 
w ith in g 
to 


te n te lid a ta 
their 
M ilt 
and 
a rra n g e 


Jut* one com fortable p aym en t a t ana 


p lace each month. 


lo c a l 
re tid e n tt 
an d 
people 
in 


n e arb y 
to w ne 
w ith in g 
to 
Ute 
Hut 


tervice, coll or too tho Aotna office, 


41 N. Centre $t.( ground floor, phono 


$393. 


-—A d v. 


Two Persons Hurt 
In Auto Mishaps 


Mrs. Roselle Karnes. 31. wife of 
Calvin 
Karnes, 
142 
Humbird 
Street, was 
admitted 
to Sacred 
Heart Hospital Sunday night with 
injuries suffered in an automobile 
accident on Oldtown Road. 


Attaches said the car driven by 
the woman overturned. 
She sus­ 
tained lacerations and bruises of 
the face and legs. 
Her condition 
is satisfactory. 


In another traffic mishap. John 
Rowe. 70, of 230 Union Street, re­ 
ceived leg bruises when he was 
struck by a car at the intersection 
of Oldtown 
Road and Maryland 
Avenue Saturday night. 


The operator, Lawrence C. Leid- 
inger, 42, of 28 Somerville Avenue, 
said the elderly man stepped in 
front of his vehicle. 
No charges 
were filed. 


Cash Stolen From Home 


Lloyd J. Butler, 1021 Rolling Mill 
Ailey, notified police Sunday that 
his home was entered between IO 
a. rn. and 12 30 p. in. 


Butler said an intruder broke 
a glass in a first floor bedroom 
window and ransacked a dresser 
drawer, taking $7.50 from a box. 
Authorities said the thief discard- 
ed the box on a bod and fled. 
Beware Coughs 
From Common Colds 
That HANG ON 
Oeomulsion relieves promptly because 
it goes into the bronchial system to 
help loosen and expel germ laden 
phlegm and aid nature to soothe and 
heal raw, lender, inflamed bronchial 
membranes. Guaranteed to please you 
or money refunded. Oeomulsion has 
stood the test of millions of users. 
C R E O M U L S IO N 


•tlirvot Cough*. Chott Colds, AcuU Ironchitn I 


Former Principal 
Of LaSalle Is III 


A former principal of LaSalle 


High School has been relieved of 


his duties as president of St. John s 


College High School in Washington 


because of ill health. 


Brother 
E. 
Clement, 
principal 


jhere in 1946 and 1947, is being suc­ 


ceeded at St. John s by Brother 


Dominic Luke, who was the com­ 
mencement speaker at LaSalle's 
exercises last June. 


Brother Luke, who has frequent­ 
ly visited here, is a native of New 
Haven, Conn. 
He has been on 
the facugy of St. John's as English 
instructor since 1946. and was pre­ 
viously president of LaSalle Col­ 
lege. Philadelphia, and had served 
on the faculty of St. Thomas Col­ 
lege, now the University of Scran­ 
ton. 
Brother Luke celebrated hts 
twenty-fifth anniversary as a Chris­ 
tum Brother in November, 


Keyser Briefs 


The Women's Society of Christ­ 


ian Service of Grace 
Methodist 


Church will hold its regular month­ 


ly meeting Thursday at 7:30 p. rn. 


with Mrs. V. D. Twigs presiding 


at tne business session. The Ja n ­ 


uary Division will conduct devo­ 
tions. 


The regular monthly meeting of 
Mrs. Bane’s Sunday School Class 
of Grace Methodist Church will be 
held instead of the banquet, which 
has 
been 
indefinitely 
postponed. 
The meeting will be held Friday at 
7:30 p. rn. at the home of Mrs 
j Robert M cBride, 101 E Street. 


Here’s REAL FAST relief fer 
SKIN TROUBLES 
Zem o~a doctor * highly medicated *n- 
liAeptic— promptly relieve* itch. *top» 
scratching and to aid* feater healing of 
surface akin and acalp 
rn* a e 
troubles! 
------- 1* I t 
l f l U 


Marriage Licenses 


Victor Carmen Lupis, 138 West 
Fairview Street, Piedmont. W. Va., 
and 
Alice 
Elizabeth 
Wallbank, 
Boulevard Apartments. 


Donald Thomas Rickey. 336 Sev­ 
enth Street, Baltimore, and M ar­ 
garet 
Roberta Poach. SSO North 
Mechanic Street. 


Jack David Lewis, 250 Columbia 
Street, and Cleona Estella Dickon, 
this city. 


Otis Junior Miller, Valley Road. Thomas, 323 Water Street, Everett. 


and 
Wa anotta 
May 
Leslie. 
109 I *a 


North Cedar Street. 


Edward R. J. Hoffman. R FD 3. 


Somerset. 
Pa , 
and 
M ary 
Jane 


Boyer, G ray, Pa. 


Kenneth Wayne Fox and Nelda 
Jean Snyder, both Rockwood, Pa , 
Gerald Waiting Bland, Mouth of 
Seneca, W Va , and Virginia Irene 
Then rely on tufa, aff vegetable 
Summerfield, Harman, VV. Va. 
i 
Jam es Merle Crawford. New En-, 
' terprise, 
Pa., and 
Helen 
Allene 


Need a Laxative 
Almost {very Niqht? 


Than rely on toto, all ve g* tabla 
DR. EDWARDS'rfttH* 


ICH R 
NEE 


• 
a 
a in stock 


• Bed Pan$ 


including 


• Wheel Choirs 


• Bock Rests 


• Crutches 
] ^ 


• Canes 


• Invalid Cushions 


l-b-FhH -h-H -l -l l l-i l l -l -l--bHhf-H -i-H »h-l-l-H-+4-+-H-4--H~M--l-l-l -l I I I I I H -l -H I H 
I ■H - H -frH -hM -I I 


IF YOU HURRY . . . 


THERE S STILL TIME TO OPEN YOUR 1953 


Christmas Club Account 


L IC H T E N S T E IN S 


Medical Arts Pharmacy 


Samuel Wertheimer, B. Sc. 


33 North Liberty Street 


"Cumberland * Oldest Pharm acy” 


In Any of These Amounts 


TO RECEIVE 
DEPOSIT 
$ 25.00 ......................... 
50c weekly 
50.00 ........................ $ 1.00 
” 
100.00 
2.00 
" 
150.00 ...................... 
3.00 
” 
250.00 ...................... 
5.00 
500.00 ........................ 
10.00 
” 


"IT PAYS TO DO SUSINtSS IN CUMBERLAND 
NATIONAL BANK 


CUMBERLAND. MD. 


MIMIIR 1.0 I C 


f-f d -f- H -H - f 'H 
I I - H 4 I + H - I H - I K 
H 
I H H W 
I 
I H 
-M 
I !■+ ■»■ I I i t-t l I U 
t I I l l I 


WOLF FURNITURE S 
Special Combination Offer FOR 10 DAYS ONLY 


For real estate 


optometrists 


sewing machines 


or any other product or 


service you need for the 
home or business, 


look first in the 


YELLO W PA G ES of your 


Telephone Directory. It's 
the quick, easy, 


convenient way to find 


almost anything you want. 


A 
\ THE CHESAPEAKE & POTOMAC 
J TELEPHONE COMPANY 
OF lA'TIMORE CITY 


U. S. No. I Po. 
POTATOES 


79c 
$2.49 


15-lb. peck 
50-lb. bog 


FRESH 


Calif. Carrots 
2 £ 31c 


A&P 


Large Prunes 


2-lb. 
Pkg. 45c 


PICTSWEET 
FROZEN 


Mixed Veg 


2 10-ox. 


pkgs.139c 


PRIME 
FROZEN 


Lima Beans 
2 
49c 


FANCY 


Fresh Kale 
IIT 21c 


FLORIDA SEEDLESS 
Grapefruit 


8 lb. 
Bag 55c 


PICTSWEET 
FROZEN 


Broccoli Spears 
ST 27c 


PICTSWEET 
FROZEN 


Brussel Sprouts 
ST 29c 


FULL SIZE COASTER WAGON FILLED WITH YEAR'S SUPPLY OF SOAP 


This it a strong, substantially-built, all-metal wagon finished in bright red. 
Disc wheels with balloon rubber tires. An ideal play wagon for the children. 


Get this Deluxe Coaster Wagon 
filled with Laundry Soap 


AT WOLF'S WITH YOUR NEW 


SPEED 
QUEEN 
% 


NEW 1953 SPEED QUEEN WASHER 


This is a brand new, 1933 model Speed Queen with full 
capacity porcelain tub, adjustable pressure wringer with 
instant safety release, aluminum tangle-proof agitator, over­ 
size V4 h p. electric motor lubricated for life, automotive rype 
gears, quiet belt drive, easy-rolling, rust-proof casters, white 
baked enamel finish. Maximum guarantee. 


WOLF'S HAS A 


CHARGE ACCOUNT 


FOR EVERY FAMILY I 


$c n n n n u / M a n d y o u r o ld 
5.00 DOWN 
WASHER DELIVERS 


46 BALTIMORE STREET 
Co. 


PHONE 70 


SJX 
THE 
CUMBERLAND 
NEWS. 
CUMBERLAND, 
M D.. 
TUESDAY. 
JA N U A R Y 
13 . 
19 5 3 
Phone 4 6 00 for o W A N T AD Taker 


Jeanette Kirkwood To Be 
Honored By Marg aret Bog ie 


Miss M argarot Bogie is entertaining with a pre-nuptial party and 
miscellaneous shower in compliment to Mi>s Jeanette Ktrkw<K>d, 
T hursday. It is being held in tlu Ixmaeoning American Legion home 
•it 8 p. m. 
♦ 
* 
Miss Bogie is to b« ' the maid of 
here. Her f i a n c e , .on 
o f Mr 
honor for Miss Kirkwood when she ;,jid Mr.-., Frank Mover 
Luke 
n 
becomes th(> 
bride 
of 
Don 
(1 
employed 
by 
the 
Wist 
Virginia 


Mover, F ebruary 28. The wedding 
ceremony will be .solemnized in the 
A 
‘■ 
First 
Methodist 
('hurch, 
l» na- 
coning, at 2 30 p. m. 
The bride-elect, daughti'r of Mr. 
and Mrs. ('harles KirkwcKid, I/)na- 
coning, is employed in the offici* of 
the 
Kelly-Springfield 
Tire 
Com- 
slrearneis. The miniature urn 
brella favors also are of pink and 


A j j p r o x i r n a t e l y f)0 gue:,t,= a i f ' 
a t ­ 


t e n d in g . 


being carried out by Mi; 
ftogie 
in 
her 
decorations. 
The 
.how» r 
gift; 
will be arrang» '» ! around a 
bride doll, beneath a blue and pink 
urnbu lla with a shower of mat< h 


Personals 


FAY SCHELL 
(Iraduate of 
Petersburg High School 
and 
C atherm an’s Bu.siness SchtHil 
F.mployed liy 
Isaac D, Smith 
Insurance and Attorney-at-law 
I’etersburg, W. Va. 


NEW CLASSES 


DAY . . . FEB. 2 
NIGHT . . FEB. 3 
YOU 
Con become sufficiently 
skilled to be commercially 
employed after only . , , 
4 MONTHS 


In 
Cothermon's 
N ight 
School. In this tim e you 
con acquire training in 
Theory of Accounts 
Bookkeeping 
Typewriting 


You con receive details 
of this work by sending in 
the coupon below. 


Na m# ............................................................... 


A ddrcii 
.............................................................. 


Ttltphon# 
.......................................................... 


Approved for Cf 
Tra inin§ 


No t o n uno mp lo ytd g ra d ua l» 


lo r » ig ht» » n 
j» #or„ 


CATHERMAN'S 
Business School 
TrlrplHiiK» tMiii 
i uiiih rrla iid. 
M d 


Mr 
and Mis. rilenn F 
Miwire, 
(’hicago, an* .standing a ten » lay 
vacation with thiur |» aM'lits 
Mis. 
M aig an't Lrdow, W14 M« )titgomery 
Av<Tiue, and M i‘ . Lauia M<a» ie, 
R02 Central Avi 'i ni v 
Pefi 1 Staiigle, Route 1. Hidg*dey, 
IS irnt>r» » vmg in Sa» r« *d Heart Ho.s- 
i|)ital, where hi- i.s a .vurgieal fja- 
I tient 
Jam es (¡lenn. 431 N» >rfh M* » han- 
,ic .Stiiud, i.s a fiatient in Miunorial 


I llos|iital. 
Mis 
Lewi.s Q Cowherd, 301 I)« *- 
iralur Street, i.s a |jatu-nt in King.s’ 


Pad d leford 
W ins Master 
Iham p ionship 


.1 I) Paddleford win.s the .Mast« T 
Indivuiual 
chami)ionshit) 
of 
th» - 
Western Maryland Bridge As.soeia- 
lion with a 
■- orr of 128 ."S and an 
avi r.ige of 01 2 
All 
rmunbers 
of 
th< 
W» stern 
Marylanfl Bridge A,sso» iati» » n hav­ 
ing 20 or more full Ma.'-ter P» >int- 
rom(>et< d 
Then- w» -r*' 32 “ m as­ 
ters” tJaying .30 ta>ards, with a tot» 
of 
-»‘vi'n 
»<11 « s'tch txiard and an 
av» r,ig» ' 
of 
lOfj, 
A. 
D. 
H<s» » '<)X 
reiK>rts 
Secfjod plac» - winner was Rich­ 
ard Schwab with 123 5 and an av» T- 
ag<‘ of .38 8 
Third plac*' wa.s H 
Lasfiaway Shor« *s, K« *y.ser with 122 
' I)lu; and an average of 58 3 Fourth 
fila» »• was ('¡» ■org» ' B» ift/irf with 121 
|)|us arifl an average of .57 8 
In Si'ction H a spiuial 
H» )w» H 
m<iv» rn» 'nt was u.s<'» i and Mrs Wil­ 
liam A, DfHiglas and .Mr.s 
Frank 
Hot! won first t>l:'i‘-. sce» .nd jilace 
was 
w<» ri 
hy 
J» <hn 
Srhaidt 
an» l 
H» ‘rnaif! Mc<Ir<‘« vy. 
3'unight at 8 [> rn , th» - Ihitomac 
Vaih-v 
Hridg» - (lub will 
i<lay a 
s|>» -eial gam» >, also the •» erii-s gam« - 
IMay will b*' m the Fllk.-i ( ’lub. South 
Centre Sfre*-t. 


Daiight» '!' 
Hospital, Martiristiurg, 
W. Va , folUiwing an auto a« » id« 'nt 
N» -w Y e a r’* Five. Her (» mdition is 
reiMtrb’d g» K>d 


Beth Jacob W om en's Leag ue 
To Plan Activities Tonig ht 


The Wom« >n’s League of B*>lh Jacob Congregation will hold the 
rne» ting, originally sch» dul» -d for the sixth, t» <night. it 
i s t o be 
at 8 15 
in the v» *.stry r» X)m, with Mrs David Kauffman presiding. 
IMans f» >r the congregational 
------ 
- --------------------------- 
stallatmn dinn» -r are to be formu- I » ical will me« ’t at 7 30 tfimorrow 
lab d and a cfjmmitte» - of the Wo- at the T eam i'ter’s hall. 
m<n's League to .s*‘rve ap{Xiinled. 
Th» * dinniT will be F eb ruary 8 
(i» *orgi* 0« .sip will tie inducted a.s 
David Kauffm an, vice 


Officers will he elected by th» 
Double M Club at the meeting 
, 
, 
.. 
tomfirrrjw 
in 
F’airview 
Avenue 
,,n.s,d,.n , 
I)av,d K auffm an, 
m crrat.on 
h u ll. 
pr« *sidenl, H arry Stem, secretary, 
and 
Moe 
Sack.s. 
treasur« *r. 
Th<* Plan.* for the anniversary parly, 
tru.ste» -.s are Adfilph Hirsch, HoFxrt will lie m ade by the Young Busi- 
F'riedland and Dr. Sam uel Jacob-: nes.s Women'.* Club at the meeting 
s» >n 
Uimorrow night in Central YMCA 


A date for the Donor dinn« r is 
Cresaptown 
PTA 
wilf 
m e e t i 
to l>e selected abso. 
T hursday at the school 
i 
The group will 
discuss having Ttie T ravelers Aid 
Siiciety will 
a rum m ag e .sale later thi.s month m eet at 10 a. m , tomorrow in the 
in the vestry rrxim. Other activities, city hall auditorium, 
are to la* di.scuss« ‘d. 
, 
Narrow.s Addition weekly card 
party will lie held at 8 tonight in 
lh<; I » immunity center. 
Amoma 
Bible 
cias.s 
of 
F'irst 
Baptist Chureh will m eet with Mrs 
f.aSalle .M» » ther.s 
Club will m eet Walter 
Alexander, Kli>sterman'.s 
at 8 tonight in the Siieial Center, 
t Additmn at 7 :30 bmight. 
The Vera Filinn S<K-iety of World 
Public Lay Health Council meet-j 


Social Chart 


Service will rne« ‘t at 7 45 t» might 
at the tiome » if Mrs. J» ihn S, Cfxik, 
Ji , 1101 H'llland Strei*t. 
The Fixecutive eom m ittee of the list Church will m» :*et at 7 .30 
Bedford 
Road 
Fbimomakers 
will night at the church. 


ing i.s scheduled for tonight in the 
county Fjuilding. 
IxKimis Fbble class of F’irst Bap- 
t<>- 


EVERY DAY A SENSATIONAL SALE DAY 


meet at 7 .'W tonight at the h» » me 
of Mrs. Thom as fViyle, Bedffird 
ftiiad. 
F'irst P resbyterian ('hurch Sew­ 
ing (Ir» iup will m eet at 10 a. m. 
tomorr» iw in friendship hall. 


Willing 
Wfjrkers 
Clas.s 
of 
St 
F’aul’s I.utheran ('hurch will me<*l 
at 7 .10 tonight in the Sunday schtxil 
rcKirn. 
P ast Councilors Cir le of Pride 
of 
Allegany, 
110, 
Daughters 
of 
Union (Jrove H om em akers Club America will m eet at 8 tomorrow 
will m eet at 7 45 tomorrow » •vening nig h t at the (Jirl Scout house. 


150 BALTIMORE at GEORGE 
SPECIAL 
Tuesd ay and Wed nesd ay Only! 


LADIES’ 
SPORT SHIRTS 
Variety of Styles 
Solids, Stripes, Fancy 


Reg. $1.98 


a t the home <if Mrs. Fidgar Vande- 
grift, Bedhird fliiad. Mrs. Leonard 
Sweitzer, Mr*. Lester O ’Neal « nd , fj^urch, 
' Mrs. F'red Purnell are to be the 
hostesses, 
fllue Cross insurance 
will lie due. 


j 
The Tri Stat* Chapter, (iold Star 
i MoUiers Inc , will m eet at 7 .30 
: tiinmrrow night in the A merican 


i Legion home. A full attendance is 
^ requested 
! 
Mrs. 
John 
Metzger 
i* 
to 
be | 
hostess to the Cum berland Alum- 
I 
nae Chapter. Alpha Sigma Alpha i 
tom» irrfiw night at her h» )me. Brad- : 
, dock Road, 
j 


1 
RA tx» ys »>f F'irst Baptist Church I 
will meet at 6 30 tonight at the i 
annex. 


('umF)erland WCTU will m eet at 
1 45 
today 
in 
F irst 
Methodist 


WIFE PRESERVERS 


Town Creek 
Board Elects 
Floyd Buser 


F'loyd Buser was elected presi­ 
dent of the Town Creek Planning 
Ekiard at the meeting recently at 
his home. Other officers are E dg ar 
Matthews, 
vice 
president, 
Mrs. 
iietly 
Slider, 
.secretary-treasurer, 
An article abodit Ez.ra T. Benson. 
Utah, secretary of agriculture, was 
r» ad by Mrs, Stella Apple. The Na­ 
tional 
F’arm 
B ureau resolutions, 
p« *rtaining to price support, was 
di.scussed. 


Announcement was m ade of the 
election of (Jene Teler. Oldtown, as 
secretary-treasurer of the 
F'arm 
Bureau. He wa.s elected at the re­ 
cent meeting of the board of di- 
rectors. 


G irlsChoose 
ProjectThem e 


The ('alherine Eye Girls of Mel­ 
vin Methodist Church .selected their 
th<‘m» > and project at the meeting 
recently at the home of B arbara 
Weaver. 
Sharon Day pre.sided and “ Be- 
cau.se We Have Been so greatly 
Blest,’’ was chosen as the theme. 
For the monthly project the group 
will write a letter to Catherine 
Eye. 
The group 
sang, 
“ In 
the 
G arden,” and “ I’m F'lne Oh L ord.’’ 
Donna N orthcraft read the Scrip­ 
ture and F'dith S treet read a letter 
from Catherine Eye. 
Concluding the meeting refresh- 


Mr., Mrs. Fred eric Gutheim 
To Be Honor Guests A t Lunch 


Mr. and Mrs. Jo.seph W Miller are entertaining in honor of M r. 
and Mrs. F'rederic Gutheim, Mount E phraim , at 
1 2:30 o'clock, T hursday, 
with a luncheon in historical Clary Club, which was used as a hospital 
during the Civil War. 
♦ 
----------------------- 
Mr. Gutheim will be the speak- 
Other guests 
a t thè luncheon 
er at the general meeting of the are 
m em bers 
of 
Mrs. 
Miller i 
,,, 
. 
i o 
> 
1 
1 
committee 
and 
their 
husbands. 
W om an’s C.V.C Club at 2 o clock, 
in 
E m m anual 
Episcopal 
parish 
Mrs. William A. 
house. Author of “The P otom ac,” ¡>,ug!as, Mr. and Mrs. Ralph R. 
he has chosen as his topic the his- Webster. Mr. and Mrs. Haydn But­ 
tery of Western M aryland in its 
Smith, 
. .4 
Mr 
and Mrs. 
Frank W. Spoerl 
application to the present day^ Mr. 
j 
Gutheim 
is being introduced by 
- 
... 
Mrs. Miller, chairm an of the Pre- 
‘ servation of M aryland Antiquities 
group of the club, which is spon­ 
soring the program . 
Selections from “ M aryland My 
M aryland,’’ will be sung by the 
Choral Group of the club. 


Textile Workers 
To Nominate Officers 


Local 
18 7 4, 
Textile 
Workers 
Union 
of 
America 
iCIO), 
will 
nominate officers and m ake elec­ 
tion plans at two meetings this 
week. 
'The first is scheduled W» 'dnesdav 
at 7 :30 p. m. in Textile Hall and 
the following morning at 10.30 in 
the sam e place. 


ment.s were 
served 
by 
B arbara 
W eaver and Ruth Ann Souders. 
O thers 
present 
were 
B arbara 
Deal, Arlene Hardinger, M arjorie 
H ardinger, 
Jeanette 
McDonald. 
Joyce Reed, M artha Rice, Donna 
Willison, 
Loui.se 
Perdew , 
Doris 
Day, Wilma Phillips and Donna 
Stum baugh, 


Footer Offers 1-Hour Dry 
Cleaning Service at La Vale 


Monday thru Fridoy until 3 P. M . Saturday until Noon 
Mod« PossibI« by Modern Dry-Cleaning Equipment 
Harry F O O T E R 
and Company 


Reed & Ba rtpn 


Und#r our Club r b n you com onjoy 


u«ing fino china, g lo tt, »lorling and 


p lo ttd tilvor . . , for at littio at (1.00 


w aakly 
par 
placo 
toHing. 
rattorn 


ih ow n . . , Atk wt about dotailt. 


rottor 


$29.50* 


For 6 -Pioco Placo Sotting 


Ftd. 
Tax 
Int. 


A heat lamp, placed a few feet 
away from wet paint, will dry it 
’I'he auxiliary <1 the C arpenter’s i gui» *kly. 


La 
Vale 
Plont, 
Route 
40 
above 
Stote 
Police 
Borracks 


Cumberland 


Stores 
I“ 
/ so 


3é 
North 
Lihorty 
Stroot 
obovo Liborfy 
Thoatro 


South Contro Stroof ocrM * from Tolophono Building 


30* 
V irg in io 
Avonuo 
oppooito South 
En»4 
Post OHw o 


JANUARY 


SERVE YOURSELF and SAVE 
9 9 


DOES AN AMAZING 


JOB of FOOD-BUYING 


FLOUR 


PILLSBURY 


ROBIN HOOD 


GOLD M EDAL 


2S Lb. 
Bag — 
$2.09 


M orn in g 
Bracer 
COFFEE 


3 lb. bog 1 lb. bog 
*2“ 
77c 


Potkad 
By 
Canaral 
fo o d t 


P o tk ttt af 


M oaw alt 
H outt 
Coffao 


BELMONT 
MILK 
6 c": 79c 


TEEN QUEEN 
Margarine 


Golden Quarters 
2 ,B. 39c 


U. S. No. 1 Penna. 
Potatoes 
15 *,i 77c 


100 lb. bo9— $4.99 


GREEN PEAS 
9 


No. 303 
Cons 99c 
GREEN BEANS 
- t ; . . 7 


No. 303 
Cons 99c 
BUTTER B E A N S rr 8 


No. 303 


Cant 99c 
CORN 
wZul?;,.;: 
6 


No. 303 
Cons 99c 
Mixed Vegetables 
8 


No 
303 
CO I 


Am anean 


SaauTy 99c 
Tomato Paste =». 10 


6 O i. 
Cons 99c 


P 
U 
r D 
D 
i r C 
Trovers« 
C 
U n L lllllL O 
Sour Pitted J 


No. 2 


Cons 99c 
CHOPPED HAM s.*. 2 


12-0i. 


Cons 99c 
TOMATO JUICE .iJ.. 4 


46 -Ox. 


Cons 99c 
NAB SCO 
4 
Phgs. 99c 
TUNA FISH 
c , 4 


6 0 i . 
Cons 99c 
CATSUP 
6 


14-Ot. 


Btls. 99c 
DOG FOOD 
.’ix 
12 


1-Lb. 


Cons 99c 


Bacon Sq uares 


Pork Liver.... 


lb. 9 9 c 


">• 99c 


c;.‘L Beef 
. . 
I Ibt 99c 
10 wiNfotv srefST 
te if AAIKIMC 


Reader's Digest tells 
you how to save money 
with nonfat dry milk! 


(Sec “ Mo re Milk fo r l^css Mo ney ,” p. 119 ) 


ÍTORlAfi 


/J tM£ AÁ£ X¿ £ (ß J jd liA C i u u yu fp t d jU j iM îlh, 


q iv ^ tfotu qood, ttêaLtk f^ut 


FDRONiy QO A QUART 


Sfarlac is made by Borden — dnd y o u kno w wha t tha t na me mea ns 
o n a ny milk prinluct. It 
is y o ur a >sura ncc tha t Sta rla c no nfa t dry milk is 
ma de o f to p-qua lity milk fro m tested herds o nly . 


I x cept fo r the fa t. Bo rden g ua ra ntees Sta rla c to g iv e y o u the sa me qua l­ 
ity a nd qua ntity o f B v ita mins, pro teins, ca lcium, a nd o ther milk minera ls 
y o u g et in the finest milk. Yet Sta rla c v o sts y o u o nly 
9r a qua rt. 


TV» g et to p-qua lity no nfa t milk fo r drinking , co o king a nd ba king , pick up 
so me Bo rden’s Sta rla c a t y o ur g ro cer’s tix la y . Just a dd ba ck wa ter— bea t 
o r sha ke. 


1 « Gra nd fo r drinking ! With mea l* o r 
2 » Ma rv elo us fo r ct$o king a nd ba king * 
3 , I ike lea n mea t, Bo rden’s Sta rla c it filled 
sna cks! Keep a t lea st a qua rt in ret rig - 
eia to r a t a ll tunes. 
I \ e It in Muces, pies, ca kes, co o kie*, 
a nd in a ny recipe ca lling fo r milk* 
with v a lua ble B v ita mins, pro teins, ca l­ 
cium, a nd o ther milk minera ls. 


Sta rla c o to p-qua lity milk fro m tested 
herds, minu-. the wa ter and fa t. Pro tein- 
pr» » iected, to o . (lua ra nteed by Rtirden's 
Ga tr g TARLAQ QÒ If Ouky Cf f t oCj s/f kl 
• ru* 
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Jeanette Kirkwood To Be 
Honored By Margaret Bogie 


M iss M argaret Bogie is entertaining with a pre nuptial p arty and 
miscellaneous shower in compliment to Miss Jeanette Kirkwood, 
Thursday. It is being held in the Ixinaconing American le gion home 
a t t p. rn. 
♦ 
Miss Bogie is to be the maid of panv here. Her fiance, son of Mr. 
honor for Miss Kirkwood when she 
becomes the 
bride 
of 
Don 
G 
Moyer, February 28. The wedding 
cerem ony will be solemnized in th* 
F irst 
Methodist 
Church, 
Lona­ 
coning, at 2 30 p. rn. 
The bride-elect, daughter of Mr. 
and Mrs. Charles Kirkwood, I/ma 


and Mrs. Frank Moyer 
Luke, is 
employed 
by 
the 
West Virginia 
Pulp and Paper Mill. 
A blue and pink color schenru is 
being carried out try Mi; 
Bogie 
in her 
decorations. 
The 
shower 
gift: 
will be arranged around a 
bride doll, beneath a blue and pink 
coning, Is employed in the office of umbrella with a shower of match- 
the 
Kelly-Springfield 
Tire 
Com- 
stream ers. The miniature urn 
................... 
- brella fa von also are of pink and 


m m n h w m w m m l j m m m h b blur’. 
Approximately 50 guests are at­ 
tending. 


Personals 


Mr. and Mrs. Glenn K 
Moore, 
Chicago, are s|>cndmg a ten day 
vacation with their parents, Mrs. 
M argaret Enlow, 004 Montgomery 
Avenue, and Mrs. Laura Moore, 
002 Central Avenue 
Peter Stangle, Route I. Ridgeley, 
is improving in Sabred Heart Hos- 
j pita I, where he is a surgical pa- 
I tirrit. 
Ja m es Glenn, 431 North Mechan­ 
ic Street, is a patient in Memorial 
i Hospital. 
Mrs l^ w is Q Cowherd. 301 De­ 
catur Street, is a patient iii Kings’ 


FAY SCHELL 


G raduate of 
Petersburg High School 
and 
C atherm an’s Business School 
Employed by 
Isaac D. Smith 
Insurance and Attorney-at-law 
Petersburg, W. Va, 


NEW CLASSES 


DAY . . . FEB. 2 
N IG H T . . FEB 3 
YOU 


Can become sufficiently 
skilled to be commercially 
employed after only . , , 
4 MONTHS 


in 
Cathermon's 
Night 
School. In this time you 
con acquire training in 
Theory of Accounts 
Bookkeeping 
Typewriting 


You can receive details 
of this work by sending in 
the coupon below. 


Noms 
.................................................. 


Addrest 
....................................... .. 


Telephone .......................................................... 


A pproved lo t G I T rain in g 


N o t on unem ployed g ra d u a te 


lo t eig h teen y e a r: 
CATHERMAN^ 
B utine** School 


T elep h o n e thin 
< urn b n Unit, 
Md 


Paddleford 
Wins Master 
Ihampionship 


J D Paddleford wins the M aster 
Individual 
championship 
of 
the 
Western M aryland Bridge Associa­ 
tion with a score of 128 5 and an 
average of Bl 2 
All 
m em bers 
of 
the 
Western 
Maryland Bridge Association hav­ 
ing 20 or more full Master Points, 
competed. There were 32 “ m as­ 
ters” playing 30 boards, with a top 
of 
even on each board arid an 
average 
of 
105, 
A 
D. 
Heacox 
reports. 
Second place winner was Rich­ 
ard Schwab with 123 5 and an aver­ 
age of 58 8 
Third place was H 
Gassaway Shores, Keyser with 122 
I plus and an average of 58.3 Fourth 
place was George Bottorf with 12! 
plus and an average of 57 8 
In Section B a special Howell 
movement was used and Mrs. Wil­ 
liam A. Douglas and Mrs 
Frank 
Hob won first place; second place 
was 
won 
by 
John 
Bernard McGreevy. 
Tonight at 8 p. rn., 
Valley 
Bridge Club 
special game, also the series gam e 
Play will be in the Elks Club, South 
Centre Street. 


Daughters Hospital, M artinsburg. 
W. Va,, following an auto accident 
New Y ear's Eve. Her condition is 
reported good. 


Schaidt 
arid 


the Potomac 
will 
play a 


Beth Jacob Women's League 
To Plan Activities Tonight 


The W omen’s League of Beth Jacob Congregation will hold the 
meeting, originally scheduled for the sixth, tonight. It is to be at 8 15 
in the vestry room, with Mrs. David Kauffman presiding. 
the congregational 
-------------------------------------— 
... 


stanation dinner are to Im- formu- I oral will m eet at 7 IK) tomorrow 
lated and a com m ittee of the Wo- A\ the T eam ster s hall. 
m .n ’. i l « « * U> J«r»e .p p o in u d 
^ 
Th., d in n ir will br fe b r u a r y ( 
M Club „ th(, m M llng 
George 0»sip will lie inducted 
„ ,morrow 
F airv ,„w 
A vtnue 
president; 
David K auffm an 
vice 
b a l l o n hall. 
president; H arry Stein, secretary; 
and 
Moe 
Sacks, 
treasurer. 
The 
Plans for the anniversary party 
trustees <ire Adolph Hirsch. Robert will lie m ade by the Young Busi- 
Friedland and Dr. Samuel Jacob- ness Women’s Club at the meeting 
son 
I tomorrow night in Central YMCA 


A date for the Donor dinner is 
Cresaptown 
PT A 
w ilf m e e t 
to ta* selected also. 
Thursday a t the school 
The group will discuss having 
The Travelers Aid Society will 
a rum m age sale later this month meet at IO a. rn., tomorrow in the 
in the vestry room. Other activities j city hall auditorium, 
are to be discussed. 
N arrow s Addition weekly card 
party will be held a t 8 tonight in 
Social Chart 


LaSalle Mothers Club will meet 
at 8 tonight in the Social Center. 
The Vera Blinn Society of World 
Service will m eet at 7 45 tonight 
at the home of Mrs. John S. Cook, 
Jr., HOI Holland Street. 
The Executive com m ittee of the 
Bedford 
Road 
H om em akers 
will 
meet at 7 30 tonight at the home 
of Mrs. Thom as Boyle, 
Bedford 
Road. 
F'irst Presbyterian Church Sew­ 
ing Group will m eet at IO a. rn. 
tomorrow in friendship hall. 
Union G rove H om em akers Club 
will meet at 7 45 tomorrow evening 
at the home of Mrs. E dg ar Vande- 
grift. Bedford Road. Mrs. Leonard 
Sweitzer, Mrs. la s te r O ’Neal and 
Mrs. F’red Purnell are to be the 
hoc teases. 
Blue Cross 
insurance 
will be due. 
The Tri Stats Chapter. Gold Star 
Mothers Inc., will m eet at 7:30 
tomorrow night in the American 
leg io n home. 
A full attendance is 
requested 
Mrs, 
John 
Metzger 
is 
to 
be 
hostess to the Cumberland Alum­ 
nae Chapter, Alpha Sigma Alpha 
tomorrow night at her home, Brad­ 
dock Road. 
RA boys of F'irst Baptist Church 
will meet at 6 30 tonight at the 
annex. 
The auxiliary of the C arpenter’s 


the comm unity center. 
Amoma 
Bible 
class 
of 
First 
Baptist Church will m eet with Mrs 
Walter 
Alexander, 
K iosterm an’s 
Addition at 7:30 tonight. 
Public Lay Health Council m eet­ 
ing is scheduled for tonight in the 
county building. 
Loomis Bible class of F irst Bap­ 
tist Church will m eet at 7.30 to­ 
night at the church. 
Willing 
Workers 
Class 
of 
St 
P a u l’s Lutheran Church will meet 
at 7:30 tonight in the Sunday school 
room, 
P ast Councilors Circle of Pride 


I of 
Allegany, 
HO. 
Daughters 
of 
America will m eet at 8 tomorrow 
night at the Girl Scout house. 
, 
Cumberland WCTU will meet at 
I 45 
today 
in 
First 
Methodist 
Church. 


Town Creek 
Board Elects 
Floyd Buser 


Floyd Buser was elected presi­ 
dent of the Town Creek Planning 
B oard at the meeting recently at 
his home. Other officers are E dg ar 
Matthews, 
vice 
president; 
Mrs. 
Betty Slider, 
secretary-treasurer. 
An article about Ezra T. Benson. 
Utah, secretary of agriculture, was 
read by Mrs. Stella Apple. The Na­ 
tional 
F arm 
Bureau 
resolutions, 
pertaining to price support, was 
discussed. 


Announcement was m ade of the 
election of Gene Teter, Oldtown, as 
secretary-treasurer of the 
F arm 
Bureau. He was elected at the re­ 
cent meeting of the board of di­ 
rectors. 


Girls Choose 
ProjectTheme 


The Catherine Eye Girls of Mel­ 


vin Methodist Church selected their 
theme and project at the meeting 
recently at the home of B arbara 
Weaver. 
Sharon Day presided and “ Be­ 
cause We Have Been so greatly 
Blest.’’ was chosen as the theme. 
For the monthly project the group 
will write a letter to Catherine 
Eye 
The group sang. 
“ In 
the 
G arden,’’ and “ I’m Fine Oh Lord.’’ 
Donna N orthcraft read the Scrip­ 
ture and F'dith Street read a letter 
from Catherine Eye. 
Concluding the meeting refresh- 


Mr., Mrs. Frederic Gutheim 
To Be Honor Guests A t Lunch 


| 
Mr. and Mrs. Joseph W Miller are entertaining in honor of Mr, 
land Mrs. Frederic Gutheim. Mount Ephraim , at 12:30 o clock, Thursday, 
with a luncheon in historical Clary Club, which was used as a hospital 
during the Civil War. 
♦ — 
....... 
Mr Gutheim will be the speak- 
Other guests 
at the luncheon 
er at the general meeting of the are 
mem bers 
of 
Mrs. 
Miller ! 
_ 
_ , 
_ 
committee 
and 
their 
husbands. 
W o m ans Civic Club at 2 o clock 
^ 
wiU ^ Mr and Mrs. Cherie* 
in 
E m m anual 
Episcopal 
parish j 
Kopp Mr and Mrs. William A, 
house. Author of “ The Potom ac,” Douglas, Mr. and Mrs. Ralph R. 
he has chosen as his topic the his- Webster, Mr. and Mrs. Haydn But­ 


tery of Western M aryland in its ler’ ‘Mr 
a,1,i 
n 
I 
. . . . . 
, , 
Mr 
and Mrs. 
Frank W. Spoerl 
application to the present day^ Mr. ^ 
m ham Hunt 
Gutheim 
is being introduced by 
Mrs. Miller, chairm an of the P re­ 
servation of Maryland Antiquities 
group of the club, which is spon­ 
soring the program. 
Selections from “ Maryland My 
Maryland.” will be sung by the 
Choral Group of the club. 


Textile Workers 


To Nominate Officers 


Local 
1874. 
Textile 
Workers 
Union 
of 
America 
(CIO), 
will 
nominate officers and m ake elec­ 
tion plans at two meetings this 
week. 
j 
The first is scheduled Wednesday 
at 7:30 p. rn. in Textile Hall and 
the following morning at IO 30 in 
the sam e place. 


merits were 
served 
by 
B arbara 
Weaver and Ruth Ann Souders. 
Others 
present 
were 
B arbara 
Deal. Arlene Hardmger, Marjorie 
Hardinger. 
Jeanette 
McDonald, 
Joyce Reed, Martha Rice, Donna 
Willison, 
Louise 
Perdew^ 
Doris 
Day, Wilma Phillips and Donna 
Stumbaugh 


Footer Offers I-Hour Dry 
Cleaning Service at La Vale 


Monday thru Friday until 3 P. M . Saturday until Noon 
Modo Possible by Modern Dry-Cleaning Equipment 
F O O T E R 
and Company 


Reed & Barton 


f (f le * lin p 


Under our Club elan yow can anjay 
u(ing fine china, glace, (tarting an d 
plated nlver , . . far a t little a ( $1.00 
weekly 
per 
place 
tettm g, 
fa tte r n 
(hew n , . , Atk u t about detail*. 


P attern (hew n . . . 


$ 29.50* 


Per 4-Piece Place Setting 


Fed. Ta* 
I n t. 


A heat lamp, placed a few feet 
away from wet paint, will dry It 
quickly. 


Lo 
Vole 
Plant, 
Route 
40 
obove 
State 
Police 
Barracks 


Cumberland 


Stores 
I s 
I so 


14 
North 
Liberty 
Street 
abave 
Liberty 
Theatre 
South Centre Street aerate from telephone Building 
304 Virginia Avenue appetite South 
la d Putt Office 


JANUARY 


I DOES AN AMAZING 


I JOB of FOOD-BUYING 


FLOUR 


PILLSBURY 


ROBIN HOOD 


GOLD MEDAL 


2S Lb. 
Bog — 
$2.09 


Morning Bracer 
COFFEE 


3 lb. bag I lb. bag 
*2“ 77c 


Packed 
Sy 
G eneral 
fe e d t 
Pock ere of 
M aiw ell H aute Coffee 


BELMONT 
MILK 
6 21 79c 


Corrolt 
County 


New 
Windsor 


Amencon 


Beauty 


TEEN QUEEN 
Margarine 


Golden Quorters 
2 ■*. 39c 


U. S. No. I Penno. 
Potatoes 
15 ii: 77c 


IOO lb. bog— $4.99 


GREEN PEAS 
GREEN BEANS 
BUTTER BEANS 
PHON 
B,ue R,d9* — 
W w l t l l 
Whole Kernel 


Mixed Vegetables 
Tomato Paste 
CHERRIES 
CHOPPED HAM 
TOMATO JUICE 
NABISCO 
TUNA FISH 
CATSUP 
DOG FOOD 


Gibb’ 


Grond Traverse 
Red Sour Pitted 


Switt's 


A - I 


Shrivers 


Gaiety Crema 


Sandwich 


Van 


Camp s 


Gibb's 


King 


Karlo 


9 
7" 
8 
6 
8 


.IO 
5 


2 ’ 
4 
4 
4 
6 
12 


No. 303 


Cons 


o. 303 


Cons 


No. 303 


Cans 


No. 303 


Cons 


Ne 
103 cen t 
A merican 
Beauty 


6 Ox. 


Cant 


No. 2 


Cont 


2 Ox. 
Coni 


46 Ox. 


Cant 


Pkgs. 


6 0 *. 


Cons 


1 4-0*. 


Btls. 


I -Lb. 


Cons 


99c 
99c 
99c 
99c 
99c 
99c 
99c 
99c 
99c 
99c 
99c 
99c 
99c 


Reader's Digest tells 
you how to save money 
with nonfat dry milk! 


(Sec “ More Milk for Ixivs M o n e y p. 119) 


Bacon Squares > Ik* 99c 


Pork Liver...> ">• 99c 


Beef.... » * 99c 


Freeh 
Ground 
IO W I N ! O W S T U I T 
t a i l P A l R H i C 


STARLAC 
/ItMjpAJuc/te 
MoufpJb cbuj m lh, 


qiuOs cfOtL qoocLt lieaW tfot 
uulh 


F O R O N L Y O O A Q U A R T 


Starlac it m ade by Borden — and you know what that name means 
on any milk product. It is your assurance that Starlac nonfat dry milk is 
made of top-quality milk from tested herds only. 


Except for the fat. Borden guarantees Starlac to give you the same qual­ 
ity and quantity of B vitamins, proteins, calcium, and other milk minerals 
you get in the finest milk. Yet Starlac costs you only 9 1 a quart. 


To get top-quality nonfat milk for drinking, cooking and baking, pick up 
some Borden’s Starlac at your grocer’s today. Just add back water— beat 
or shake. 


I . Grand for drinking! With meals or 
snacks! Keep at least a quart in refrig­ 
erator at all timet. 
2* Marvelous for cooking and baking! 3e I ike lean meat, Borden's Starlac is filled 
Use it in sauces, pies, cakes, cookies, 
and in any recipe calling for milk! 
with valuable B vitamins, proteins, cal­ 
cium, and other milk minerals. 
4. Starlac is top-quality milk from tested 
herds, minus the water and fat. Protein- 
protected, too. Guaranteed by Borden's. 


G e t S T A R L A C O b tfO td v CfiJO Q M sl 
• Ttw ■areae Cm* pea* 


Phone 4600 for o W A N T A D Toker 
DEATHS and FUNERALSOESSelects 
Committees 


THE 
C U M B E R L A N D 
N EW S. 
C U M BER LA N D . 
MD.. 
TU ESD A Y, JA N U A R Y 
13, 
19 53 
S E V E N 


J.^COB H. .%DAMS 


Jacob H arry Adams. 74. retired 


M RS. L F X IA M A TH EW S 


, 
, 
Mrs. Lelia Mathews. 57, of Park, 
sty employe, of 472 Central Ave -1 Heights, died suddenly yesterday 
A . ■ 
• 
nue, died yesterd ^ at 3:30 p. m. jat 4 30 p. m. in Sacred Heart H o a - ;/ lf I A l l ^ i r A n i l l C T 
in Sacred Heart Hospital. 
pita! shortly after being admitted, 
LUIICIvUIIIIIW 
A native of Chaneysville, Pa .i 
She was a daughter of the late | 
he was a son of the late Joseph and Bernard 
and 
Louisa 
(DeMoss» 
Ellen 
(Beck* Adams. He was 
a^o'^k'han. 
Mrs. 
Mathews 
had 
member of Chaneysville Assembly ' worked as a clerk in various stores 
of God Church and the C u m b e r- C u m b e rla n d . 
land Outdoor Club. 
| 
She was a member of St. Pat- 
Surviving are three .sons Harrv 
Catholic Church. Surviving 
n u 
* T 
Bobisnn, worthy matron, of Mar- 
Robert Leo, Palm er E. Adams. 
D an iel,............ 
y; 
two daughters. Mrs. O. 
j ¡Mathews, LaVale 
and 
John 
C. 
Hutson, Mrs. P'rancis Wood, city; 
one sister. Mrs. Mattie Ash, Flint- 
; 
„ " 
' ' ' ‘ for 
stone; two brothers. Bert Adams 
brother Robert Vincent. 
Chaneysville: Frank Adams. S 
t 
a 
u 
n 
- 
D 
e 
c 
e 
m 
b 
e 
r 
3 of 
Committees elected are; 
Audit- 
t(,n. Va - 
2(1 
arnnH.hiM..«« 
^ 
- 
| iHg. Mesdames Jen Holmes. Lettie 
The body is at Hafers Funt'ral | 
Hilda Philllp.s, Bessie Bish-; 
Home. A requiem 
mass will be "P ! Paraphernalia. M e s d a m e s 
celebrated at 9 a. m. in St. Pat- M ary Robertson, E 'la Evans. Betty 
rick’s Catholic Church with inter-; Smith. Mr. 
.lam e, M cElvie and 
Mrs. Corrine Reiber. 


Entertainment; Mesdame.s Helen 


i 


Retiring Matron 
Presented Jewel 


LO NACONING — Mr.s 
Mildred 
bl 
tha Wa.shington Chapter No, 
10. 
Order of Ea.stern Star, has chosen 
Her mother died on December 1 
committees to serve with her 


ton, Va.; 
20 
grandchildren 
eight great grandchildren. 
The tKxiy is at Hafer’s Funeral 
Home where a service will be con­ 
ducted Thursday at 2 p. m. with 
Rev. W alter M. Twig^, officiating, i 
Rose Hill Cemetery. 


Interment 
will 
be 
in 
Hillcrcst M IL L E R S E R V IC E 
Burial Park. 


Broadway Play 
Planned Today 
At Froslburg 


Beall Students To See 
''As You Like It" 


F R O S T B U R G —Vincent 
Halbert, 
principal of Real! High School, an- 


W est Virginia Legislature 
Opens Session Tomorrow 


1 
C H A RLESTO N , W. Va., Jan. 12 JP — The curtain goes up Wednes- 
|day on another 60-day .session of the West Virginia Legislature. 
The first flurry of activity in the 51st bienniel session comes to>- 
morrow night however, when party leaders caucus in secret meetings 
to chiMise offirer.s 
♦ 
When House Democrat.^ caucus 
at the .statrhouse, Del. W illiam E, 
Flannely iD-Logan> is expected to 
win a third term as speaker with­ 
out op|M>sition 


A •onte.st h.i.s develo|)ed for the 
lOOF Conducts 


p 
i I- 
n 


nounced that the Bliss Rci>ortory; senate presidencr^^^^^ 
\ 
Ih eatre w-il present Shakespeare’s I, 
ses.Mons 
bv 
W. 
Broughton 1 ^ 11/ 
As 'Sou Like It 
In the school j Johnston of f’rinceton. who did not i n f l p Q 
i p r n n n M 
auditorium today at 9 a. m. 
• 
re-election last Novemljer. 
f ▼ 
I I ^ U I I 


M RS. FRA N CLS W. WIL.SON 


A funeral service for Mrs. Mar.ie 
Ellen Wilson. 76, widow of Francis 
W. Wilson, who died at her home 
on William s Road Sunday morning. 
Will be held at the George Funeral 
Home today at 2 p. m. with Rev 
Kenneth 
Grove, 
pastor 
of 
E m ­ 
manuel Methodist Church, officiat­ 
ing. 
Interment will be in Green Mea­ 
dow Cemetery, Breackneck Road. 
The body is at George Funeral 
Home. 


K E N N E T H S. R A N D E L L S 


L U K E —Kenneth Scott Randclls,! 


Dillon, Nina M cEivie, Norma Lea 
A funerAl service for Leo D,|Bosley, Fay Brakeall; 
B y - la w s. 
Miller. 53, of Corriganville, who; Mrs. 
Mae 
Dick, 
Miss 
Grace 
died Friday night, was held yes-, Fulton, 
Mrs, 
Lettie Sm all. 
Mr 
terday afternoon at H a f e r ’s Funer-! Arthur 
Phillips 
and 
Mr. 
Jam es 
al Home with Rev. C. W. R a le y .. M cElvic. 
pastor of Evangelical United Breth­ 
ren Church, officiating. Interment 
was in 
Porter 
Cemetery 
Eller.sho. 


Official 
prompter, Mis.s Grace 
Fulton: official substitutes. 
Mrs. 
n e ar; Helen Trost, Miss Grace Fulton, 
Mesdames Jen Holmes. Jeanette 


F F A Y O l’TH HO N O RFH — Billy Walker, Easton Future Farm er of 
Am erica member, receives a cash award from H. V. Bradley, 
Am ericaJi Can Company representative, at the IS.Vt annual meet­ 
ing of the Maryland Farm Bureau in Baltim oie. 
The award aug­ 
mented the F’arm Bureau’s citation to the farm lad for his achieve­ 
ment in profiting more than $450 on less th.in two acres of tonuutoes. 
Bradley, in congratulating the Easton High Schw*! Junior, said that 
the work of F F A winners dramati^e.s their future part in the team­ 
work of farmer, fisherman, can-maker aaid canner in making 
M aryland one of the nation’s most diver.sifjed f(K»d-pnxiuction state.s. 


Fred C 
Allen 'D-Pocahonta.s i, 64- 
year-<ild Senate veteran. 


Rebekah Lodges 
Also Represented 


Pallbearers were H arry C. Wal- Boal 
;iiid 
Jean 
George; 
relief, 
ters, George Bowers, Leo Ib w ery, | M ary Phillips, Miss Grace Fulton, 
Clarence Lowery, Raymond Low-¡Mrs. Ervin I^w is. 


Sick committee. Miss 
art. Mesdames Ethel 


ery and Jack West. 


TA V LO R S E R V It r iS 


F'RO STBU RG — Services 
f o r 
George W. Taylor, 55. who died i freshmcnl 
January 5 at his home, 140 West ; Mesdames 
51. of 404 Pratt Street, died 
Street, were held Thurs-i Dob.son. 
Helen Trost; 
February, i i j 
J 
denly yesterday morning at h is^® '' afternoon at the residence. | Mesdames 
Marion 
Moore, 
A n n ;^ ^ “ ^ W 
l v l l l l l i y ^ 
attack. Mr. Ran- 
J«'"**’’ 
P«stor of j Foote, Betty Smith and M arjory 
a patient in the 
A M E. 
Church, 
and ^ Duckworth. 
i r U r n i T U r e □ O U y i l l 
For Fire Victims 


home of a heart 
dells had been a patient in the 
Potomac Valley Ho.spital, Kcvser.'^^^'- t'^orge E. Bell, pastor of John 
for 85 day.s following an auto acci- 
Methodist 
Church, 
offi- 
dent on Backbone Mountain, Sep- 
'tember 29, 
and was discharged 
Ballbearers 
were 
Richard 
Ed- 
three weeks ago. 
, wards. Jerom e 
Taylor. 
William 
He was born in Beryl, a son of Hall, H arry Carter, Herbert Cole, 
and Carl Taylor. Burial was 
the Frostburg Memorial Park. 
the late W illiam Silas and Agnes 
(Scott) Randells. He lived in this 
area all his life and was employed 
T 
F 
BA RN C O Rl) 
as a machinist for 18 years at the 
Luke Plant of the West Virginia 
Pulp and Paper plant. 
He was a 


H YN D M A N —Mrs. Lucinda M ar­ 
garet Barncord, 81, wife of T. E. 


Refreshment committee, March 
Mesdames Corrine Reiber. Clara 
Our.s, Louise Em ch and Miss Ollie 
Eichhorn; April, Mesdames Helen 
Dillon, Betty Thomas, Elsie Keyes, 
Wanda Gardner; May. Mesdame.s 
Isabelle 
Eilbeck, 
Agnes 
Miller, 
F'lora Gnndle, Fa y Brakeall. 


Potomac State Players Club 
Schedules First Activity 


S a r, S.ow-1 
K E Y S E R - T h o Playo r, O ul, of Polan.ac S..,to Soh,H,l w.ll prc.oni ¡;m r i;''p ;;;\ ;::d r ;;r ln ‘r t „ ’‘'a;7;,;d 


Dobson. BOS- Ra - t.a t p o ^ 
of ...,^3 soason, Thursday, a. * p. m., ,n .h P ; L ,v o ‘^hoo;™;;;:d 


for reserved seat.s. 


i 
Couple We(d 
In Keyser 
Ceremony 


sie Eilbeck, Hilda Phillips. Thelma 
auditorium. 
Inskeep and Martha Gnndle; re-' 
^ pre.scnted are “ Submergt'd.’' written by H 
Stuart 
committees, 
Jan uary, 
Mildred Lewis, 
Ethel 


Cottman and Le Vergne Shaw, and directed by Kenneth Haines, i 
- 
' 
— — ♦ director of dramatics who i.s .huc- 
ceeding Mrs. Gwendolyn Gilliham, 
who resigned last June; and “ The 
Professor Hoars," written by Betty 
Smith and Robert Finch, and di­ 
rected by Mis.s Sue Webster, dean 
of wumi'ij. 


The pn^uction will give Fieall i 
Contenders for the |x,.si are Sen. 
.students the opportunity to see and R„,ph j. Rean «D-Hardvi, rnajon- 
head a Broadway play. 
I,y i^^^er in 1949 and 1951. and Sen 
Leading parts will be played by 
V’irginia MattJs and F'redenc War- 
nnger. 
Miss Mattis has appeared: 
Rej^iblican caucuses are .set foi 
W E S T E R N P O R T - The officers 
on Broadway in "Season In The j ^ charleston hotel. 
Norninee.s for 
•'’d««’* 
of the lOOF and fiv# 
Sun 
and "O th ello ’* She has also , 
presiderà and House speak- Robekah Lodges were jointly in* 
oiàtf. 
in n u, in., .n 
iMUno.. 
.... 1 1^^ 
i^rotne minority leaders of •'dialled at a public installation Sat- 
the two chamber.s. 
urday night at Bruce High School 


Del Cecil Underwfiod ( R-Tvler) 
members 
and 
' fi[uosl S 
IS seeking a third term as Hou.se 
‘ 
minority leader. 
He is being o{> 
^^e officers who wore in.stailed 
jxtsed by Del, George F. Benoke '^ore from Colfax Rebekah I xhI rc 
(R-Ohiot 
and Del. J . C. 
Powell : L Cumberland. Adam Thompson 8. 
' R-Pleasant.si, who held the job Honaconing; Wildy 3; Mt. Savage; 
in 1941 and 1947. 
Lake Lynn 7, Mt. Lake Park, and 


11 is probable that Sen 
Davton 
'^’^«temport. 
n. Stemple ( R.B.nrtx.uri will con- 
^ 
I 
^ 
g 
^ 
wpre Chosen 
llnue as Senate minority 
l e a d e r . 
Chapel Hill 53. 
¡Cumberland; 
Barton 94, Barton; 


( fflrcr, chos,-,, at ih , c a u . w . „a k I.klea 8, Mt. I.nka Park; Poto- 


will hr (ormally oloctM the follow. 
lla irrjlo w n . and 
,0« day whan lha 
.rkislaluro con- ph,,,,, 
vcnrs. 
Iludrrt bill, Ihon will hr 
p j. „„p .,,, (-„„.harland, actod 


pul boforr Iho Houao and Sonalo 
, „ „ „ „ 
Tho pro- 


, , , ¡«'•»ni inoludod mvocallon by Thom- 


That will ho loRowod by a Jo in t,,, m . Joflcraon, B.ltim oro, grand 


aoaaion 
at 
which outgoing 
C-oy. 


Okoy I 
Piitloaon will dollvrr hl. p,, 
aiidionoo. Tho In.tallatlon 


lim ai addross. jiimming up hla four 
staff of Fort Carroll 


" n ' o '' 
,u 
I 
:i« tg o II and Crown Robokah 12 
Alter Piitloson., ,,^ooh Iho I,og-1 
tho dlrootion of Coorgo Boar. 


I’»«' 
«'■“ "'1 
o' 
Sparrowi 
until next Ihursdav, when W illiam 


toured in playing in ‘‘Dlhelio" and 
"H a rv e y ." and has won a large 
radio audienre by her sp;iearanee.s 
in such programs a.s the "Aldrich 
F a in i I y ." and "The Columbia 
Workshop.” 


W arring.'r’s most recent Broad­ 
way work ha.s included roles in 
the Theatre Guild production •‘St. 
Jo a n ," "T.im ing Of The Shrew" 
and "Getting Married " 


Halbert also stated there will he 
75 seat.s available for the general 


"Subm erged" is a tragi'dy con- 
W L S T E R N P O R T —- An 
appeal cei rung six men trap;>eri in a sub-i 
K E Y S E R — Miss Yvonne Carole 
for used clothing and furniture for rnanne al Uie bottom of the sea.iM iller, daughter of M r. and Mrs. 
two families whose homes 
in the 'p^e cast: Robert Twigg. LaVale; |Roy A. Miller, Hughes Street, be- 
v „ .v t rivv 4 8ni.n 
Ki«im 
Tri-Towns 
area 
were gutted 
by R,ehard Hishak. Pittsburgh; G e ra l;came the bride of A/3e Aaron Har- 
deliver his me.ssaRe 
Grand l!odge of Maryland- Mrs 
fire is being made by the 
organ- Mgriin, Keyser; 
Jack Menefee.|rison Wilson, Jr ., son of Mr. and the legislators. 
Bl.anche Carey. Salisbury,' presl- 


. I Burning Springs, W. Va,; Daniel Mrs. 
A. 
H. 
Wilson, 
Sr., 
S p r i n g 
_ 'There arc 100 members of the 
Rebekah Assembly of Mary- 


C. M arland—to t)C inaugurated as 
the state’s 24th governor next Mon- 
Remarks were made by Samuel 
J . Carey, Frederick, grand master 


I ization which has been set up. 


Mesdames M ary Robert.son. Bessie 
<’"»tributions may tie made Fit/.gerald, Miami, Fla., and Le*v Street. .Sunday. Decemlier 28. In H«»use IN s year, where nem oeray 


member of the West Virginia P u lp l® " " ™ '''* ' 
I da 
yesterday evening. 
and Paper plant. He was a mem- 
ber of Luke 
Local 
676. United,,^* ." “ ' ‘ï r 
¡ Jan et’ Stcclc. 


Hishop, Jean 
Holmes 
and 
Miss 
Grace 
Fulton; 
September. 
Mes- 
Nina M rEIvio, Viola Mc- 
Gann, 
Anna 
M ary 
Phillips 
and 


at the Union Office on Mam Street nard Calandra, Union Beach. N. J C alvary Evangelical United Breth-^” *d a 67-3.1 edge over RepuhHcan.s 
y Browne Kooken Westerntxirt 
or 
with 
Mrs 
Hazel 
Haywmid. 
Memlx-rs of the all-girl east of 
C’hurch. 
deputy grand master of Maryland’, 
jlntrodueed Rev. Daniel Eveland, 
Wayne Ritchie, temporary chair-,-The Profes.sor Hnar.s," are M ary 
Hov. Rotiert L. Bridgers, pastor | 
man, states. 


Paper Workers of America, CIO. 
Surviving are his widow, Mrs. 
Lucille 
(M itter) 
Randells; 
a 


was tKirn, January 8. 1872 and 
was a daughter of the late George 
and Amanda (Hillcgass) Gellcr. 
Surviving, tiosides her hu.sband. 
ette Boal, Mildred Cross and Hilda 


daughter. 
Mrs. 
George 
Phillips, 
November. 
Mesdames 
Cumtorland 
and a brother, Wi|. ^urg, a stepdaughter, Mrs. Ethel ' i " ™ " 
Bosley 
Lottie Small, 


Jean George and Carrie Muster; 
December, 
Mesdames 
Margaret 
Steele, 
Bessie 
Eilbeck, 
Martha 
Grindle and Miss Sara Stewart. 


Mrs, 
Mildred 
Lewis, 
retfring 


r?; 
Chamtx>rsburc; 
a 
brother. 
The b ^ y IS at the home. Sorv- jaeob Geller, New Buena Vi.sta. 
Ices will be conducted tomorrow 
she was a member of Hyndman 
at 2 p. «T9- at the Piedmont Pres- 'Reformed Church where a service 
bytenan Church with Rev. Robert 
vvill be conducted Thursday at 2 
.. 
M. Campbell, pastor, officiating, p. rn. with Rev, F. D. Ob crk irch er, j m a t r o n , was presented a 
Burial will be in Philos Cemetery, pastor, officiating. 
Interment w ill' jfwel by Mrs. Mae Dick 
Westcrnport. 
jbo in Dry Ridge Cemetery. 


C H A R LE S K. W E LC H 
| 
^^e residence. 


K E Y S E R — Charles K. Welch. 
f ’ ruSo®“ '“"' 
"'""'Keyser Girl To Wed 


A native of Mineral county, he ^ Q O r B f i o l c l M d l l 


Giffin, Keyser; Iris Mankin.s, Tun- officiated at the double ring cere- 
A meeting to form a jiermanent nelton; Kathryn Boggs and N o r m a , mony, 


Va., and lails 
Preceeding the ceremony a pro- 


UPA-CIO H»ll. 


organization for helping the needy Cain. Grant.sville, W. 
Refreshment 
committee, 
Octo- 
,, . 
. 
», ¡j 
. - 
», 
. 
K’li, 
^ held Friday at 7:.1() p. m. Smith, Franklin, 
ücr, IVlcsuíirnc*s call«! 
. tinA r^ir^ 
n 
at ut A-uiu iiau. 
The presentation will l>e ar af-jdered by Mr*. N. C. Taylor, or 
fair open to the public at a *niall Ront.st, Miss P,gtricia Rice, sanj 


was ren- 


Garbage Disposal 
Meeting Planned 


fee. 


Lonaconing Couple 
Is Married 


was a .son of the late Frederick L. 
and Amanda (Ferrcbi?e) Welch. He 


LO NACO NING ~ A public meet­ 
ing will be held at the Council 
Hall Wednesday, sfxmaored by the 
mayor and council, to discuss re- 
, 
.. 
- 
, 
Volunteer r 
fu.se disrxKsal in the community. 


Engineers from 
the State De­ 
partment of Health will attend to 
disc 


Firemen Install 
1953 Officers 


sang 
traditional wedding songs. 
The bride, given in marriage by 
her 
father, 
wore 
a 
floor-length 
gown of white bridal satin, cover­ 
ed with French aliencon lace and 
net. fashioned with a fitted atra|x 


In Ihn 32-«cat Scnaln, Dnmm-ral.j 
p „ ,b ,t p r la ; 


««»‘" ‘ 1 X) 
Church, FroMhurg. who delivered 
the Repnbliran*. 


M l. Savage Briefs 
And Personals 


The G. N. .500 Card Club of Calla 
Hill met at the home of Mrs Thel­ 
ma Green, 
Prizes were won l>y 
Mr.s. 
Agiie.s 
Ratigan 
and 
Mrs. 


a speech on "D u ty". It was follow­ 
ed by a drill by the installing staff. 
Music was provided by Philo* 
Ltxlge 
of 
Westernport 
quartette 
under 
direction 
of 
Ralph 
Fike, 
piuniKt. The quartet is comp<ised of 
Ellis Hurke, William Fazenbaker, 
Carmel Kight and Harry Harris. . 
Mrs. Car«jy was presented with o 
txmquwt of roses by the Western 


less txidice and jacket of lace, with M H r K a r e r iW . M rT Crow will'tiii 
, 
. 
. 
. . . 
a high neckline and long pointed the hostess at the Jan uary 22 meet- m « u r I r #. 
F pI r rii«*L 
slc'cvi's 
^ B u r 1 c 6 iHfnsuurs* rr^d^riciis 
J 
. 
«rand wurdvn; GeorKV I. Seldrrk, 
Mr 
and M r.. H y n n n d Vut/y g 
, 
3 „,, 
and d.,u«hlhr,. Cam and Dcr. arc ,, 
cumbcrlan.1 
m Miami. H a 
v.a.t.ne h.. MMcr. 


i ; 
H U 
r. 
, Sparrows 
Poinl, 
acnior 
warden 
Mr. and M r.. Harr.v { row and 
e„c„m ,m .cnl of Maryland. 


® ' and Mr*. Huby Turney, Mt. Lake 
J, 
. . 
, 
, 
. 
lu 
. 
* 1J 
Park, 
guardian of 
Rebekah 
As- 
Pre.sident, Joseph Crowe, 
vice 
^ 
iher sister. M r*. Mildred Arnold. 
,» M«r»,i .„x 
pre.sident. Jam es MeKen/.ie. Irea- 
M iller mother of the bride.) 
M r and M rs Charles Apple and 
f 
.r 
surer, Albert Swaugcr. secretary, 
« blue taffeta dress with '«on, Churkle, RfH-kville, relurmxl 
fnr 
euests 
at 
Eugene M artin; fire chief, Edward 
accessories and a corsage of after 
visiltng 
her 
mother, 
Mrs. 
Hv Phiir.« 
tank ro.sebuds 
Mrs 
Wilson, 
the Mildred .Sine 


una’ c.Atf*Fvt, 
c 
Miss Neva Coiirrier. was maid of 
7 
- »«•'i Binda K ay Beai*. Ches- 
'ire Company tii.stalled lertown, Md., cousin of tlie bride, 
officers Sunday at 2 p. m. in thè 
flower girl, 
Jam es Grublis 
Fire 
Hall. The iiistalliiig officer aerved as lie.sl man. Richard Wil- 


■•.cu.» and .ludy Ihc community 
' ‘" y ' ' 
Corr.sanv.llc, moli,. Bccvc» Taylor. John I)c n ,,|.;,„„, ,||,.h„rd. returned from 
•oblem. of refuae dl.ix,i,al. «ar- 
« 'T e : 
.'oo aod Ero e.t Curr.er were u.h-Um ore where they were noe. 
LONACONING — Mr. and Mrs. 
Thomas S. Leake. Koonlz, Lona-’problems 
Mr. and Mrs. Burl H. Mangold, i 
announce the m arriage of bage 
dumping, 
creek 
garbage 
was a former employe of the Balti- Keyser. announce the marriage of th^ir daughter, 
Margaret, to Rob- dumping and any aid in our corn- 
more and Ohio Railroad Company, ¡their daughter. Ethel Frances, t o P^t Smith, 
son 
of Mr. and Mrs munity disptisal solution*. 
having retired in 1931. 
Mr. Welch Carl Conway Haines. B M 3/c, son 
Smith, also of Lonaconing. | 
Everyone is welocmed to attend 
, 
,^1, 
t, 
u 
Pinx rosenucis 
Mrs 
was twice married, his first wife, of M r. and Mrs. Russell Haines, 
^he doub»e ring ceremony wasi^tjp rneeting to learn of the serv- Malloy 
Irustce.s. Thoma.s Hughes, 
7 7 ^ 7 ” "^ 
Mrs. Lily M ay (Hawkin.s) W elch ,,Mixirefield. W. Va, 
performed December 6 at First ij._ , 
hv th»» 
Denari. 
Miller. Gerald Often, Har- 
** 
7 
” ^'dher, was attned, 
Mr. and Mr.s 
Howard Rlzer re- 
having preceded him in death. 
j 
The ceremony w 
a s 
p e r f o r m 
e d o n Bentocostal Church par.sonage by 
the disc— * 
-“ ‘d Jame.s 
Birming- 
burpl«’ creiie dre.is with black! turned from Akron after visiting 
Surviving are his widow, Mrs. December 31. at the First Prcsby- Bev. E. C: Hunt, pastor. 
Hattie (Kenny) Welch; three .sons, j terian Church, Cumtx'rland. with 
Miss Ruth Leake was her si.ster’s 
Charles Welch, 
Brunswick. M d .;!R ev. Seth C. Morrow, pastor, o ffi- ^^M of honor. 
Kenneth Smith, 
Lyndon Welch. Detroit, and Ix-wis'ciating. Mr. and Mrs. 
Keith (Zomp- brother of 
the 
bridegroom, was Q p rv ifP < x A f P P l i i n n P f l 
VAlrh 
Mr.rf,ui, 
Vfy . Ivx.yv 
.1 
tTn«:t man 
x JCI T IL C 3 M l C I l a l l l l C U 
smi, h’ r%n':"pi„i;S''"", ;For Oakland Airman 


Welch, Norfolk. Va.; two daugh-iton were the attendants. 
ters, Mrs. Lindsey Ixiwry. Keyser,) 
Mrs. Haines is employed by the 
'The couple 
and Mrs. Irene Oates, Burlington; ¡G. C. Murphy Company. Keyser. street. 


vey 
ham. Rev. G. Stanley Schwind is ^‘’‘’•"'isories 
Chaplain. 


Foilowing tiie 
installation, 
rc- 
fre.shments were .served and enter­ 
tainment provided. 


and 
wore 


brother, Carl B. Welch, Fair-j Haines is serving aboard the U, S. 
Froslburg Briefs 


■ the D,.fnn,n Dcp„rlm vnt thni thp 
'n,.- 
Mj.M..n,,,v S-v 
,,„11. urn ¿unt« „f Vh« br.do, f r ,^ r 5 : in ,r B '. in . ir ’',Bvr''v.',;it'in'J 
hodv of their son Airman 2-c R o b - ‘’Gd y of St. Paul 8 Lulhci an Cliurch 
^ 
, 
in'ni v»nn 
iiurnie a iitr 
visiiing 
noay or ineir son. A ir m a n z c MOD- 
H e fie sh m e iits 
w ere 
served 
to M r 
and Mrs. Hotn-rt H u pix*rt 
more than 1 0 0 guests. Among those 
Mr*. 
K'loreiice Stielson, Colum 
Froslburg Personals 
ert Frankhn Whitmer, 22. will ar- will rne< t 
this 
evening 
al 7 30 
rive in Oakland tixiay at D25p. m .'o ’clock in the home service room 
of the Potomac Edison (airrqiaiiy 
Airman 
Whitmer died 
Deeem- 
Froslburg 
Council 
of 
Mr.s 
Otis 
Px 
Church (iiiiightcr. ChesU 


Pvt 
William M cDerm llt retuin- 
' moriai Hospital 
Cumberland 
for 
France of strangulation due to Women will meet Ihi.s after laxm at ton Daylori. Arlington, Va ; Mrs. 
the past two weeks. 
’ 
a bronchial obstruction. 
2 15 o’clock 
in the Pr c: bytenan Evelyn Whetsell. Mi s. Agne.s Graxi- od to Toronto. Canada, after spend- 
‘T “ - V T / 'r T i z rt"? -in n " m 
Mrs. Ix>u 
Spates, Beall Street. The Ixxly is being 
escorted 
b y ^burch. 
win. 
Gormanla . Mrs. 
C. I). 
Pow- ,ng 
a .16 day furlough with rela- 
Clas.s at 
a m ^t- b«*s gone to Baltimore to vi.sit her 
M. Sgt, Philip Ro.ss, 
and will be The Ixiyally BibU- ( bihs of St 
<‘(s, 
Mixnefield, Charles 
Warriick, tive» 
lethixlist 
Church brother, Andrew "Son" Sjx-ir, who 
niet by a contingent 
of Oakland B huI s Lutheran ( ’hurct 
IS a patient 
at the Fort Howard National Guardsmen and member.s Thur day ev< nirig, 8 o c 


........................ ......:M clnly,r-s 
b.ikvry. 
Wvslernport | 
o A K L A N D - M r. »nrt M r,. U .ry 


mont, and two snsters. Miss Nan Destroyer Beatty. Before e n l i s t i n g ! Mrs. 
Smith 
was a 
graduate of ^ 
Welch and Mrs. Harry Parrill, both he wa.s employed by the F. C. Cook T^ontral High schwl, class of 1952. 
Defense Deparlme 
of Burlington. 
.Company, Mcxireficld: 
The body will remain at the* 
Rogers Funeral Home here for ser- ■■* 
. . . . 
, 
vices 
today 
at 
2 
p 
m. 
Rev. M l S S WellOn « 0 3 0 $ 
„ 
H. E . Suite, Hedgesville, will offi- p.. 
, 
, r»*i i 
/-i 
i 
T-thelyn 
Hanna. 
Bowery 
rKo..m«ni Air sv.m« 
eiate and interment will be in F o rt' P|0(jniOnt Ellbl0 CIOSS 
has Ix-en a patient in Me- 
Hill Cemetery near Fort Ashby. 
PIEDM ONT-M i.s.s Adair Welton ^be P«- 
,ru 
» 
,2 
2 
. -2 k 
Church 


D IXO N IN F A N T 
was elected president of the Susan- 
Mrs. Ix>u Spates, Beall Street. 
The Ixxly is being escorted b y ^b u rin 
F R O S TB U R G — Richard S. Dixon, nah We.sley Bible Clas.s at --- - 
ba.s cone to Baltimore to vi.sit her M. Sgt, Philip Ho.ss. and will b<- 
‘ he ixiyaJty HibU 
17-day-old son of Harold M. andiing at Trinity Meth<xii.st 
Kathleen (Haine.si Dixon, Eckhart, Friday evening. 
i 
died Sunday 
at 
Memorial 
Hos- 
Mi.s.s Welton succeed.* Mrs. R ay Veteran.* Hospital. 
of veteran orgaiiizations. 
honie of Mrs. Arch Davis, 276 East 
pital, Cumberland. 
Survivors in- L. Wilt, who .served for two 
years Mrs. 
Helen Wilinsky. Green Vill- 
Services will Ix? conducted Thurs- Mam Street. 
elude two sisters, Helen and Donna as president and was named first 
N J . wh.s summoned here on 
aftermxin al the Eglon (W 
The Catholic 
Women’,* Dig.m- 
Dixon both at home. 
!vice president 
Mrs Raymond W 
«“ ’count of her mother. Mrs, Cath-.Va.) Brethren (Church by Rev. J . J . ization will meet this evening. H 15 
lames. 
The body is at the residence Reeve.«», 
second 
vice 
president: 
Rankin 
of 
Borden 
Mines. Atwell, assisted by Rev. Mr. Bow- o’clock, at the Knights of Columbus 
Airman Wilson 
ivhere services will be held today Mrs. Herbert Dawson Sr., 
secre- '^bo is a patient in Miners Hos- 
man. 
Interment will be in Eglon 
Hal! f’lan.s will Ix« made 
for pro- 
• t 4 p. m'. with Rev. Nelson Bren- lary; Mrs. Hattie Wheeler, 
treas- 
Cemetery and m ilitary honor- will jort.-- for the ensuing year. 
ner, of 
W iley 
Ford, 
officiating, urer. and Mi.ss Alma Burnworth, 
Mrs. 
Charles 
Engle, 
Stoyer 
accorded by 
Oakland 
service 
k rostburg 
Coum il 98 
Runal 
wiU 
be 
in 
the 
Eckhart 
t e a c h e r . 
Refreshment.s 
were S^ccet. returned home after s|x*nd- «roups 
Cemetery. 
served. 
'hR two weeks with her daughter, 
» n. . . . . - 
' 
Mrs. Wilt stated the goal of the 
Mrs. Anna Bracken, Washington. 
IM iH A R D .M. P L A L G K R 


P E T E R S B U R G — Edward 
M. complishcd. 
mofid, Va. 
Plauger, 82. died Sunday at his 
home here. 
He was a son of the , 
. 
r * » r 
c . i _ 
late Gixirge 
and 
M ary 
Shobe LOndCOning Dri6lS 
P r O S tb u r g G l f l E n llt t S 


Surviving are a daughter, Mrs. And Personals 


yellow ¡their diiughfer and son-in-law, M r, 
M i l i c 
rosebud corsage, 
Mr* Paul Greening 
1*1155 I f l l l l 5 I I v m IJ5 
Following the ceremony a 
re 
Mr.s. Hertha Farrel 
and 
Miss P a ill h n iA / 
eeptum was held m the church Martha 
Reagan 
returned 
from HìO Ì I I u U tt \ J I I 15 
soelal nxirn. Mr.s. (Jtis Beals, Ches- Clinton, where they visited Mrs 
t 
»mii 
itrtown, aunt of the liride, served 
Baker Parker Thev were iircorn- 
K K Y S E K 
Miss Jeanne Mills, 
ttie wedding cake, assisted by Mrs. 
„a„jed by Miss Nellie Tansey who Ì i n f 
Ernest A. Courrier. Mrs. Hertx*rt has been with Mrs. Parker for past 
’ 
Street, was elected 
Harmon 
presided 
at 
ttie 
punch two months 
Ixjwl, assisted by Mr*. E a rl Pur- 
Miss Colleen 
Boyle 
returned 


worihy advisor of Keyser Assembly 
16. Order of Haintxiw for Girls, at 
Its rerent meeting. 
Other* serving with her are M ar­ 
lene .Stanley, worthy associate ad* 
...... 
V..-»» 
mis. 
riorence oncisun, v oium- ........ . . 
.lui- 
» .1_ 
own u/f-rn Mr 
mnH i 
i 
i 
ii 
j 
i j 
. 
visor Lwiira Alkire, chafity Nsncy 
own W ire Mr. anä bia, is in Hammond, Ind., visiting 
__j 
« » „« ¡I 
■als 
and 
son 
and her .son and daugliter-m-Iaw, M r 
_ 
* j _ 
M r.. <-».l- xnrt M r., lllu,.,.- M o m .. 
Fr»,.T, rx crd .T , ,nd J « n 
Kight, treasurer. 
Public installation will be held 


in the Masonic Temple, North Main 
.Street. 


class to make $1.6(K) has been ac- ‘‘“ i* ber son. Charle.s Engle, Rich- St. lyiichael’ s Sodality 


Cbihs of St 
h will meot Washington, 
and 
Eugene 
Wrxxl- Mrs. Flora Wmebrenner is v i s - __________________________________ 
lock, al the worth, Buiimgton. 
itmg her son-m-law and daughter 
j 
Following the leceptmn the bride Mr. and Mrs, It J. Caiighiiy Tam- 
Three r»x>m modern 
and griKxn left for a short honey. 
Fla 
She also visited tu’r son. 
»’bun« Fr«»»tburg 469-J. 


mfx.n trip. They 
visited Chicago I,t 
Victor M. Wlnebrenner in At- Adv 
N. T. Jan . 12-13-14 
_____ 


Bl. 
lanta, Ga. 
is stationed at 
Edward Maiioy is rejxirted im- 
Ixist 
Great I.akes. 111., 
where he is at- proving at ins home on Railroad «‘'«wers 
to "S u g a r". Call Sauder 
Light brown male — 


lending dental technician achixil. 
613R after 4 36. 
lleward. 


initaliation Tomorrow 


Installs Officers 


U K aSTH U RG 
Mrs 


Raymond Hill, of here. 
Services 
will 
be 
held 
today 
•t 2 p. m. in the Methcxlist Church 
With 
Rev. 
Lawrence 
Sherwrxxl, 
pa.stor, and Rev. R, W 
Morrow, 
of Davis, officiating. 
Interment 
Will be in Maple Hill Cemetery. 


F R O S TB U R G 


¡Street, where he has lx*en ___ 
fined for past two months 
Adv.—N-T-Jan 
Mrs. Doris Crowe ts a surgical 
p a t 1 e n t m Menionui Hospital, 
where she underwent a major o|x 
eration .Saturday. 
F R tiS T B U R G 
Mt 
(,’hapter No 
Edward Stowel! is a medical and 
15. Order of 
Eastern Star, will surgical patient in Newton I). Bak- 
iniitall its newly elected officei .s a* er VA Center, Martln.sburg 
Sto- 
Vincent 
F 
( ongregational ( hurch 
meeting P morrow at 8 p rn 
well is a mine Insjx ctor for Mary- 
Mrs. 
M ary 
WIebiecht. 
retirmg land and a Veteran of World War 
matron, 
and 
('harles 
Wietjrecht, II, 
retiring patron, will preside at a 
■ 


13 


,D.iughteis of America, will meet Eostdrn SfOf PloTIt 
thi.* evening at 7 ,'16 o'clock, in the 
.Junior Order Hall. Officers will be 
¡installed a! the meeting, and have 
been asked to wear white dresses 


! 
Ttic nriiiual congregational meet- 


* Bollino Jr . wa- installed ineMdcnt '^^1 I«' h< ld W 'dnesday evening at 
of Uie Srxiahty of St. 
Michael’s ^ 30 o dock at the chur di. Rev. J 
F 
Zirnrneiman. who is now ¡.;‘rv- 
ing his 2 1 t 
Eva L Riggs 165 ^'*‘^bolic Church recently. 
Georges Creek Democratic Club Mechanic Street, ^n liited in ’ the /-»^ber officers are Mrs 
Martha 
b‘s 21 t y ia r a- padrx. will U juno's mreting 
M ary O P rid i. 
For Sale 
7 r.M,m house. 3 un- 
will meet tomorrow ;it the Jam es W'omi'n’s Air Force at the Cumbr'r- Carrington, 
vice president, 
.Me.:- 
' 
l , '* 1 7 
* *1 
»n« m 
¡,ifl will la* in charge of refresti- fnnttted, upstairs. 
Bath, concrete 
Betty Nirier, secretary, M r. Hern- 
"«9 ^ «•(• 
a-ked to be 
jjn ant 
meats 
All meinlx-is have tx*en 
basernetit, hot air furnaee, 
iargr* 
t iged to attend. 
)«,t 
Phone K m it. Apply 
3 Fede- 
" 
ral Street after 6 p. rn, 
surer, 
and Mrs. Joseph A 
Barry, 
dan« • Ttiui '^d. 
v r vening Janu.irv 
Fu st 
flrxrr apartment for rent. 
73 Adv 
N-T-Jari 16-12-11 


No 
92, American land 
recruiting 
station 
and 
ha: 
P. Ixtve Po.sl 
Legion, home 


Mrs. Calvin J.unes 
.son returned to their home on High 
basic training 


lieen 
a.s-igned 
to 
Lackland 
Air 
Gfsxlirig, 
assistant 
secre 
Tin* Fraternal Drder of laigle; 
and infant F orce Base. San Antonin. Texas, 
"»’y* 
‘‘old 
a 
tuikev 
suppc 
,ud 


W hile They Last 


R09 Rugs — $1.00 Eoch 


• 
• 
• 


"Sofe -T -Son " 


Slip-Retardant Floor Relish 


Keyser 
W allpaper Shop 


SHena 3 SSI 
I t N. Main II. 


K«yt«r, W. Vs. 


Masonic 
I/xige 
45 
will 
have Street from Miners hospital. Frost- 
charge of graveside .services,^ The burg 
b'Kly i.s ' 
the 
Thiush Funeral 
Home, 


A daughter of Mr and .Mr*. Wih 
trea urer 
bam L. Biggs, she is a graduate of 
The 
group s 
meetings 
Carver High Schrxil. 


R E V . F IN L K V B. S A P P 


KINirW O O D. W. V a .- R e v 
Fin­ 
ley B. Sapp, 85, a native of PresUin 
c( nty, d:*-d Jan uary 4 at hr home 
)|^^5a.'hington. He was a son ol 


Engagement Noted 
By Area Couple 


K E Y S E R , W Va 
M r and Mrs. 
Earnest Stagg . Route 1 
Keyser 
innouni'c the engagement ot their 


15, ‘ tarting at 7 r.'clock. Music will .Spring 
Street, 
F’ro.stburg 
Just 
will 
be b«« futiuKhed bv ‘ Faina and Ivldi* 
paia-ted and painted, 
I'iione 26346, 
held the fir.st Monday aft* r Soda- The dinner will tx* served by the 
Wt stcrofxn t. 
|bty Sunday. 
________________________ auxiiiary. ___________ 
Adv 
N-T-Jaii. 13 


o p ia te Sarah (»uthcry and Herija- daughter, Anna Grace, to Walter 
nun F 
Sapp 
Dixon, son of Mrs, Henry Chaney 
H< 
was a graduate of Bethanv Houte 1. Key.ser, 
College 
and 
was 
a 
Christian 
Mi;->.s Staggs is a .student at Poto 
mac Stale Scjifxil. Dixon is em­ 
ployed 
at 
F'airchild 
Aircraft 
in 
Hagerstown. Md. 


Attends AF School 


W E S T E ItN i'O R T 
A B 
c 
Clem 
A. 
Broadw atei. .son of Mr 
and 
Mr.s. Herman Broadwater, is at- 
Leo 
Scilx'rfi 
Sapp, formerly of tending mechanic s* h<x»l at Ama- 
Martui.sburg; 
two 
s o i l s , 
McCIam rilio, Texas. 
He enlisted in the 
and Ira Sapp, both of Washington. Air Foi< e August I, 1952. and re- 
a si.ster, Mr.s 
Sadie Lynn.s, Inde- ceivfd m s basic training at Samp- 
pendence, and a brother, F'riend son Air Force Base Geiieva, N Y. 
Sapp, Wetzel county. 
He has returned to Texas after 
Burial was in Cedar Hill Cemc- «pending a IS day furlough with 
tery, 
Washington. 
ih*i» parents. 


Church pastor 58 yeaia, 
erving m 
Pine Bluff, Ark , Tacoma, Wash.. 
Greenfield, Ind., Atx^rdecn, S, D.. 
Fargo, N. D., Mirwit, N. D., Win­ 
chester, 
Va,. 
Cumlx-rland, 
Ma 
Strasburg. Va., NewtxTn, Va., and 
F’oneswixxi, 
Va. 
Rev 
Sapp was 
State Sec retsry of Mission at Far 
go for 14 year.s 
Surviving are hi* widow. Mix. 


Is III At Home 


W ESTERN F^O RT - Miss Maggi 
Martin, Philos Avenue, is ill at her 
home. 


For Rent -Sleeping room*, heal' 
and 
bath. 
Main 
Street 
Phone 
F'rostburg 387-M. 
A dv-N . T. Ja n 
12-13-14 


Coit (wtt ItP psr $100 *r 


m m iA i « r i t » -7 
ROSTBUBO Nationai Bank 


* * * * * * 6t O # a * 4. 
i«ieicllA«Xdl 


New 1953 Johnson Outboard Motors 
Now Available at Bowman’s, Deep Creek Lake 


The first shipment of 19 53 J «hn>on 25-horvepower outboard motors, with built- 
in fittings to simplify attachment of remote contr«jls, hos been received by Bowman's 
Motorboat Sales ond bervice, Deep Creek Lake, M cHenry, Morylond 


Used with the Johnson Ship Master, a thndtle-and-shift unit which soon will be 
coming off the production line- in quantity, the new 25 moy be hooked up for remote 
control operation by three snap on connections, 
two for the throttle-ond-shift unit, 
ond the third for the steering wheel cobles 


The Johnson 25, first introduced fwrj years ago, was designed to meet the need 
for on outboard copoble both «T power ond slow 
trolling speed in recreational ond 
commercial fields 
An engineering improvement in the 19 53 version permits the use 
of full throttle in reverse 


BOWMAN’S MOTORBOAT SALES AND SERVICE 


Deep Creek Lake 
McHenry, Md. 


TUBS 
W ID, 
P A L A C E 
ASATINif pmé NITf 


C A N IT I V i R BE 
B A D »... 


tit 
I lice 
am e 
J lJ 


MIRIAM HOPKINS • IDOlE ALBERI 
Si9di<»0 
Dxw ltO 0» WILLIAM WVLlN 


ScfM npit, Or DWTH i n i AüCUSTUS OOtTZ 
from Mm 
OttiK. 


$I$ T IA CANDIE. Or THEODORE DREISER 


A SirimouAt betort 


WED 
L Y R I C 
DOUBLE FEATURE 


NITE ONLY 


I . Gse«*«-J.H Oamrt.UH «Mwi 
Mow l# )X 
lu M - f t, 
l»m fm m m m f 
Okii*). f i # . Im M . im 
•m imvm ■ 
tww IM »1 >*•.» >*->»» m t WMU nokuCTKW 
»» WMIKO -ttM l 


A LISHRT RICTURit RRtSINTATION 


1 7764 81 2 


Phone 4600 for o WANT AD Taker 
THE 
CUMBERLAND 
NEWS. 
CUMBERLAND. 
M D , 
TUESDAY, JAN UARY 
13, 
1953 
S E V E N 
DEATHS and FUNERALSOESSelects 
Committees 
At Lonaconing 


JACOB ll ADAMS 


Jacob Harry Adams. 74. retired 


MRS. LELIA MATHEWS 


Mrs. Lelia Mathews. 57. of Park 
City employe, of 4(2 Central Ave- Heights, died suddenly yesterday 
nue. died yesterday at 3:30 p. rn 
in Sacred Heart Hospital. 


A native of Chaneysville, Pa , 


at 4.30 p. rn. in Sacred Heart Hos­ 
pital shortly after being admitted. 
She was a daughter of the late 
he was a son of the late Joseph and Bernard 
and 
Louisa 
iDeMoss* 
Ellen (Beck* Adams. He was a Coulehan. 
Mrs 
Mathews 
had 
member of Chaneysville Assembly worked as a clerk in various stores 
of God Church and the Cumber­ 
land Outdoor Club. 


Surviving are three sons. Harry 


Retiring Matron 
Presented Jew el 


f t , Robert Leo, Palm er E. Adams, 
city; two daughters. Mrs. O. J. 
Hutson, Mrs. Francis Wood, city- 
one sister, Mrs. Mattie Ash, Flint- 
stone; two brothers, Bort Adams. 
Chaneysville; Frank Adams, Staun­ 
ton. Va.: 
20 
grandchildren 
and 
eight great grandchildren. 
The body is at Hafer's Funeral 
Horne where a service will be con­ 
ducted Thursday at 2 p. rn. with 
Rev. Walter M. Twig£, officiating. 
Interment 
will 
be 
in 
Hillcrest 
Burial Park. 


MRS. FRANCIS VV. WILSON 


of Cumberland. 
She was a member of St. P a t­ 
rick's Catholic Church. Surviving „ . 
. 
, . . 
are 
two 
sons. 
Jam es 
Daniel Robison. _ worthy matron, of Mar- 


LON ACON ING — Mrs. 
Mildred 


Mathews, 
LaVale 
and 
John 
C. 
at home. 
Her mother died on December 
19 and a brother Robert Vincent 
Coulehan, died on December 3 of 
last year. 


tha 
Washington Chapter No. 
IO. 
Order of Eastern Star, has chosen 
her committees to serve with her 
for 1953 
Committees elected are 
Audit­ 
ing, Mesdames Jen Holmes. Lettie 
The body is at Halers Funeral I Small, Hilda Phillips. Bessie Bish- 
Home. A requiem mass will be nP! Paraphernalia. M e s d a m e s 


Broadway Play 
Planned Today 
At Frostburg 


Beati Students To See 
"As You Like It" 


W est Virginia Legislature 
jOpens Session Tomorrow 


C H A RLEST O N , W. Va.. Jan 12 UP — The curtain goes up Wednes­ 
d a y on another 60-dav session of the West Virginia Legislature. 
The first flurry of activity in the 51st bienniel session comes to­ 
morrow night however, when party leaders caucus in secret meetings 
to choose officers 
♦ 
I 
When Home Democrats caucus 


FR O STB U RG - Vincent 
principal of Beall High School, an- 


jat the statehouse. Del. William E. 
J Flannel v <D-Logan» is expected to 
| win a third term as speaker with- 
Halbert.! out opposition. 


A contest has developed for the 
pounced that the Bliss Repertory senate presidency held for the pa st 
Theatre will present Shakespeare’s j two 
sessions 
by 
W 
Broughton 
"A s You Like It" in the .school I 
auditorium today at 9 a. rn. 


The production will give Beall I 


sessions 
Johnston of Princeton, who did not 
seek re-election last November. 


Contenders for the post are Sen 
students the opportunity to see and 'Ralph J. Bean 'D-Hardy), major! 
head a Broadway pla; 
tv leader in 1949 and 1951. and Sen 


A funeral service for Mrs. Maz.ir 
Ellen Wilson, 76, widow of Francis 
W\ Wilson, who died at her home 
on Williams Road Sunday morning, 
will be held at the George Funeral 
Home today at 2 p. rn. with Rev 
Kenneth 
Grove, 
pastor 
of 
Em ­ 
manuel Methodist Church, officiat­ 
ing. 
Interment will be in Green Mea­ 
dow Cemetery, Breaekneck Road. 
The body is at George Funeral T A Y LO R S E R V IC E S 
Home. 


celebrated at 9 a. rn. in St. Pat 
rick's Catholic Church with inter-1 Smith, 
mcnt in Rose Hill Cemetery. 


MILLER SERVICE 


A 
funeral service for Leo D. 
Miller. 53, of Corriganville, who J Mrs. 
Mac 
Dick. 
died Friday night, was held yes- Fulton, 


Mary Robertson. EHa Evans. Betty 
M r 
Jam e , M cElvie and 
Mrs. Corrine Reiber. 


Entertainment; Mesdames Helen 
Dillon. Nina M cElvie, Norma Lea 
Bosley, Fay Brakeall; 
B y-law s, 


Mrs. 
Lettie 
terday afternoon af Hafer's Funer- Arthur 
Phillips 
and 
a1 Home with Rev. C. W. Raley, i M cElvie. 
pastor of Evangelical United Breth- 


Miss 
Grace 
Small, 
Mr 
Mr. 
Jam es 


Official 
prompter. 
Miss Grace 
ren Church, officiating. Interm entJ Fulton; 
official substitutes. 
Mrs.: 
was in 
Porter 
Cemetery 
near Helen Trost, Miss Grace Fulton,1 
Ellerslie. 
Pallbearers were Harry C. 
Mesdames Jon Holmes, Jeanette 
Wal- Boa! 
and 
Jean 
George, 
relief. 
tors, George Bowers, Leo low ery. M ary Phillips, Miss Grace Fulton, 
I Clarence Lowery. Raymond Low- Mrs. Ervin Lewis. 


F F A A’O I'TH H O N O RED — Billy W,liker. Easton Future Farm er of 
America member, receives a ca ll award from R. V. Bradley, 
Am ericwi Can Company representative, at the 1953 annual meet­ 
ing of the Maryland Farm Bureau in Baltimore. 
The award aug­ 
mented the Farm Bureau’s citation to the farm tad for his achieve­ 
ment in profiting more than $450 on less than two acres of tornadoes 
Bradley, in congratulating the Easton High School junior, said that 
the work of F F A winners dramatizes their future part in the team­ 
work of farmer, fisherman, canm aker itfid canner in making 
Maryland one of the nation's most diversified food-production states. 


Potomac State Players Club 
Schedules First Activity 


Leading parts will lie played by Fred C 
Allen <D-Pooahontas>, 64- 
| Virginia Mattis and Frederic War- 
: ringer, 
Miss Mattis has appeared 
on Broadway in "Season In The 


I00F Conducts 
Public Program 
In Westernport 


Rebekah Lodges 
Also Represented 


W E S T E R N P O R T - The officers 
of six lodges of the I OOF' and five 


vear-old Senate veteran. 


Republican caucuses are set for 
a Chai lesion hotel 
Nominees fnj 
Sun" and "O thello” She has also senate president and House speak- Bebckah Lodges were jointly in 
toiued in playing in 
Othello 
and ,Pj- \ci|] become minority leaders of stalled at a public installation Sat- 


,ar«e the two chambers. 


cry and Jack West. 
Sick committee, Miss Sara Stcw- 


KENNETH S. RAND ELLS 


FR O ST B U R G — Services 
George W. Taylor, SS, who died freshment 
committees, 
January, 
L U K E —Kenneth Scott Randclls 
M anuafy * at Hs home, 140 West Mesdames 
Mildred Lewis. 
Ethel 
SI, of 404 Pratt 
Street dud sud- Mechanic Street, were held Thurs- Dobson. 
Helen Trost; 
February, 
denly yesterday morning 
at 
his 
d ,y afternoon «t the residence. Mesdames 
Marion 
Moore, 
Ann 
home of a heart 
attack. Mr 
Ran- With Pev- 
Dorsey, pastor of Foote, Betty Smith and Marjory 
Dickerson 
A M E 
Church, 
and Duckworth. 
(Rev. George E. Bell, pastor of John 


K EY SE7R—The Players Club of Potomac State School will present 
art. M esdam es Ethel Dfibson, Bes- ,ts in itia l P e r fo r m a n c e o f 1953 season, Thursday, at 8 p 
rn , in the 
sie Eilbeek. Hilda Phillips. Thelma c<lllrge auditorium, 


f o r Inskeep end Martha Gr.ndle; re- 
P1* vs lf\ ^ Presented are 
Submerged, 
written by H 
Stuart 
Cottman and l^* Vergne Shaw, and directed by Kenneth Haines, 
♦ director of dramatics who is #uc- 


H arvey," and has won a 
I radio audience by her appearances 
in such programs as the "Aldrich 
J F’ a rn i I y.” and "The Columbia 
i Workshop” 


W am n g rr's most recent Broad- 
| way work has included roles in 
■the Theatre Guild production "St 
I Joan.” "Tam ing Of The Shrew” 
and "Getting Married ” 


Halbert also stated there will be 
! 75 seats available for the general 
public, 
Persons desiring to attend 
have been asked to call the school 
for reserved seats. 


urdav night at Bruce High School 
here 
before 
400 
members 
and 
guests. 


The officers who were installed 
F. Bencite werp from Colfax Rebekah Ixxlge 
C. Powell L Cumberland; Adam Thompson 8, 
Mt. Savage; 


Del Cecil Underwood <R-T>ler' 
is seeking a third term as House 
minority leader. 
He is being op­ 
in e d by Del. George 
• R-Ohiot and Del. J. 
__ 
ll Pleasants I. who held the job | |'°na»'nning; Wildy 3 
in 1941 and 1947. 


It is probable that Sen 
Dayton 
n. Stemple < R-Barbourt will con­ 
tinue as Senate minority leader 


Lake Lynn 7. Mt, Lake Park, and 
Miriam Rebekah 16, Westernport. 
Odd Fellow I midges were Chosen 
Friend Ixxtge 34 and Chapel Hill 53. 
Cumberland; 
Barton 94, Barton; 
Officers chosen at the caucuses ()flk f<odRr 8 Mt , nkr Park pnf0m 


dells had been a patient in the 
Potomac Valley Hospital, Keyser, 
for 85 days following an auto aeci- " ,es'e3r 
Methodist 
Church, 
offi- 
dent on Backbone Mountain, Sop- cu,1inK- 


Refreshment committee, March 
Mesdames Corrine Reiber, Clara 
Ours, Louise Enrich and Miss Ollie 


Used Clothing, 
Furniture Sought 
For Fire Victims 


W E S T E R N P O R T 
An appeal 


feeding Mrs. Gwendolyn Gilliham, 
who resigned last June; and "The] 
Professor Roars," written by Betty 
Smith and Robert F'mch, and di­ 
rected by Miss Sue Webster, dean 
of women. 


"Subm erged" is a tragedy con­ 
cerning six men trapjied in a sub- 


Couple Wed 
n Keyser 
Ceremony 


will be formally elected the follow 
mg day when the Legislature con­ 
venes. 
Budget bills then will be 
put before the House and Senate 
by the presiding office i s, 
That will be followed by a joint 
session 
at 
which outgoing 
Gov. 
Okey L. Pattison will n rllvrr his 


mac I,odgc 30, Hagerstown, and 
Philos Lodge 91 of Westernport 
B. E. DeBolt, Cumberland, acted 
as master of ceremonies. The pro­ 
gram included invocation by Thom­ 
as M. Jefferson. Baltimore, grand 
secretary; 
singing of "A m erica” 
by the audience 
The installation 
final address, summing up his four offlcrr# wrrp Staff of Fort CarruM 
year* as chief executive 
After Patteson’s speech the Leg­ 
islature 
is 
expected 
to 
adjourn 
K E Y S E R - Miss Yvonne Carole un111 npxt Thursday, when William Pnlnt 


Lodge II and Crown Rebekah 12 
under the direction of George Brae­ 
man, 
past 
grand 
of 
Sparrow! 
,4 
. 
on 
, 
* 
. 
, 
Pallbearers 
were 
Richard 
Fd- a'w.hhm-n- Anni 
Melvin 
" m o w u m w h * 
- 
«>■ " i r 
eel mug six men uapjien in a sud- 
iv n in r.it - 
m i s s i vonne carene .......................... - ........................ 
!? ™ ber _2?:_ * nd Was djscharsed w arHv 
Tavinr 
w .ii.u m , 
* w 
Ifor u!,pd c,othln* and A lt u r e for marine at the bottom of the sea. Miller, daughter of Mr. and Mrs. c - MarlandI to tie inaugurated 
three weeks ago. 
w ard, 
J , ™ 
* 
Taylor 
W illiam I Dillon, Bptt.,'Thoma... Elsie K ey*.. (wn 
whokf h„ m„ in thr 


He was born in Beryl, a son of Ha,,( Harr>' Tarter. Herbert Cole,] Wanda Gardner; May. Mesdames | T n _Tww 
the late William Silas and Agnes 9nd ( ar* Taylor. Burial was in 
(Scott» Randells. 
He lived in thi^ |the A l b u r g Memorial Park 


area all his life and was employed >i r s T 
E BA RN CO RD 
as a machinist for 18 years at the 
Luke Plant of the West Virginia 
Pulp and Paper plant. 
He was a 
member of the West Virginia Pulp 
and Paper plant. He was a mem­ 
ber of Luke 
Local 
676, United 
Paper Workers of America, CIO. 
Surviving are his widow. Mrs. 
Lucille 
(M itten 
Randells; 
a 
daughter. 
Mrs. 
George 
Posselt, 
Cumberland, and a brother, W il­ 
liam K. Randells, of here. 


H YN D M A N —Mrs. Lucinda M ar­ 
garet Barncord, 81. wife of T. E. 
Barncord, died at her home here 
yesterday evening. 
A native of New Buena Vista, 
she was born. January 8, 1872 and 
was a daughter of the late George 
and Amanda <Hillegass> Gellcr. 
Surviving, besides her husband, 
are a son. Walter Barncord, Frost­ 
burg, a stejxiaughter, Mrs. Ethel 
Hall, 
Chambersburg: 
a 
brother. 
The body is at the home. Sore- Jaro b (;r!!rr Nrw £ , pna Vista 
lees will be conducted tomorrow 
at 2 p. rn. at the Piedmont Pres- 
She was a member of Hyndman 
Reformed Church where a service 
byterian Church with Rev. Robert W1j] 
conducted Thursday at 2 
M. Campbell, pastor, officiating p m . with Rev. F D. Obcrkircher. 
Burial will be in Philos Cemetery, pastor, officiating. 
Interment will J*wel by Mrs. Mac Dick 
Westernport. 


Isabelle 
Eilbeek. 
Agues 
Miller, 
I Flora Grmdle. Fay Brakeall, 
Refreshment 
committee. 
June. 
I Mesdames M ary Robertson. Bessie 
Bishop, 
Jean 
Holmes 
and 
Miss 
Grace 
Fulton; 
September. 
Mes­ 
dames Nina M cElvie, Viola Me- 
Gann, 
Anna 
M ary 
Phillips 
and 
Janet Steele. 


Refreshment 
committee, 
Octo­ 
ber, Mesdames Kila Evans, Jean ­ 
ette Boat, Mildred Cross and Hilda 
Phillips; 
November, 
Mesdames 
Norma Lea Bosley, little Small, 
Jean George aftd Carrie Muster; 
December, 
Mesdames 
Margaret 
Steele, 
Bessie 
Eilbeek, 
Martha 
Grindle and Miss Sara Stewart. 


Mrs. 
Mildred 
Lewis, 
retiring 
worthy matron, was presented a 


us 


__ — ------ „ — 
--- 
t 
m 
i 
Jwm arks WNC made by Samuel 
The cast 
Rotiert Twigs, LaVale; Roy A 
Miller, Hughes Street, be-- 
e states 24th governor next Mon* j 
Frederick, grand master 
area 
were gutted 
by Richard Riahak, Pittsburgh; Ceral came the bride of A/Ho Aaron Har- f,a-v 
w'" deliver his message to f ;rMnfj 
of Maryland; Mr*. 
Jack 
Menefee, rison Wilson, Jr ., son of Mr. and the legislator*. 
Blanche Carey, Salisbury, 
prest- 
, 
W. Va.; Daniel Mrs. 
A 
H. 
Wilson, Sr., Spring 
I bete are tot) members of the fjrn< Rebekah Assembly of Mary- 
The contributions may lie made Fitzgerald, Miami, F’la., and Leo- Street, Sunday, December 28, In Houjm this^year, w hcre^ Democrat/* janfj 
V. Browne Kooken, Westernport, 


fire is being made by the organ 
ization which has been set up 
Martin, 
Keyser; 
Burning Springs, 


at the Union Office on Main Street nard Calandra, Union Beach, N. J 
or 
with 
Mrs 
Wayne Ritchie, 
man, states. 


Hazel 
Haywood, 
temporary ehatr- 
M em hers of the all-girl east of 
“ The Professor Roars.” are Mary 
Giffin, Keyser; Iris Mankins, Tun- officiated at the double ring cere- 


Calvary Evangelical United Breth­ 
ren Church. 


Rev. Robert I,. Budgers, pastor 


hold a 67-33 edge over Republicans 
Six seats were added by the 19.il <jCpU|y Rran(t master of Maryland, 
legislature. 
In the 32-seat Senate, Democrats 


A meeting to form a permanent nelton; Kathryn Hoggs and Norma mony, 
organization for helping the needy Cain, Grantsville, W. Va., and I/ih 


introduced 
Rev. 
Daniel 
Evrland, 
I U 
pastor of the First Presbyterian 
have 22 member! as against IO for Churfh 
Frostburg, who delivered 


will tie held Friday at 7:30 p. 
at UPA-CIO Hall. 


Garbage Disposal r. 


Smith, Franklin. 


The presentation will be ar 
fair open to the public at a 
fee 


be in Dry Ridge Cemetery. 
The body is at the residence. 
CII \R LE S K. W ELC H 


K E Y S E R — Charles K. Welch. 
died Sunday at his home near 
rlington. 
A native of Mineral county, bi J l m n r p l i p l r j M a n 
was a son of the late Frederick L. I 
and Amanda iFerrebee) Welch. He 


t 
Keyser Girl To Wed 
Lonaconing Couple 
Is Married 


LONACONING — M r. and Mrs 


Meeting Planned 


LO NACONING — A public meet­ 
ing will be held at the Council 
Hall Wednesday, sponsored by the 
mayor and council, to discuss re­ 
fuse disposal in the community. 


J 
Engineers from 
the State De­ 
partment of Health will attend to 


Firemen Install 
1953 Officers 


Preceeding the ceremony a pro­ 
gram of nuptial music was ren- 
,f. doted by Mrs 
N. C. Taylor, or 
small ganist. Miss Patricia Rice, san 
I traditional wedding songs. 
The bride, given in marriage by 
her 
father, 
wore 
a 
floor-length 
gown of white bridal satin, cover­ 


tly Republicans 
\ Mt. Savage Briefs 
1 And Personals 


The G. N SOO Card Club of Calla 
Hill met at the home of Mrs Thel- 


a speech on "D u ty” . It was follow­ 
ed by a drill by the installing staff. 
Music was provided by Philo* 
Lodge 
of 
Westernport 
quartette 
under 
direction 
of 
Ralph 
Fike, 
pianist. The quartet is composed of 
Ellis Burke, William Fasenbaker, 
Carmel Kight and Harry Harris. . 


MT. SA V A G E 
The Mi Si 


rd with French a Helicon lace and 
Green 
Prizes were won by 
M r s Tar»*y was presented with a 
net. fashioned with a fitted strap- M ls 
Ratigan 
and 
Mrs 
Western 
less lattice and jacket of lace, with Margaret ( ’row. Mrs. Crow will be 
a high neckline and long pointed the hostess at the January 22 meet­ 
ing 
Mr, aud 
and daughters, Carol and Dee. are 


Fire Hall. The installing 
, 
. 
. 
. 
.. 
.. 
was H arry Walter! 
discuss and study the community . 
^ ^ . 
Thomas S. Leake, Koontz. Lena- problems of refuse disposal, gar- 
IS 
<M 
Mr. and Mrs. Burl ll. M an g o ld Jconing, announce the marriage of bago 
dumping, 
creek 
garbage 
President. Joseph Crowe; 
vice 
was a former employe of the Ba iii- Keyser, announce the marriage of thpir daughter, Margaret, to Rob- dumping and any aid in our com- president, Jam es McKenzie; trea 


Maryland lodge* 
Other officers present included 
M a u r i c e Tamsburg, Frederick, 
w 
„ 
. „ t 
grand warden; George I. Belder** 
Sparrows Point, past grand 
cr; RoU>rt W. Young. Cumberland 
past grand master; Harry Hilton, 
Sparrows 
Point, 
senior 
warden 
grand encampment of Maryland, 
. 
. and Mrs. Ruby Turney. Mt. Lake 
son ,/nd Ernest t urner .e r e ash- ,lm„ r, where they .e r e guest, of f,a|k 
duin 
sh 
Aw 
ers 
I her sister, Mrs. Mildred Arnold.' 
M r and Mrs d iarie s Apple and 


: sleev 
Miss Neva Courrier, was maid of 
lavage junior, and Linda Kay Heals, Ches- 
Volunteer 
F ire Company installed tertown, Md , cousin of tile bride, Jn Miami, 
F'la . visiting hi* sister, 
officers Sunday 
at 2 p. rn 
in the wa* flower 
girl. 
Jam es Grubb* Mr* Alice Hite. 
officer served as best man. Richard Wil 
Mr. and Mrs. H arry Crow and 
Corriganville, ninth, Reeves Iaylor, John Demo- son, Richard, returned from Bal- 


more and Ohio Railroad Company 
having retired in 1931. 
Mr. Welch 
was twice married, his first wife, I of Mr. 


their daughter. Ethel Frances, to Prt Smith, son of M r 
and Mrs 
Carl Conway Haines, BM 3 c, son Edgar Smith, also of Lonaconing. 


Mrs. Lily May (Hawkins) Welch, .Moorefield, W. Va 
and Mrs. Russell Haines, 


nnunity disposal solutions. 


Everyone is welocmed to attend 
The double ring ceremony was thp meetin(£ to jParn of thr srrv- 


having preceded him in death 
Surviving are his widow, Mr 
Hattie (Kenny) Welch; three son 
Charles Welch, 
Brunswick, 
Md 


The ceremony was performed on 
December 31, at the F irst Presby­ 
terian Church, Cumtierland, with 
Rev. Seth C. Morrow, pastor, offi- 


performed December 6 at 
F’irst 
Pentecostal Church parsonage by 
Rev. E. Cr Hunt, pastor, 
Miss Ruth l^eake was her sister’s 
maid of honor. 
Kenneth Smith. 


ices offered by the State Depart­ 
ment or to take part in the discus­ 
sion. 


Lyndon Welch, Detroit, and Lewis ciating. Mr. and Mrs. Keith Comp- brother of the bridegroom. “as Services Are Planned 
For Oakland Airman 


Welch, Norfolk. Va.; two daugh 
ters, Mrs. Lindsey Lowry. Keyser, 
and Mrs. Irene Oates, Burlington; 
a brother. Carl B. Welch, 
mont, and two sisters. Mis 


ton were the attendants. 
Mrs. Haines is employed by the 
G. C. Murphy Company. Keyser. 
F'air- Haines is serving aboard the U. S. 
Nan (Destroyer Beatty. Before enlisting 
Welch and Mrs. Harry Parrill, both he was employed by the F\ C. Cook 
of Burlington. 
The body will 
remain at the 
Rogers Funeral Home here for ser­ 
vices 
today 
at 
2 
p. 
rn. 
Rev. 
H. E. Suite, Hedgesville, will offi­ 
ciate and interment will be in Fort 
Hill Cemetery near F'ort Ashby. 


best man. 
The couple reside on Jackson 
street. 
Smith 
is 
employed 
at 
M cIntyre’s 
bakery. 
Westernport. 
Mrs. 
Smith 
was a 
graduate of 
Central High school, class of 1952 


surer, Albert Swaugt r; secretary, 
Eugene M artin; fire chief, F’.dward 
Malloy 
trustees. Thomas Hughes, 
Eugene Miller, Gerald Often, H ar­ 
vey Walsh and Jam es Birm ing­ 
ham. Rev, G 
Stanley Schwind I* 
Chaplain. 


Following the 
installation, 
re­ 
freshments were served and enter­ 
tainment provided. 


Mrs. Miller mother of the bride, 
choise a blue taffeta dress with 
Chuckie, Rockville, returned 
black accessories and a corsage of after 
visiting 
her 
mother, 
M r* 
pink 
rosebuds 
Mrs 
Wilson, the! 
bridegroom's mother, was attired 
Mildred Sine. 
Mr. and Mrs. 
Howard Hizer re 


sembly of Maryland. 
Preceding the program dinner 
wa* 
served 
for 
the 
guest* 
at 
Hamilton'* Tea Room by Philo! 
Lodge. 


in a purple crepe dress with black I turned from Akron after visiting 
accessories 
and 
wore 
a 
yellow their daughter and *on-in-law, Mr. 
rosebud corsage. 
Following 
the ceremony a 
re 
cep!ion was held in the church Martha 
social room. Mrs. Otis Beals, Che*- Clinton, 


and Mr* Paul Greening 
Mrs 
Bertha 
Farrel 
and 
Miss 
Reagan 
returned 
from 
where they visited Mrs 


Miss Mills Heads 
Rainbow Girls 


Frostburg Briefs 


Company, Moorefield: 


Miss Wellon Heads 
Piedmont Bible Class 


PIED M O N T —Miss Adair Welton 
was elected president of the Susan- 
F'RO STBURG — Richard S. Dixon, nah Wesley Bible Class at a meet­ 
ing at Trinity Methodist Church 


DIXON INFANT 


17-day-old son of Harold M 
and 
Dixon. Eckhart, F’riday evening. 
Memorial 
Hos- 
Miss Welton succeeds Mrs. Ray 
Kathleen (Haines) 
died 
Sunday 
at 
pital, Cumberland. 
Survivors in- L. Wilt, who served for two years 
as president and was named first 
vice president; Mrs. Raymond W 
elude two sisters. Helen and Donna 
Dixon both at home. 
The body is at the residence Reeved, 
second 
vice 
president; 
where services will be held todav Mrs. Herbert Dawson Sr., secre- 
at 4 p. rn. with Rev. Nelson Bren- tary; Mrs. Hattie Wheeler, treas- 


! 
O A K LA N D - M r 
and Mrs. Lory 
A. Whitmer, have been informed by 
the Defense Department that the 
: body of their son. Airman 2*c Roh­ 
nert Franklin Whitmer. 22. will ar­ 
g ive in Oakland today at 1:25 p. rn. 


Airman 
Whitmer died 
Decem­ 
ber 5 at Chaumont Air Force Base 
Un France of strangulation due to 
a bronchial obstruction. 


The body is being escorted by 
M 
Sgt, Philip Ross, and will be 
brother, Andrew “ Son” Speir, who 
Gy a contingent 
is a patient at the F'ort Howard National Guardsmen and member? 
Veterans Hospital. 
of veteran organizations, 
Mrs. Helen Wilmsky, Green Vill-j 
Services will Ire conducted Thurs 
age, N. J., was summoned here on 
afternoon at the Eglon 
account of her mother. Mrs. Cath- 
Brethren Church by Rev J. J 
erine 
Rankin 
of 
Borden 
Mines. Atwell, assisted bv Rev. Mr. Bow- o’clock, at the Knights of Columbus 
who is a patient in Miners Hos- man. 
Interment will Ik* in F,glon Hall. Plans will ta’ made for pro- 


Frostburg Personals 


Mrs. 
Ethelyn 
Hanna. 
Bowery 
I Street, has been a patient in M e­ 
morial Hospital. Cumberland, for 
the past two weeks. 
Mrs. Lou Sj>ates, Beall Street, 
has gone to Baltimore to visit her 


The 
Cenchrean Missionary So- 
ciety of St. Paul’! Lutheran Church 
will meet 
the 
evening 
at 7 'JO 
I O’clock in the home service n*om 
of the Potomac Edison Company. 


Frostburg 
Council 
Women will meet tho 
2 15 o'clock in the 
Church. 


The lo yalty Bible 


tertown, aunt of the bride, served Baker Parker. They were arrom- 
the wielding eake, assisted by Mrs. pained by Miss Nellie Tan Bey who 
Ernest A. Cowrrier. Mrs 
Herbert has been with Mrs. Parker for past 
Harmon 
presided 
at 
Pie 
punch two months 
Miss 
Colleen 
Hoyle 
returned 
from Glen 
Burnie 
after visiting 


bowl, assisted by Mr*. E a rl Pur- 
intr hi 
Both are aunts of the bride 
Refreshments 
were 
served 
to M r arid M i*. Robert Ruppert 


nor, 
of Wiley 
Ford, 
officiating 
Burial 
will 
be 
in 
the 
Cemetery. 


urer, and Miss Alma Burnworth, 
Eckhart t e a c h e r . 
Refreshments 
served. 
Mrs. Wilt stated the goal of the 
class to make S I OOO has been ac­ 
complished. 


pita!. 
Mr? 


EDW A R D M . PLAUGER 


P E T E R S B U R G - Edward 
M. 
Piauger, 82. died Sunday at his 
home here. 
He was a son of the 
late George 
and 
M ary <Shobe> 
Piauger, 
Surviving are a daughter, Mrs. 
Raymond Hill. of here. 
Services 
will 
be 
held 
today 
•t 2 p. rn. in the Methodist Church will meet tomorrow at the Jam es 


Charles 
Engle, 
Stoyer 
were Street, returned home after spend­ 
ing two weeks with her daughter, 
Mrs. Anna Bracken. Washington, 
and her son, Charles Engle, Rich­ 
mond. Va. 


Lonaconing Briefs 
And Personals 


Frostburg Girl Enlists 
In Women's Air Force 


F R O S T B U R G —Eva L Biggs. 165 
leorges Creek Democratic Club Mechanic Stipel, enlisted in the 


with 
Rev. 
Lawrence 
Sherwood, 
pastor, and Rev. R. W?. Morrow. 
of Davis, officiating. 
Interment 
Wall be in Maple Hill Cemetery. 
M asonic 
Iiodge 
45 
will 
have Street from Miners hospita 
charge of graveside services.^ The burg 
body is ' 
the 
Thrush Funeral 
Home. 


Women s Air F’orce at the Cumber- 
No. 92. 
American land 
recruiting 
station 
and 
has 
been 
assigned 
to 
Lackland 
Air 
infant Force Base, San Antonio, Texas. 
for basic training. 
A daughter of Mr. and Mrs. W il­ 
liam L. Biggs, she is a graduate of 
Carver High School. 


P. Love Post 
Legion, home 


Mrs. Calvin Jam es arid 
son returned to their home on High 
F'rost- 


Cemetery and m ilitary honors will 
be accorded by 
Oakland 
*ervice 
group*. 


St. Michael’s Sodality 
Installs Officers 


F R O S T B U R G 
- 
Mrs 
Vincent 
Bo ll mo Jr. was installed president 
of die S<jdality of St 
Michael's 
Catholic Church recently. 
Other officers are Mrs. Martha 
Carrington, 
vice 
president. 
Miss 
Betty Niner, secretary; Mrs. Bern- 
adetta 
Gooding, 
assistant 
secre­ 
tary: 
Mrs. 
Robert 
Kenny, trea­ 
surer. and Mrs. Joseph A, B trry, 
assistant treasurer 
The 
group’s 
meetings 
will 
be1 
held the first Mondf 
.lity Sunday. 


more than 1(8) guests. Among those 
from out of town were 
Mrs. 
Otis 
Heals 
and 
of 
Church daughter, Chestertown; Mrs, Carl- 
afternoon at ton Dayton, Arlington. Va,; Mrs. 
Presbyterian Evelyn Whetaell, Mrs. Agues (exxi- rd to Toronto, Canada, after spend 
win, Gorm an!*; Mrs. C. D. Pow- mg a 30 day furlough with rela- 
Clas* of St 
cr*, Moorefield; Charles Warlock, tives 
of Oakland Paul s Lutheran Church will meet Washington, 
and 
Eugene 
Wood- 
Thursday evening. 8 o'clock, at the worth, Burlington. 
Following the reception the bride 
and gr*»om left for a short honey- pa, F’la 
moon trip. They visited Chicago 
and Des Plaines, ii). 
Airman Wilson is stationed at 
Great Lakes, 111., where he is at­ 
tending dental technician school. 


home of Mrs. Arch Davis, 276 F,ast 
Main Street. 


The Catholic 
Women's 
Organ­ 
ization will meet this evening, 8 15 


Mrs. 
Florence Snelson, Colum* 
Mr. and bi*, is in Hammond, Ind., visiting 
son 
and her son and daughter-in-law, Mr 
and Mrs. Blame Morris. 
Pvt 
William McDermitt return- 


Mrs. Flora Wmebrenner is vis­ 
iting her son-in-law and daughter 
Mr. and Mrs. R. J. Caughny, Tam- 
She also visited her son, 
M. Wine branner in At- 


K E Y S E R - Miss Jeanne Mills, 
daughter of Mr. and Mr*. Delbert 
Mills, 63 G Street, was elected 
worthy advisor of Keyser Assembly 
16. Order of Rainbow for Girls, at 
Its rerent meeting. 
Others .serving with her are M ar­ 
lene Stanley, worthy associate ad­ 
visor; Laura Alkire. charity: Nancy 
Gamer, ho|*e; Wanda Martin, faith; 
Sharon Fraser, recorder, and Jean 
Kight, treasurer. 
Public installation will be held 
Tuesday, January 27, at 7:30 p. rn 
in the Masonic Temple, North Main 
Street. 


For Rent Three room modern 
apartment. Phone Frostburg 469-J. 
Adv 
N. T. Jan. 12 13-14 


after Soda- The dinner 
auxiliary. 


jects for the* ensuing year. 


Star 
of 
Frostburg 
Council 98, 
Daughters of America, will meet 
this evening at 7 JO o’clock, in the 
Junior Order Hall. Officers will tie 
installs! at the meeting, and have 
been asked to wear white dresses. 


The annual congregational meet­ 
ing of F irsl Congregational Church 
will b<* in Id Wednesday evening at 
7 30 o'clock at the church. Rev. J . 
F\ Zimmerman, who is now serv­ 
ing his 21st year ** pastor, will 
preside at the meeting. All mem­ 
bers are asked to bt* present. 


Tile Fraternal Order of Fogies 
will 
hold 
a 
turkey 
supper 
and 
da net Thursday evening. January 
15, starting at 7 o'clock. Music will Spring 
be furnished bv "Faina and Edda 
will be served b 


Lt. Victor 
Isola. Ga. 
Edward Malloy is reported tm 
,, 
_ ,, 
proving at his borne on Railroad a,,sw,rs to 
'Sugar . Call Sander 


Street, where he has Ireen con 


Dog I/ost: Light brown male — 


Eastern Star Plans 
Installation Tomorrow 


F R O S T B U R G 
Mt 
Chapter No 
15, Order of 
Fiastern Star, will 
install it* newly elected officers at 
a meeting U morrow at 8 p. rn. 


fined for past two months 
Mrs. Doris Crowe Is a surgical 
p a t i e n t in Memorial Hospital, 
where she underwent a major op­ 
eration Saturday. 
Edward Stowell is a medical and 
surgical patient rn Newton D, Bak­ 
er VA Center. Martinsburg 
Sto­ 
well is a mine inspector for Mary- 


643R after 4:30. 
Reward, 
Adv. —N-T-Jan. 13 


Mr*. 
M ary 
Vlebiecht, 
retiring land and a Veteran of World War 
matron, and 
Charles 
Wiebreeht. II. 
retiring patron, will preside at a 
...... 
butane? s meeting 
M ary O. P rich ­ 
ard will tie m charge of refresh­ 
ments. 
All members have bt 
urged to attend 


For Sale: 7 room house, 3 un­ 
finished, upstairs. 
Hath, concrete 
n basement, hot air furnace, large 
lot, 
Phone 1094-R 
Apply 3 F’ede- 
ral Street after 6 p. rn. 
F'irsi floor apartment for rent. 73 Adv 
N-T-J»n 
10-12-13 


While They Lost 


Rag Rugs — $1.00 Each 


• 
• 
• 


"Safe-T-Son" 


Slip-Retardant Floor Polish 


Keyser 


W allpaper Shoo 


eh.** ss*) 
K*y»«0 
St N 
W. Va. 


Main St 


Street, 
Frostburg 
Just 
papered and painted. 
Phone 26346, 
the Westernport, 
Adv 
N-T-Jan. 13 
Engagement Noted 
By Area Couple 
R E V . F IN L E Y B. S A P P 


KINGW OO D. W. V a .- R e v 
Fin­ 
ley B. Sapp, 85, a native of Preston 
ct linty, died January 4 at his home 
ij^VY.n hington. He was a son of 
^ P la t e Sarah Gathers and Benja­ 
min F'. Sapp. 
He was a graduate of Bethanv 
College 
and 
was 
a 
Christian 
Church pastor 58 years, serving rn 
Pine Bluff, Ark , Tacoma, Wash., 
Greenfield. Ind., Aberdeen, S. D., 
Fargo, N. D.. Minot, N. D,, Win­ 
chester, 
Va., 
Cumberland. 
Mn., 
Strasburg, Va., Newbern, Va , and 
Foneswood, Va. 
Rev, 
Sapp was 
State Secretary of Mission at Far 
go for 14 years 
Surviving are his widow. Mr*. 
Leo 'Seibert* 
Sapp, formerly of tending mechanics school at Ama- 
Martinsburg; 
two 
sons. 
McClain rillo, Texas. 
He enlisted in the 
and Ira Sapp, both of Washington. Air Force August I, 1952. and r«- 
a sister. Mrs, Sadie Lyons. Inde- ceivxd nis basic training at Samp- 
pendence. and a brother, Friend son Air F'orce Base. Geneva, N. Y. 
Sapp. Wetzel county. 
He has returned to Texas after 
Burial was in Cedar Hill Cemc- spending a 15 day furlough with 


Is III At Home 


K E Y S E R . W Va - Mr and Mr*. 
Earnest Staggs. Route I, Keyser 
announce the engagement of their 
daughter, Arma Grace, to Walter 
Dixon, son of Mrs. Henry Chaney 
Route I. Keyser. 


Miss Staggs is a student at Poto 
mac State School. Dixon ts em­ 
ployed 
at 
Fairchild 
Aircraft 
in 
Hagerstown, Md. 


Attends AF Schooj 


W E S T E R N P O R T - A B 
c 
Clem J 
A. 
Broadwater, son of Mr. and j 
Mrs. Herman Broadwater, is at- 


W E S T E R N P O R T - Miss Maggie 
Martin, Philos Avenue, is ill at her 
home. 


For Rent 
Sleeping rooms, heat 
and 
bath. 
Main 
Street. 
Phone 
F’rostburg 387-M. 
Adv—N. T, Ja n 12-13-14 


New 1953 Johnson Outboard Motors 
Now Available at Bowman’s, Deep Creek Lake 


The first shipment of 1953 Johnson 25-horsepower outboard motors, with built­ 
in fittings to simplify attachment of remote controls, has been received by Bowman's 
Motorboat Sales and Service, Deep Creek Lake, McHenry, Maryland 


Used with the Johnson Ship-Master, a 
coming off the production line in quantity 
control operation by three snap-on connections, 
and the third for the steering wheel cables 


throttle and-shift unit which soon w ill be 
the new 25 may be hooked up for remote 
two for the throttle-and-shift unit, 


tery, 
Washington. 
ih,s parents. 


The Johnson 25, first introduced two years ago, was designed to meet the need 
for an outboard capable both of power and slow - trolling speed in recreational and 
commercial fields 
An engineering improvement in the 1953 version permits the use 
of full throttle in reverse 


BOWMAN’S MOTORBOAT SALES AND SERVICE 


Deep Creek Lake 
McHenry, Md. 


TUSS 
W IP 
P A L A C E 
MATIN!! and NIT! 


C A N I T K V C R B l 


B A D ’. * . 


to love like 
Ca rrie 


cIi J ? 


MIRIAM HOPKINS • EDDIE ALBERT 
ZrodwCM 
Dtrttftd bl ATI LU AM WYU* 
Stf*» 'pa» b* SUTH in* AUGUSTUS GOIT! 
frow IM Arnot c*" Gun* 
SISTI* CAMIE, by THEODOS! WEISE* 
A Siromou"! Nctaif* 


T U IS 


WW* I 


W IP 
L Y R I C 
N IT ! O N LY 


OOUIll FEATURE 


cat (Mott ne TOMI .,v M n 


CUMMINGS 
A 


ALE 
f''“•''First 
£» Time 


• * Im Goo&mi-IoH Don't*11 • Ctrl tanto* M K m taint 
ItrM* tit, k, >»m hw* mt -vt* lkt<«' I 
’nu* tnt 
•tnt IM* • (Mf IM »f I***? !*>( ■» t NAMM nOOtjCKOM 
* t * K M l 
NUM! J NI CM* 
A IISSHT PICTURES PflSINTATION 


Keeping Up With Hoiiywood 


b y L o u e lla P a r s o n s 


HOLL\"WOOD. Jan. 12 HNS' — 
B urt l.anca stcr can't « ft out n f 
the South Seas — I mciif» , .ntory- 
w ise. In a few day.s, B urt .starts 
"Sulu Sea” a t W arner.s with Vir­ 
ginia M ayo as his team m ale in a 
com edy about a tough M arine ser­ 
geant and a 
stranded 
nightclub 
entertainer. 
L ancaster ju.st returned from the 
Fiji Islands w here he iruale "H is 
M ajesty 
O’K eefe” 
c a v 
or t i n g 
around in South Sea island style.] 
Jack W arner ha.s giv en 
"Sulu 
S ea” to Sam Bi.schoff to iiroduce 
and A rthur Lubin to ciirect. 
With all these adv enture mov ies 
he make.s, B urt still regi.stered one 
of the sock dram atic hit.s of the 
year in "C om e B ark, Little She. 
b a .” It m ay win him an A cadem y 
nom ination. 


C ara W illiam s is going to hav e, 
to get off the sp aghetti kick .she- 
and John 
B arrym ore, J r ., 
hav e, 
l>een on ev er Miice Iheir elo|H'- 
m ent. 
The bride has been a.sked to slim 
down a few fxninds before .she tests 
for 
"Hope'.s 
E nd,” 
Nicky 
Nay- 
fack'.s MOM p icture, 
“ Sp aghetti 
is the only dish 
1 
know how to ccK)k,” C ara laugh.s, | 
“ John, J r., i.s so thin this r.teady 
diet doesn't h u rt him 
But, oh, — 
w hat it's doing to rny figu re!” 
| 
D esp ite rum ors th at the B arry­ 
m ore clan is not t» K) hap p y atiout 
Joh n’s elofK'ment, the young B ar­ 
rym ores seem to Iw trying to m ake 
• go of their m arriage. 


Audre.y T otter has giv en up her 
sw ank W ilshire a p artm ent and has 
becom e a real Arm y d octor’s wife 
liv ing on the jKist at Saw telle —- 
and lov ing it 
“ Most of the Ikiv s in the ho.spi- 
tabs know m e as just the 
wife o f 
D r. Leo F re d ,” Audrey said p roud­ 
ly, “ hut the conv alescent.s a re l>e- 
ginnlng to In* interested 
in m y 
acreen w ork.” 
The boys will be glad to know 
then th at A udrey is taking on the 
first m usical 
com edy role she’s 
ev er p layed in “ rrui.sin' Down the 
R iv er” a t Colum bia. A iuliey, who 
usually p lays sobby heroine.s. sings 
and dance.s in thus one along with 
Dick H aym es, the Bell S isters and 
Billy D aniels. 


I ’m 
off tonight 
on the SujK’r, 
Chief for New York and Wa.shing-' 
ton. It takes a lot to get m e out 
of town and aw ay from liollv woiKi, 
but the inauguration of (!eneral 
E isenhow er did it 
With M argaret E ttinger for m or­ 
al RupjKirt I’ll get news and do a 
b roadcast on 
the big « lay 
from 
W ashington. I’v e been inv ited to 
serv e on the ho.st€ *s.s com m ittee by 
M rs. J . Hunti*r D rum am i Corinne 
O riffith, an honor that p leases m e 
v ery m uch. 
i 
From the list of stars lined up 
bv G eorge M urp hy and his com ­ 
m ittee for the big ev ent itf Janu ­ 
ary 19 , it liKiks as if just about ev - 
tryone will l)e m the cap itol. 
. 


Snap shots of HoUywtHKl coUocteil 
• t randitm* 
T hat 
w as 
John 
Shelton, 
once 
m arried to K athryn G rayson, with 
Joan T yler. S he’s the girl Vic Da-' 
m one tinik out .so m uch when he 
w as home a w eek ago 
E v ery day, but ev ery day. Dawn 
A ddam s w rites letters to Claude 
D auphin, the French .star. I'rac- 
tically ev ery ev ening Dawn batiy 
sits, a.s she put.s it. w ith .Shelly 
W inters who w elcom es com p any 
w hile w aiting the stork. 
D an Daile.v out on the town with 
John Ireland celelji ating his free- 
dorn at the E ncore He acteil hai>- 
p ier than he has in a long tim« ‘ ' 
’I’he E arl of W arrick, who i.s a 
first cou.sin to Itnh a rd G ully, is 
in Now York, house guesting witli 


the 
Vincent 
A stors, 
Fulke 
has 
m any friends in HoIlywiKid w here 
he cince liv ed, 
V ictor .Sav ille i.s off for 
New 
York to .scout stage and TV for 
a cast for the M ickey Sp illane de- 
tec’tiv e stones. 
At 
the C ap tain’s Table, 
Betty 
Hutton and C harlie O’C urran w ere 
hav ing dinner with the Skylarks, 
who will lie with them in their 
San F rancisco show. 
'I'hat gleam in B arb ara W hiting’s 
eye is cau.sed by Bob Brunson, 
young m anufacturer. 
The new Jap anese film “ Ana- 
th a n a ” rs causing m ore com m ent 
than 
any 
for« *ign 
jncture 
since 
“ H ai.hom on” 
It's 
a 
rem ake 
of 
“ ’Fhe Blue Angel” which brought 
M arlene D ietrich to fam e, f 
T h at's all hiday. .See you tom or­ 
row. 


I 
Rehearsals Start 
For AHS Comedy 


B chear.sals are underw ay for the 
Allegany high school Senior Cla.ss 
! p roduction, 
“ Thi- Chocolate 
.Sol­ 
d ie r” , to be firesented in the high 


j sc hool auditorium T hursday. Feb- 
jru a ry 12. The p lay i.s under the co- 
idiri'Ction of Miss B etsy Hankln and 
Mi.s.s l)oroth.y Willison. mem ber.s of 
the faculty. 
F eaturing a cast of forty-fiv e, the 
op eretta will sta r N ancy Wilson 
and Kenneth M cG raw , seniors, in 
I the 
roles of N adina 
and 
Lieut. 
Biim erli. 
Main supfxirting roles 
, will be enacted by Nancy I/ing, 
J a n e t Blf>om, K itty D uncan, Dav e 
A yers, 
Carl 
.Slemrner,* 
B ernard 
Mills and R obert W elsh. 
G irls In the chorus are June 
' Amosa, 
G loria 
Bowles, 
D orothy 
Com bs, 
Carolyn 
Deck, 
M arion 
E rnerlck, 
P atricia 
Fallen, 
Ruth 
F'isher, N orm a G rim es, Sue H ar­ 
m an, M arjorie Hutcheson. Shirley 
K am rnauf, 
Newanna 
K esecki'r, 
Ju ne Lalier, C arlotta Liller, M yrna 
L um an, 
Shirley 
MarkwiKid, 
Mil- 
Idreil 
M cDonald, 
Joan 
Rice, 
!C arolyn .Smith, G ail Snyder. M ary 
I.iiine Stitely arul Shirli‘,y Young 
In the b*» y.s' I’lMirus are John Al­ 
bright, Leon A rm entrout, W alter 
i B» » sl» ‘v , Dean H ancox, Paul I.an- 
^li.s. 
G ene 
Poland, 
Jo.seph 
P ort- 
me.s.s, Ch<*stt‘r P rice, .lack R eck- 
ley, W illiam Scott, and H urry Ut- 
tei iiack, 
Marie* 
G oldsw orthy 
is 
accom - 
paiii.st for the group . 


Civic Orchestra Plans 
Concert February 3 


CumlM 'iland Civ ic Sym phony O r­ 
ch estra reh i'arsals, resum ed last 
Tuesfta.v , 
will be held regularly 
ev ery 
T uesday M p, 
m. 
at 
the] 
MiMi.se Hall, according to D onald- 
Paaip» *, 
newly 
eh*cted 
p resident | 
()th« *r 
I'.iriJ 
officers 
are 
Jam es] 
Deum son, v ice p resident; E leanor 
R ice, 
se c retary, 
and 
H a r r y 
G riggs, treasu rer, 
i 
H arry M alcolm has Ixu'n nam ed 
m em lxT.ship 
ch airm an; 
Dorothy 
W illison, soloi.sts ch airm an, Mr.s. 
H 
W 
Irwin, p ublicity chairm an. 
¡i4id 
M rs. 
Bi'v iri 
K erns, 
social 
chairm an. 
S Lua Syckes, conductor of the 
« » rche.stra, 
said 
the 
next 
public 
concert will be Tue.sday, F e b ru -, 
ary 
at Alh*gany 
High School 
auditorium . 


will not be rew arded as you desire. 


TOI’R POSTI RK 
To arhlov e grace of the higheat <t#gree 
to make youra the poature ideal — to 
Improv e stanre, figure, health and the ap 
pearanre of your clothea aa well, read the 
informativ e, eaay-to follow booklet •'YOlJK 
f'O.STI HK" 
to r a copy write to Secreta 
of fharm In care of thia paper, enclosing 
a aelf addreaaed. stamped env elope and 
10c in coin to help cov er cost. 


To mo rro w; Beauty 
the dusky bio nde. 
accents for 


A “ ptg eo n” chest will nev er be no ticed tf y o u hulld up tissue and 
m uscle thro ug h g o o d ex ercise! 
Secrets Of Charm 


b y J o h n R o b e rt P o w e r s 


Protected 1953 by John 
F Dllle Co. 


Five Directors Named 
By Commercial Savings 


E lected S aturday as d irectors of 
the C om m ercial Sav ings Bank of 
C um berland a re W ilbur V. Wilson. 
Josep h H. R einhart, John L. Wel­ 
lington, 
W illiam C. 
D udley and 
G eorge C, Cook. 
The directors renam ed the fol­ 
lowing officers: Wil.son, p resident; 
Cook, v ice p resident and cashier; 
Dudley, assistant cashier. 
Wilson 
also IS attorney for the bank. 


Douglas fir disp laced southern 
p ine 
as 
the 
leading 
sp ecies 
of 
lum ber in the U nited S tates during 
1 9 5 1 . 


Fort Hill To Present 
“Little Minister” 


A rev iv al of “ The Little Min- 
i.ster” will be p resented by the 
Fort Hill P layers S aturday F eb­ 
ru ary 7, at 8; 15 p. m . in the school 
auditorium , under the direction of 
M iss Helen Sm ith. B arb ara Ann 
C am p bell and Ja c k P a rk e r co-star 
in the leading roles of Babbie, the 
gyp.sy girl, and G av in D ishart, the 
little m inister. 
“ The Little M inister” w as d ra m ­ 
atized from 
Ja m es 
M. 
B arrie’s 
' charm ing story by Roland F ern­ 
and. Through the years, it has 
, becom e one of A m erica’s fav orite 
p lays. 
The sup p orting cast includes Ann 


W ebster, 
M ary 
H afer, 
D elores | States 
is 
a t 
Cape 
M endocino, 
Fahey, 
N orm an 
Jackson, 
Fred Calif., which is 42 2 feet abov e sea 
H illegas, 
T hom as 
Rowan, 
Carol ■ lev el. 
............. 
....... 
Knisely and C atherine B arnhart. 
: ------------“ 
'' ~ 
' 
* 


The highest light on the Pacific 
coast of 
the 
continental 
United 


< P 


y jflffli v i 


REFINANCING 


Get $100 to $300 Today 
7.27 monthly repays 
$100 
14.54 monthly repay. 
$200 
21.81 monthly repays 
$300 
M ILLENSO N 
CO. 
106 S liberty St 
Phone 847 


BRING YOUR 
FILM WORK 
fe b* d« v « lop*cf 
.. RAND’S 
24 HOUi SERVICi 


WE SELL FILM OF ALL KINDS 


R A N D ’ 
S 


Cor. BoHimor* and Contro $t« . 


Kent Home Permanent 


NEEDS NO NEUTRALI2ER! 


P3v in 
a 
faulty Imun* 
con.struc- 
tion which cannot In* changed us­ 
ually can i« ‘ allev iated or grea t­ 
ly m inim ized iiy exiTCi.se. A case 
in fxiint IS the so-called “ p igeon” 
ciiest 
a condition in which the 
chi'.st wall 
curv es 
ijut 
exagger- 
ately like a [Mmter pigi-on’s. AI 
though the* txme stru ctu re Citnnot 
tx« changed, the ti.s.sue and m us­ 
cles around it can lie built up — 
and m urh-adrm red 
contours 
will 
m ake 
the 
tno-prom incnt 
b reast 
ixirie unnoticed. 


Po sture Impo rtant 


Fortunately, 
m ost 
figure and 
{xisture flaws are due to faulty 
habits or m uscular w eakness and 
therefore easily corrected. 
(Si’nd 
for a copy of our txxiklet. “ Your 
Po.stur» “” — and see directions in 
txix dirr'ctly following the end of 
thi.s column. 1 But, if you hav e the 
distingui.shing characteristic of the 
jxiuter pigeon, due to faulty txme 
form ation or 
injury, 
take 
heart. 
T h ere’.s ri'al im p rov em ent ahead, 
if you follow toflav ’s adv ice! 
F’lrst of all, don’t m ake tlio mi.s- 
take <}f .sitting or standing with 
your .shoulder.s hunched forw ard in 
an attem p t to m ask your p rom ­ 
inent tirea.st Ixine. 
Such p« » sture 
does not tiule — it m erely dis­ 
torts. Like all Ix'.uities, v fiu .should 
m ake a m axim um effort to earr.v 
your shoulders in a rt*laxed jxi.si- 
tion, hold your etn-st high and p ull 


DANCE TONIGHT 


South End 
Democratic Club 


NOW IN A NEW lOCATION 
AT 429 VIRGINIA AVENUE 


RHONE 439 6 


f a a t u r i n g 


REGINA MARTENEY, RIANIST 
AND VOCAtlSr WITH THE 
roUR SHARPS 


I your wai.st in. This will add so 
I much to your ov erall grace .and 
the lov eliness of your figure th at 
your .small di fect will be as un- 
id etectable to the eye a.s is a .slight 
flaw m a m any faceted diam ond. 
Im p rov em ent Assured 


i 
Hut let's get on with the build­ 
up you 
need' 
Sit tailor fashion 
on the flfxir. Make a fist with the 
right hand and pre.ss its knuckles 
against the p alm of your left hand. 
Holding this hand tx» sition, raise 
your arm s so the w rists are ju st 
alxjv e and in front of your head. 
Now, by pii.shing with your right 
hand while resisting thard!» with 
your left, mov e your arm.s to the 
left. 
R ev ersing 
the 
tactic, mov e 
jyoiir arm s as far a.s p ossible to the 
right. Fiv e tim es in each direction 
I IS a gfxxl start. Hut keep the re- 
Lsi.stance betw een right and left aa 
strong as you can. U nless you push 
with all your m ight, your effort 


8 


HOUR 
DRY 


CLEANING 
S E R V I C E 
Call ond Delivery 
C I T Y 
CLEANERS & DYERS 
PHONE 3856 


Au io ma ttc n eu lra lu tn n n wen 
best 
curl of any wav ing method 
In 3 types, for different types of hair 
Use a n y p la stic cu rlers 


Y 
' 


F O R D ’ S 
DRUG STORES 
Cumberland - Frostburg 


“Mom m y, I’ve 
quit coughing 
a lre ad y“ 
( tiil.lfrn ana adultiama*i«d 
.iBfl (Íriiii¡fite<l at how iuM>n 
tiu’V u u ii Eoujjhing 
ll» « *y t d k r I h r np H t o r m u î a 
I'or Lv sno.shyAi i z \ k . 
Jtt 
tm ttn (ittifNiriant 
< |r *v 
p |op i n r n l ) n m l t p i f o| r y '» 
• i w j t i r, l . i f m u r e r f t p r l i v e . 


The WORLD’S BIST COUOH SYRUR 


p h o n e 
2 7 8 0 
NOW 
i 
; 
i l NOW 


B o a s B i r ^ l S i r B n i ^ 


I 
B 
. c r B R O s : 
^ — 


NEXT ATTRACTION - 
BIG TWIN BILL 


Flowers express more than 
you con soy for any oc­ 
casion. 


We S p ecia lize In 


FUNERAL FLOWERS 


For The Very Best Value 


Try Our 8 5 .0 0 Basket 


BOPP'S Flowers 


75 Boltimor* St. 
Phon« 2582 


STKVS 
RAYMOND MASSCY BAR6MM PWYX» 
OyMCNED B» 
I STUART HEISLER « 


and 
“W ASHINGTON STORY" 


Starring 
Van Johnson - Patricio Neol 
CARTOON 


FAM ILY NIGHT 
6:00 P. M. 
Only 50c for 2 Adults 
and 2 Children 
under 12 


LAST 
“HAPPY TIMI” alto 
DAY 
“THI PATHFINDER" 


m f l R V L f l n c 


STARTS TOMOROW 


W E D N E SD A Y 


You'll LAUGH! You'll CRY! You'll G R IN I 


Super 40 


Drive-In Theotre 
CLO SED 
Unlil 
Further Notice 


AN ELMART THEATRE 


Fiery, Smarting Itch 
of Common Skin Rashes 
r'-'fi t ttand » in h totinriu anoihrt hour I 
Jutl ■iitcHdh Krtiiiol OintiiM iu »»ii v i>ur 
IfiitAted tkin ot *>iue Si’P how ijuu klv 
itt meilu« llv (trov rn initit-iliriut in lan­ 
olin bnng bliMlul. tung bitting trlirl 
AiUcitlr'tnrnl 


^ F o r Q 
u 
i c 
k 
R 
t u 
t F o f 
S O R E TH R O A T 
DUE TO C O L D S 
Whtn fain tiriktt utr 
tlarptiuUhlv unit trtlrti 
TONSILINE 


{ 'i Z L L m 
a 


/ 
W W V A . W H E E L I N G JA A A R f 


TOMORROW 
W EDNESDAY 
ONE D A Y ONLY 


) 


W W VA-W H EELING JAMBOREE SHOWS 


— PRESENT — 


ON STAGE 
IN PERSON 


Youil CHUCKLE! You'll LOVE 


Ride 'em Cowpoke 


SUSAN HAYWARD 
ROBERIMITCNUM 
ARTHUR XfNNEOY 
ARIHUR HUIIfOITr 


REP 
SKEIJON.. 


As 1 


Biriesqve 


FBNSter! 


As 1 Slapstick BnÍ Ioor! 


Amazing ^cienci- Flction of 3, 000 A.O. 


tl trrm , 
ROBERT e i M K t . B i M M f r n t i O 
« .O tM SA U W ftS . RON RA M M Ll 


As a NigktciNb Cst ap! 


As a Telfvtsioo CIowbJ 
... doing his famous 
"Topsy-Tumy” mimberl 


Do FALSE TEETH 


Rock, Slide or Slip 


T AhII I 111, Nn iiiitniiwil |Mi» ih-r 1« hr 
« 1*1 i i t k t r d 
<m 
utnKM 
iM 
U m r r 
p l H l r t . 
Intltlii 
l . i U c 
t r r i h 
m i i H - 
I t i i n U 
i n 
i i l t t r 
i N i 
l u d 
t l l i l r . 
t l i i i 
u i 
l i n k 
N o 
x u i n i i u , 
KiM>r\ 
|> t i i l v 
t a , t f 
III 
t r r h n i i 
!• A.S I I I-; 1 1 1 
|« 
■ I k t l l n r 
t n i i n a t i i l ) . 
l u w « n u t 
t i i u i 
( h r i k » 
l> U l i - 
iM lm ' 
i i t i - n u i i r 
h r f t l l i i . 
t i r » 
F A S 
1 1 1 . I I I 
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RADIO STAGE A N D RECORDING STARS 


★ STONEY COOPER 


QUICK! BREAK UP 
congestion of 


K ID S 'C O L D S 
Acts AT ONCE to Reliev« 
, ■ » ■ W N I U 
U 
L U 
U 
m H T 


e o fffff/ m 
CAUSED BY COLDS 
When you’re kept awake sutTer- 
Ing from such a bud cough, Ju.it 
try ptRTUsisiN. It acts at onc e to 
reliev e your coughing, 
’loosens 
up ’ phlegm and makes tt ea.sier 
to raise, 
f i r tu s s in 1.-5 plea.sant 
tasting and Inexpensiv e. Pre­ 
scribed by thousands of 
doctors! 


!■ ■#» « . threat, Hppai Broncliiel tuhas! 
R ub Oll O hlld « Mild 
Mustcrnl« 
inade rsp #- 
ctally Im kldilltHi miu] r«-. 
yi * . "r-, 
oiuiiirtiiba by muny tinby 
‘ 
dnrtom Muatt-rnU noi 
only |iroinptly r« n<-v » « 
roiirih« , 
» iiri* thriMit bm 
•« •iuntly aurta rlxhi in 
K» halt» brrak uji kn nl l ongi auim 
Muati*rol« > crfNira wumlirtul 
p ro - 
fri'tiia u'UYmtA « ii ihi*at, tliruat nnd 
bxik. aBaurtiix lung Uatlng ri-llrf all 
aurlng tba nlxbt I hrra a ala<i Hi-xular 
and k;» ira Htronx Muatiml« * fix adulta 
Childs Mild 
M U STERO LE 


W ITH THE CLINCH 
M O U N T A IN CLAN 


STAGI SHOW AT 
2 OS . 4 3S . 7 OS . 9 3S 
~ PRICIS — 
ADULTS 55c 
CHIIDRIN 25c 


ON 


FIRST RUN FiATURf 


THI SCRIIN 
--------------------------- 


PIUS CARTOON I COMIDY 


1 LAST TIMIS TODAY | 


S i m c ù m c ù t a p 


As a 


Boy’ s 
‘ As a 


B ia o st 
^ Sdo sbo« 


Hero! 
| C enoiiai! 


V K J B 


(3 
i2 j : z > 
: ; y 
R E D S K E U O N 
E GREER-ilMCONsnE 


EXTRA ADDED SHORT SUBJECT 
M.O M.'a 


“THE HOAXTER’’ 
HARD HITTING IXPOII OF THI COMMUNISTIC DANGIR 
OF THI FRfE WORIDI 


AS AN AM ERICAN YOU SHOULD SEE IT ! 
FORT 


a t (í ñ pi ßSt 
it’s pale...it’s dry...it’s less filling! 


J 


Paul HtNRQO-liabedi SCOTT H T* 


STARTS FRIDAY 


YOU ll 
SOUND OM WITH 
IAMS WHIN YOU MEST . . . 


t a i a l i > m I S c e n t s W w n w O n ly W l n ig e r S l e e t 


N / V C T fi Home Permanent 


NEEDS NO NEUTRALIZER! 


Automatic neutralizing g\xes best 
curl of any waving rn*-1hod 
In 3 typt'H, for different types of hair 
| 
Use any plastic curlers 
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Keeping Up With Hollywood 


Phone 4600 for o WANT AD Taker 


b y Louella Parsons 


HOLLYWOOD. Jan. 12 
INS' — 
Burt Lancaster can’t get out of 
the South Seas 
~ I mean, story- 
wise. In a few days, Burt starts 
“ Sulu Sea” at Warners with Vir­ 
ginia Mayo as his teammate in a 
comedy about a tough Marine ser­ 
geant and a stranded nightclub 
entertainer. 
Lancaster just returned from the 
Fiji Islands where he marie “ His 
Majesty O’Keefe'* c a v o r 11 n it 
around in South Sea island style. 
Jack Warner has given “ Sulu 
Sea” to Sam Bischoff to produce 
and Arthur Lu bin to direct. 
With all these adventure movies 
he makes. Butt still registered one 
of the sock dramatic biti of the 
year in “ Come Mark, Little She­ 
ba ” It may win him an Academy 
nomination. 


Cara Williams is going to have 
to get off the spaghetti kick she 
and John Barrymore, J r , have 
been on ever 
since their 
elope 
men!. 
The bride has been asked to slim 
down a few pounds before : he tests 
for 
“ Rope's 
End,” 
Nicky Nay- 
fack's MGM picture. 
“ Spaghetti is the only dish I 
know how to cook,” Cara laughs, 
“ John, Jr., is so thin this steady 
diet doesn’t hurt him 
But, oh, — 
what it’s doing to my figure’” 
Despite rumors that the Barry­ 
more clan is not too happy about 
John’s elopement, the young Bar­ 
rymores seem to lie trying to make 
a go of their marriage. 


Audrey Totter has given up her 
swank Wilshire apartment and has 
become a real Army doctor’s wift 
living on the post at Sawtc Ile — 
and loving it 
“ Most of the boys In th*- ho spi­ 
tals know me as just the wife* of 
Dr. I am Fred,” Audrey said proud­ 
ly, “ hut the convalescents are lie- 
ginning to In* interested in my 
screen work ” 
The hoys will be glad to know 
then that Audrey is t iking on the 
first musical comedy role she’s 
ever played in "O u i in’ Down the 
River” at Columbia Audrey, who 
usually plays sobby heroines, tangs 
and dances in this one along with 
Dirk Haymes, the Bell Sisters and 
Billy Daniels. 


I ’m off tonight on the Super 
Chief for New York and Washing­ 
ton. It takes a Jot to get me out 
of town and away from Hollywood. 
but the inauguration of General 
Eisenhower did it 
With Margaret Ettinger for mor 
a1 support LII get news and do a 
broadcast on the big day from 
Washington, I’ve been invited to 
serve on the hostess committee bv 
Mrs. J. Hunter Drum and Corinne 
Griffith, an honor that pleases me 
very much. 
From the list of stars lined up 
by George Murphy and his com­ 
mittee for the big event of Janu­ 
ary 19, it looks as if just about ev- 
tryone will Th * rn the capitol 


Snapshots of Hollywood collected 
at random: 
That 
was John Shelton, once 
married to Kathryn Grayson, with 
Jean Tyler. She’s the girl Vie Da- 
moue took out so much when he 
was home a week ago 
Every day. but every day, Dawn 
Addams writes letters to Claude 
Dauphin, the French star. Prue- 
Really every evening Dawn baby 
sits, as she puts it, with Shelly 
Winters wfho welcomes company 
while waiting the stork. 


Dan Dailey out on the town with 
John Ireland celebrating his free­ 
dom at the Encore lie acted hap­ 
pier than he has in a long time 


The E a rl of W arrick, who is a 
fit st cousin to Richard Gully, is 
ii Now Yolk, house guesting with 


Fiery, Smarting Itch 


the 
Vincent 
Actors 
Fulke 
has 
many friends in Hollywood where 
he once lived. 
Victor Sa Ville is off for New 
York to scout stage and TV for 
a east for the Mickey Spillane de­ 
tective stories. 
At the Captain** Table, Betty 
Hut ton and Charlie O’t’urran were 
having dinner with the Skylarks, 
who will be with them in their 
San Francisco show. 
That gleam in Barbara Whiting’s 
eye is caused by Bob Brunson, 
young manufacturer. 
The new Japanese film “ Ana- 
thana” is causing more comment 
than 
any 
foreign 
picture 
since 
“ Rahhornori " 
Ifs a 
remake of 
“ Th* 
Blue Angel” which brought 
Marlene Dietrich to fame, i 
That’s all today. See you tomor­ 
row. 
Rehearsals Start 
For AHS Comedy 


Rehearsals are underway for the* 
Allegany high school Senior Class 
production, “ Tile Chocolate Sol­ 
dier” , to be presented in the high 
school auditorium Thursday, Feb­ 
ruary 12. The play is under the c o­ 
direct inn of Miss Betsy Rankin and 
Miss Dorothy Willison, membc rs of 
the* faculty. 
Featuring a cast of forty five-, the 
operetta will star Nancy Wilson 
arid K« un* th McGraw, seniors, in 
the roles of Nadina and Lieut. 
Bumerli. 
Main supporting roles 
will be enacted by Nancy I /mg, 
Janet Bloom, Kitty Duncan, Dave 
Avers, 
Carl 
Stemmer,* Bernard 
Mills and Robert We lsh. 
Girls in the chorus are June 
A moss, 
Gloria 
Bowles, 
Dorothy 
Combs, 
Carolyn 
Drek, 
Marion 
Erneriek, 
Patricia 
Fallen, 
Ruth 
Fisher, Norma Grimes, Sin* Har­ 
man, Marjorie Hutcheson, Shirley 
Kammauf, 
Kewanna 
Keseeker, 
June La ber, C arietta Llller, Myrna 
Lutnan, Shirley 
Mark wood, 
Mil- 
di*d 
McDonald, 
Joan 
Rice, 
Carolyn Smith. Gail Snyder, Mary 
Linnc Stite ly ami Shirley Young 
In the boys* chorus are John Al­ 
bright, I.con Armentrout, Walter 
Bo,lev, Dean Banco*, Paul Lan­ 
dis, Gen** Poland, Joseph 
Port- 
on ss. Chester Price, Jack Beck­ 
ley, William Scott, and Harry Ut- 
terback, 
Mara* Goldsworthy 
is 
accom­ 
panist for the group. 


Civic Orrheslra Plans 
Concert February 3 


Cumiterlnnd Civic Symphony Or­ 
chestra rehearsals, resumed last 
Tuesday, will Im* held regularly 
every Tuesday ft p 
rn. at the! 
Moose Hall, according to Donald i 
P.uipe, newly elected president 
Oilier 
1953 officers 
are 
James 
Dennison, vice president. F.leanor 
Rice, 
secretary; 
and 
H a r r y ' 
Griggs, treasurer. 
Harry Malcolm has been named 
membership 
chairman; 
Dorothy; 
Willison, soloists chairman; Mrs. I 
II 
W 
Irwin, publicity chairman. 
•md 
Mrs, 
Bevin 
Kerns, 
social 
chairman. 
• 
S, Lua S.vckcs, conductor of the 
orchestra, said the next public 
concert will be Tuesday, Febru­ 
ary 3. at Allegany High School 
auditorium 


‘pigeon’’ chest will n ever he noticed if you build up tissue and 
muscle through good exercise! 


Secrets Of Charm 


Even a 
faulty bone con,*(ruc­ 
tion which cannot lie changed us­ 
ually can Im* alleviated or great­ 
l y minimized by exercise A case 
in point is the so-called “ pigeon” 
chest 
a condition in which the 
chest wall 
curves 
out 
exagger­ 
ate^ ilk** a [muter pigeon's. Al 
i though the bori*- .structure cannot 
Im* changed, the tissue and mus­ 
cles around it can be built up — 
and much-adrmred 
contours 
will 
make 
the 
too- prom in* nt 
breast 
itnnt* unnoticed. 


Posture Important 


Fortunately, 
most 
figure and 
[xisture flaws arc* due to faulty 
habits or muscular weakness and 
therefore easily corrected, 
(Send 
for a ropy of our booklet, “ Your 
Posture” 
and see directions in 
ix»x directly following the end of 
this column,) But. if vou base the 
distinguishing characteristic of the 
pouter pigeon, due to faulty bone 
formation cr 
injury, 
take heart. 
iThere* real Improvement ahead, 
if you follow today’s advice’ 
I* irst of all, don't make the mis­ 
take* of sitting or standing with 
your shoulders hunched forward in 
an attempt to ma k your prom­ 
inent breast bone. 
Such posture 
does not hide — it merely dis­ 
torts. Like all beauties, you should 
make a maximum effort to carry 
your .shoulders in a relaxed ihisi- 
tion, hold your chest high and pull 


DANCE TONIGHT 


South End 


Democratic Club 


NOW IN A NIW LOCATION 
AT 429 VIRGINIA AVtNUE 


SHON! 
4 m 


featuring 


SCOINA M ARTIN I?, 
PIANIST 


AND VOCALIST WITH THI 


POUR SHARPS 


your waist in. This will add so 
rnu< h to your overall grace and 
the loveliness of your figure that 
your small defe ct will ta* as un­ 
de tee-table1 to the eye us is a slight 
flaw in a many face ted diamond. 
Improvement Assured 
But let’s get on with the build­ 
up you need; 
Sit tailor fashion 
em the floor. Make a fist with the 
right hand and press its knuckles 
against the* palm of your left hand. 
Holding this hand position, raise 
I your arni . 
o the wrists are just 
I above and in front of your head. 
Now, by pushing with your right 
hand while resisting thard ') with 
your left, move your arms to the 
left. 
Reversing 
the* 
tartic, move 
your arms as far as possible to the 
right. Five limes in each direction 
is a goexi start. But keep the re­ 
sistance between right and left as 
strong as you can. Unless you push 
with all your might, your effort 


‘Mommy, I’ve 
V quit coughing 
already" 
C iiikirn*amt ndtilflama***] 
and •frli-Oor.t at how anoa 
'h' v ij'iu < migtitna »lirn 
' 
V 1.0 . tit. ♦ i.• w formula 
HU KVSHONKVS IAR 
Ma V-<„ fa, toe nmc-otaiM 
■I- ,•■iopmrnlI mn k » t t try-* 
apmtirKj far mw# #ff#rttv#. 


FOUTS 
"WI Md (M 


(• R IN 


T H I 
W O R L D 'S 
S I S T 
C O U G H 
S Y R U P 


Super 4 0 


Drive-In Theatre 
CLO SED 
Until 
Furlher Notice 


A N flM A R T 
THI A TR I 


i For Qu ick R u n e of 
SORE THROAT 
DUE TO COLDS 


When pain Mtikrt uar 111 
l« pen.UM# (intr toted 


TO N SILIN E 


TOMORROW 
WEDNESDAY 
ONE DAY ONLY 


WW VA WHEELING JAMBOREE SHOWS 


— PRESENT — 


ON STAGE 
IN PERSON 


RADIO-STAGE AND RECORDING STARS 


ot Common Skin Rn,he, 
Do f A LS g TEETH 


Dor* I alan.! am I* t itre ut another hour. 
Just antooth k tm not Otto in-ut on your 
irritated alem at on*# See how qui" My 
Ila medically i>*ov#n ingredients m lan­ 
olin bring blissful, long Luting relet 


WILMA LEE 
* STONEY COOPER 


Rock, Slide or Slip 


►’A S IM 'IM , an impim#4 pastier to he 


<•!>• tnt,ten on tippet «| lower Platea, hold* 
I .»i* r 
t e e t h 
m o t e 
f i r m l y in plate 
|*»» not 
a t u l e , 
a t i p 
o r 
p a c k 
N o 
g u m m y , 
g a m e , , 


past* 
ti,-ie 
im 
feeitnij 
I'AXTKKTM 
t» 
alkalin# i non ae ill * 
Hor, rue tout 
Cheek. 
p l a Ie odor" I denture breath • 
(let | vs 


I * K I H at any drug alme 
Advertisement 


QUICK! BREAKUP 
congestion of 
PERWSSM KIDS’COLDS 
Act* AT ONCE lo Relieve 
l U U W 
V U 
k U 
V 
Acts AT ONCE to Relieve 
M M T 
COUGHING 
CAUSED BY COLDS 


W hen you’re kept awake suffer­ 
ing from such a bad cough, Just 
try pertussin. It acts at once to 
relieve your coughing, ‘loosen* 
up’ phlegm and makes It easier 
to raise, fih tu ss in is pleasant 
tasting arid Inexpensive. P re ­ 
scribed by thousands of doctors? 


I* M i l . threat, upper br one hie! tub es’ 


R u b on C h ild a lf fid 
Muait-role 
m d # n p r- 


I ' t a l l y f o r k i d d i e s a n d r#< 
oui mended try many hairy 
doctor*. M in t. 
not 


only prom ptly relieve# 
bough*, acg# throat hut \ 
in stan tly starts right til 
to help hr« Hk up ba al • •mg, adon 


Muster.>le .real*# wonderful pro­ 
le, fit# tearmtA on cheat, throat and 
barit, assuring long-lasting relief ai! 
during the night There s also Regular 
and Exira Strong Muatrroie for adults 


Childs Mild 
MUSTEROLE 


STAGE SHOW AT 


2 bs - 4 35 - 7 04 - V 35 


— PRICES — 


ADULTS SS# 
CHILDREN 2Sc 


ON THI SCREEN 
......... 


►•RST RUN FEATURE — PIUS CARTOON A COMEDY 


LAST TIMES TODAY T 


will not be rewarded as you desire. 


to t K PONTI HF. 


To a r t . eve grace of the highest degree 
to make yours th# 
posture ideal 
- to 
Improve stance, figure, health and the ap 
re ,ranee of your clothes as well, read the 
Informative easy to follow booklet "Y O U R 
PORTX R E " , 
f or a < opy write to Secret* 
of Charm in care of this paper, enclosing 
a 
self addressed, 
stamped 
envelope 
and 
10c in <oin to help cover cost, 


Tomorrow: Beauty 
the dusky blonde. 
accents for 


by John Robert Powers 


Prole ted IKM by John F 
Dills Co. 


Five Directors Named 
By Commercial Savings 


Elected Saturday as directors of 
the Commercial Saving* Bank of 
Cumberland ar** Wilbur V. Wilson. 
Joseph H. Reinhart, John I,. Wel­ 
lington, William C. Dudley and 
George C. Cook. 


The directors renamed the fol­ 
lowing officers: Wilson, president; 
(’'ink, vice president and cashier; 
Dudley, assistant cashier. 
Wilson 
also is attorney for the bank. 


Douglas fir displaced southern 
pint* as the 
leading species of 
lumber in the United States during 
I 1951. 


Fort Hill To Present 
‘Little Minister” 


A revival of “ The Little Min­ 
ister’* will be presented by the 
Fort Hill Players Saturday Feb­ 
ruary 7, at 8.15 p. rn. in the school 
j auditorium, under the direction of 
Miss Helen Smith. Barbara Ann 
Campbell and Jack Parker co-star 
jin the leading roles of Babbie, the 
gypsy girl, and Gavin Dishart, the 
I little minister. 


“ The Little Minister*’ was dram­ 
atized from James M. 
Barries 
charming story by Roland Fern­ 
and. Through the years, it has 
become one of America’s favorite 
plays. 
The supporting cast includes Ann 


Webster, 
Mary 
Hafer, 
Deloref States 
I* 
at 
Cape 
Mendocino, 
Fahey, 
Norman 
Jackson, 
Fred Calif., which is 422 feet above se* 
Hillegas, Thomas 
Rowan, Carol level._________ 
Knisely and Catherine Barnhart. 
---------- 
----------- 


The highest light on the Pacific 
coast of the continental United 


* REFINANCING 


Get $100 to $300 Today 


7.27 
m onthly 
rep ay * 
S100 


14.54 
m onthly 
r t p a y . 
$200 


21 S I 
m onthly 
rep ay * 
$300 
M IL LE N S O N CO . 
I Ob 5 liberty St 
►hon# 847 


BRING YOUR 
FILM WORK 


to bo developed 
RAND’S 


24 HOUR $ERVICB 


WE SELL FILM OF ALI KINDS 


RAND’ S 


Cor 
Ba Hi mar# and Contr# Eta. 


§ 


H O U R 
DRY 


CLEANING 
SERVICE 
Call and Delivery 


C I T Y 
CLEANERS & DYERS 
PHONE 3856 


F O R D S 


DRUG STORES 
Cumberland - Frostburg 


PHONE 
27801 
/ } S a b in e * ]k e & O u . 
S t r a n d 


PHONE 
2780 


Flowers express more than 
you con say for any oc­ 
casion. 


We Specialise In 


F U N E R A L FLOWERS 


For The Very Best Value 


Try Our $ 5 . 0 0 Basket 


BOPP'S Flowers 


7 5 
B a l t i m o r e 
S t. 
P h o n o 
2 5 8 2 


. T H E A T It E SH 
G a r d e n 
DOORS OPEN 1:45 


im 
m 
ie s 
^ 
O N 
p iM 
iii 


♦-•OMNmm STEVE* 
asg, 
( 


A 
r i l l i A l l RAYMOND NASSET BABBAR* (WftQ* 


OiriRAN 
STUART HEISLER $ 
» mm tm— < . M S M» M 


and 
"WASHINGTON STORY" 


Starring 
Van Johnson - Patricia Ned 
CARTOON 


FAMILY NIGHT 
6:00 P. M. 
Only SOc for 2 Adults 
and 2 Children 
under 12 


Ihm is JM v JLatS iig er 


Ride 'em Cowpoke 


KOSUT 
bt GHIA 


Th„ar, „ 


LAST 
“ HAPPY TIME’’ also 
DAY 
“TMI PATHFINDER’’ 
m flR vifln 


STARTS TOMOROW 


WEDNESDAY 


You'll LAUGH! You'll CRY! You'll GRIN! 
Rip 
You'll CHUCKLE! You'll LOVE SUWON; 


As I 


Burlesque 
Feaster1 


As I Slapstick Buffoon! 


As a Nightclub Get up! 


As a Television Clown! 
douig hts famous 
"Topsy-Turvy” number! 


(* /A w n w iifl/ ie 


m an 


• T a r R I N I 
R E D SK ELTO N 


EXTRA ADDED SHORT SUBJECT 
M O M.'t 


“ THE HOAXTER” 


HARD HITTING EXPOSE OF THI COMMUNISTIC DANGER 


OF THE FREI WORLD! 


AS AN AMERICAN YOU SHOULD SEE IT! 


FORT PITT 


it’s p a l e . . . i f s d r y . . . i f s less fillin g ! 
flaw , at fa IM ; 


Beall-Allegany, Fort Hill-Bruce Games Set Tonight 


T w o U n b ö ä lG n 
ÿ 
p 
^ 
f f 
g 
i a 
n 
t s 
Teams To Face 
Local Schools 


Games At Allegany, 
Westernport Courts; 
LaSalle At Bedford 


Allegany countv’p nn 
nndefe-'^- 


Hunters' Preference 
• 
• 
• 
Deer Season Is Later 
• 
. 
• 
Sheets Fights Tonight 
• 
• 
• 
Dud Picked 'Em Wrong 


By C. V. BURNS 


Ten Contenders 
For Ring Title 
Are Recognized 


Middleweights Will 
Vie In Tournament 


AVniberland 
ews |^p«»riN Legion Defedts 
Tri-State, Ties 
Tuesday, Jonuory 13, 1 95 3 


Scandals And TV's Impact 
Hurt Garden Attendance 


i 
NEW YORK. Jan. 12 (JWThe 


I New York State Athletic Commis- 
ijsion and the National Box ing Asso- 


Irish Says College 
Games To Continue 


B? JOHN BARRINGTON 
NEW YORK. Jan. 12 (INS» ~As You Were 


Up Race At T 


Fort Cumberland Post 
Bags 48-34 Decision 


Mulloy Is Winner 
In Dixie Tourney 
Teachers Will Play 
Games At Beall Gym 


Coach 
Kenneth 
Babcock 
an­ 
nounces that Fro.stburg’s rem ain­ 
ing game.s at home will be played 


scholastic basketball team « wrill' 
Departm ent of 
R 
e 
- 
M 
a 
d 
i 
s 
o 
n 
Square Garden basket- 
put s S - g f m e w ^ ^ 
and Education has released 1« contenders to participate m an 
Prom oter NckI Irish adm itted 
?he line ? o X ht Wi en Bean 
on *‘I>'^>nation tournam ent to 
d 
e 
t 
e 
r 
- 
p 
l 
e 
a 
s 
e 
d 
’* bv 
of F r“ hu 
M aryland's wHdl.te r e s o u 
m lddlew .ighF 
year's low collese ease al- 
based upon a sampling of 2,000 cnampion. 
tendance but deniix l that the na- 
of Frostburg faces Allegany High 
of Campobello and Bruce High 
After the tournam ent the survw 
ü on’s most famous arena plans 
ni-jvc 
r. 
w 
, 
hunters 
who purchased a 
state 
plays host to Fort Hill s Sentinels 
season, 
to m eet the “ European” 
^^op the six irt. 
It deals wtih hunter preferenceicham p. determ i.'cd by a to u t be-; 
Garden attendances at college 
regarding those species found w ith-¡tween Randy 7 urpm of England 
averaged less 
and Charles Humez of France. 
;^^an 8.000. An eight-team holiday 


at W'esternport. 
These are the standout gam es on 
tonight’s W.M.I. League program .!' 
.. 
,• 
< 
* * 
Thp thirH 
■ 
I in the confines of the state, 
m e tnird contest of the evening 
finds Barton and Central tangling 
in Lonaconing. 
Allegany (6-2) suffered the lone 
setback of the season on its home 
floor at the hands of LaSalle. 56-51. 
several weeks ago. The other set­ 
back cam e at the hands of West­ 
mont in Johnstown, Pa. 
The 
Campers 
of 
W alter 
L. 
Bnw'ers defeated Piedmont at the 
latter place, 54-51, and Beall whip­ 
ped the Lions in Frostburg, 74-65. 
Allegany holds a 67-42 decision 
oyer Ridgeley while Coach “ Eb- 
bie” Finzel’s quint whipped Ridge­ 
ley. 70-.55. 


The 
10 
..A 
■ 
Jiiiddicweights 
in 
t h e ^ r e w 
only 32,569 for five 
, American 
tournam ent are: C a rlL ,,,,i„ „ , _ 
g 5,^ 
Bobo Olson of Honolulu. Norman 
Scandals Hurt 
Hayes o f Boston, Ernie Durando of I 
adm itting that many 
o f 
Bayonne, N. J-. Paddy Voung o f ^ 
^ 
New York. Rocky Castellani of 


The chief preference o f tho se 
who g o hunting is the co tto n­ 
tail rabbit. The squirrel Is nex t 
fo llo wed 
by 
the 
white-tailed 
deer and wild duck. 


It is stated that .so far as quail, 
wild turkey, doves and Canada 
geese are concerned only a small 
percentage of our sportsm en are:E ugene Hairston of New York, 
interested. 
; 
The only touts “ set” at this 
The 2.000 contacted represents | time are Olson-Hayes in Boston 
two per cent of those who took o u t' Feb. 7 and Castellani-Langlois in 
hunting licenses. Here is the vote: ¡New York Feb. 6. 


(Thia la Ih» 48th In a a» rtra of 
akptchva with ptrturpa of wpll known 
aport ppraonatltipa of the paat from Ih» 
album of Ih» f'umbprland N» wa Simrta 
Editor Se» if you can Identify th» m 
by their photo. > 


In 1916 this fellow came from 
Pittsburgh to Keyser to play base­ 
ball for Coach Blake G. "Stx ioks’’ 


TAMPA. 
Fla.. Jan. 
12 (jn - 
G ardnar M u 1 1 o y comhint'd a 
smashing gam e with court cntene.ss 


nix !’r''.L n,’’''''r'* 
.1"'' 
"" 
S<^hool court. 
Dix ie tennus championship here tf>- 
day. The score was 6-1, 3-6. 6 0. 6-1 
Thursday night, the Bobcats will 
Mulloy. the top ranking U. S 
Westinghou.se Apprentice of 
tenni.s player and the favorite, had Pitt.sburgh at 8.15, The final gam« 
things his way most of the match at home is set for February 4 with 
I 
It was the fourth Dix ie champion- 
,, 
, ,, ,, 
Fort Cumberland Post. American *>hip for Mulloy. 
Steubenville (Ohio. College. 
Legion, tied the Tri-State Cleaners . Shirley Fry, Akron, Ohio. No. 3 
for first place in the Central YMCA ! 
U. S. women’.s rankings. 
Senior Men’s Basketball Leaguel 
^ ''sb alian C h a m p i o n 
by whipping the latter last night on 
tong 
6-1, 
6-3 
for 
the 
the “ Y" court by the score of 48-34. womens’ crown. 
Purple Heart Wins 


The deadlock leaders now have 
6-3 records in the first half champ­ 
ionship race. 
Norman Geatz led the Legion 
scorer.s with 11 points. McGregor 
paced the losers with 16. 


Luzerne. Pa., W alter C artier of 
New York, Lee Sala of Donora, 
Pa., 
Pierre 
Langlois 
of 
Paris, 
Joey Giardello of Philadelphia and 


Sal Maglie Signs 
For About $35,000 


NEW YORK. Jan. 12 (INS) 


TTie Military Order of Purpi« 
Heart won two out of three game* 
from F'j.sher h Robinette last night 
in 
the 
Allegany 
County 
Men’* 
Shuffletoard toague. Shaffer wa* 
high scorer for Purple Heart with 
_ 21 point.s while Ziner headed Fisher 
I 
f 
T 
c 
c 
" 
New York Oi» „l r,Bl.,h:„ulo‘r Sal'anrt RoWncttc wHh 19. 


stayed 


1. 
Rabbit, 
42 
per 
cent. 
2. 
Squirrel, 16 per cent. 3. Deer, 16 
Tonight’s gam e at Campobello jper cent. 4. Duck, 13 per cent. 5. 
promises to be a good one and Quail, 6 per cent. 6. 
Raccoon, 2 
should attract a large crowd. 
Jo e!per cent. 7. Grouse, 1 per cent. 
Stanislawczyk and Eddie Diehl w iir 8. Turkey, 1 per cent. 9. Wood- 
officiate in the contest set for 8 chuck, 1 per cent. Fox . ringneck, 
o’clock. Ja.rvee quints will collide doves and geese, all less than one 
In the opener at 6:45. 
per cent. 
It’.s much harder to com pare 
Bruce and Fort Hill because all of 
their foes are different thus far. 
After getting away to a shaky 
start. Coach “ Bobby” Cavanaugh’s 
club has come back with a bang 
and is now playing .500 ball with 
a 4-4 record, winning their la s t' 
Archery season on deer 
three games over M artinsburg La-i^® 
Salle and Central. Bruce’s toughe.st 
Small gam e season—Nov. 2 to 28. 
engagem ent to date was that with 
Bear—Nov. 16 to 21. 
Piedmont which Coach Augie E ich-! 
Antlered deer—Nov. 30 to Dec. 
horn’s quint won. .58-57. 
i 12. 


diJpilr 
® 
Joseph A. Minke. our regional j victory in nine starts in the Cath- 
Hill h-,» 
^ ”'‘^igam e warden, reports that theloHc Youth Basketball League bv 
Hil has been noted for engaging!. 
season this vear wi 


want to play in the Garden since 
the basketball scandal.s, said: 
“ We don’t feel college basket­ 
ball is a dead sport in this area. 
But H so-called }x x ir crowd in the H | 
Pittsburgh 
dis- 
Gardcn still is more people than 
trict who receiv 
you can get in any three gymnas-jinl athletic scholarships at that 
iums in New York.” 
¡time. He quarterbacked the ftKit- 
New 
York 
University 
Coach | ball team at Keyser Prep that was 


„ 9 
1 
, j Howard Cann said, referring to a coached by Chief Bowen from Car- 
o n Ife i!^ rv ™ 
T v f ^ 
^"Iro li.slo Indhm School. Robert "R ed" 
the tournam ent and the ultim ate' 
Kame, 
that 
student 
andjtiibson. also a Pittshursher. was 
champion T u st d e t n T w S 
'« w 
‘-» "tm ate at the Kevser seh.a,! 
days. The eliminations are to to 
10-round touts and the finals 15 
rounds. 


paratory 
Schtx il! 
Bill Day headed the visitors with 
( n o w 
Potomac 25 points and loekard led Ridgeley 
State), 
and 
he with 10. The lineups: 
liked 
the 


In view of the fact that a large i 
number of nimrods from this sec-j 
tion hunt in Pennsylvania each 
year here are the tentative dates! 
for the seasons in the Keystone 


-Oct. 12 


SS. Peter-Paul 
Beats Midland 


Scores 8th Victory 
In Catholic League 


that NYU crowds could be hand­ 
led in the college gym. He added: 
“ If w^ can accommix iate them 
on the campiM, then I believe we 
belong on the cam pus.” 
On the other hand. Coach John 
Bach of Fordham , which shuns the 
Garden, said Wednesday night's 


to star with the famed Key.ser 
Collegians, professional basketball 
team. 


the 
Collegians 
the 
played 2 3 gam es in 
winter 
they 
23 nights in 
gam e totw een the Rams and Seton the middle west and turned in an 
Hall—both undefeated — is a com­ 
plete sellout (3,000) in Fordham ’s 
gym and “ we probably could have 
.sold 10,000 m ore.” 


impre.ssive 
record. 
Montgomery 
and Shaffer still reside at Keyser, 
Parri.sh is at Charleston, W. Va.. 
TAT *• 
Au A 
J 
, 
Gibson lives at lioulsville, Ky. 
Noting that attendance elsewhere I-Spooks” Lytle is at Rochester, 
in the nation has been gotx l, ex -'N . Y. 
perts discussing the m atter before! 
ao„ 
. 
^ 
, 
a basketball w riters’ luncheon in . ^‘"*7 
the athlete pictured 
Coach Bob M attingly’s SS. Peter New York listed the followina nos- 
®®« ®hing basketball 
id Paul quint scored its eighth « ihi.. 
New 
tutored the first 
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51 
Spot 
G 
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5 
9: 
K ram pf, ( 
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K err, 
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39 
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night for an estim ated $.35,000, 
victories fell short of his 23 total 
The 35-year-old hurler, who suf-.the year Ix 'fore. 
fered from a back injury through-' 
Maglie signed his new contract 


and 
eighth sible reasons 
situation: 
Reaso ns Fo r Situatio n 


Offlrlala — Mumb»rtaon, Wolfa. 


Basketball 
Records 


¡7 to 12. 
i 
He 
do esn’t 
ex pect 
any 
chang es In the small g ame sea­ 
so n in .\lleg any co unty unless 
they are made by the Leg isla­ 
ture o r at the .April sessio n o f 
the 
Game 
Co mmissio n. 
The 
small g ame seaso n dates are 
ex pected to be No v ember 1 5 to 
January 2. 


first half of 
economic situation and the 
championship thus carries to the;im p,,,, 
fmaldayof thesrhcdulr on 'Thur.s-^ 
"It isn't ncrrs.sarily tho trie- 
I vising of sports events alone that! 
-sjaScD 
lo 
-m inaoi 
St. M ichaels of Frostburg on the hurts 
Walking rinwn th*. 
I 
« 
sj-’bbo D Jo x leaoi 
west side Poor at 7 o’clock. A vie-Ion the wav to 
iHp rarH#>n r 
Kuipajip 
sbm aq uoqM ui» nnt 
tory would net St. Michael’s first hundreds of 
s®e,gBA\ otoqd aqx -8261 aouts anusBi 
:haR honors but a win tor SS. Pe,cr i r ^ L t s ' rtS 'c visro n s idi T 
and Paul would tie up the race. 


Central. 
Bob Pence and Fred ’’Tack” , 
Clark will do the whistle tooting in 
thi.s contest, also set for eight 
h o \]s. 
• 
Bill Hahn and .Toe Wagner v;ill' 
^e the officials for the tilt at 
Lonaroning. 
LaSalle’s 
Ex plorers 
(.5-3) 
will 
plav their rinth gam e of the season 
tonight. me*'tfng the Bisons o f Bed­ 
ford High School at Bedford, Pa. 
The Penn.sylvanians have a 
3-4 
” Joseoh’s wim 
marKers Laineuus-ii 
i 
^ 
. 
record, defeating Clavsburg twice change the dates of its squirrel 
jo« » dIi*» 
ci 
r 
pu ' 
^ 
visiting—to shy away 


Parsons and Kegg were high 
scorers for SS. Peter and Paul in 


And of course, thousands of others 
are watching TV free at hom e.” 
2. The basketball scandal disil- 


38 p-iqaBOD 
SBq pun ifx iqa« qSiR iio^jbr ^b 
suiBa3 djfno diqsuoidiuBqa » nHnaq | 
T TM 'M ^a jqi pajoin^ a n qooq.is Aii» i{« iiy 
last night’s conte.st with nine and i,Jinn« H m TnJ 
%n qoeo.-) fiBqi-^MSBq 
. i a h t 
ta lliP * . 
H o llo r n 
n a r o d R* 
^3 ®* 
a n d ;3 u a sa a d 


C'OLLKOIATK 
T» >m 
Hh» ph» rd 
I'otomac » tat» 
Eroatburg T» a« -h» ra 


T » am 
Mo<ir» fl» ld 


G arrett county is « P ectcd to 
„ " m irro rs '’Lii^-ups'’I 
‘uinaots 
JnqtJY 
» .» H 


St. Jo« pph*t 
and Boswell while losing to Shade season to cmiform with the other l. Hoiiem, 
i 
Township. Winriber, Hollidaysburg counties. For the past two years 
^ ! 
and Somerset. 
The Bisons lost to ithe G arrett season has opened Oct. noguh.' g ! 
Somerset. 78-61. 
Allegany topped 10 and closed Oct. 30. The opening 
« • 
Sr^merset. 71-52. 
date in the other counties is Octo- 
Totaia 
Five P V.C. gam es are on tap bcr 5. 
wmn» r7*J*"* 
A 
B» t» r A 
Mtake reports the ice storm that Firii» . t 
tonight. 
Moorefield seeks its 7th 


R X vf tto '^ iL T he is M 
Allegany and G arrett county, 
Ridgeley is at Kevser. Circleville 
'o^CVteii: 
at Petersburg. M athias lit Capon ¡7 ^ ^ 
Bridge and West Virginia School 
' v 
(n . n .in 
' ' 
for the Deaf at Elk Garden. 
• 
Many birds that live in c e rtain , 
^ 
Parsons High School faces 
-! trees c a n t get into them due to.srnHh. « 


r» ui 


strong Elkins High quint in Par^-1 
sons tonight. 
The Tigers 
! wardens have been busy putting 
Randolph county w e re ‘undof J itto ' 
grain to keep grouse and other 
until Friday night when they lo st' '' •'‘tlife froni starving, 
an overtim e battle to Roosevelt- 
Many of the mountain roads are 
Wil.son High of Clarksburg. 
59 - 58 . 
strewn with 
trees breaking down 
Dale Phaies. 6-foot-8 center, is the 
* 
scoring ace of the Elkins quint, 
j di^Gcult to penetrate into these 
Davis High’s Wildcats play 'Ty- 
gart Valley High at Mill Creek 
tonight. 
Fort Ashby (4-4) hosts Paw Paw 
(6-3), Hyndman High engages in 
Its 13th contest of the season m eet­ 
ing Schellsburg at Hyndman, Bay- 
ard goes to G arrett county to play 
Northern High while Southern High 
of Oakland invades Terra Alta. 
Hagerstown is at M artinsburg and 
Shepherdstown 
at 
B e r k e l e y 
Springs. 
Potomac State winds up a two- Giardello 
day road trip tonight, meeting the 
Falcons of Fairm ont State, 


(i 
- 1 
. 2 
. 4 
. 4 
. I 
. 2 
. 1 
. I 
. 2 
. a 
. 0 
. 0 
at 


The Po lice Gaiette ha* cho s­ 
en New Yo rk Bo x ing Co mml*- 
slo ner 
Ro bert 
Chrtstenberir 
fo r its annual Edward Van Ev ­ 
ery 
Award fo r “ merito rio u* 
aerv ice to bo x ing .” 


Totali 
......... 
Non Moring « uba — Swark, 
Gllmor» , H Multan» y. 
Score by perioda ; 
.ST 
JOSKPH’S 
.... 8 
SS PKTEH a PAUL 
. 1 9 
(Xflriala — B. Fair, R. Fair, 


Baltimore To Pay 
$62,500 For NFL 
Berth This Year 


F 
Pta. 
1 9 
11 
0-0 
4 
0 2 
0 
3 5 
9 
13 
5 
^ « 
5-19 
29 
’» » nick, 
IcCorn 
, B. 


F 
P ta 
0 0 
2 
0-0 
4 
0-0 
8 
11 
9 
0-0 
2 
0-0 
4 | 
0-0 
2 
0^0 
2 
0-0 
4 
0 0 
6 
0 2 
0 
0 2 
0 


1-5 
43 
P ete rao n , 


12 
20 
29 
25 
33 
43 


from Garden appearances, once 
the most sought after goal of every 
team and player. 
3 . The press, which once lauded 
Garden basketball as the best, has 
grown wary since the scandals, it 
now possibly leans backward in 
pointing 
out 
poor 
perform ances 
and inferior attractions. 
4. The caliber of professional 
basketball has improved so great­ 
ly that the college gam e suffers 
by comparison. Pro gam es have 


Wyatt To Accept 
Job At Arkansas 


Contract At W yoming 


Davi» 
Paraona 
North» rn, Areld» nt 
Ontral 
Paw Paw 
........... 
l.aNall» 
Pi» dm<mt ............ 
Fort Hill 
......... 
C apon H rldga 
Fort Aahby 
......... 
P» t» r» burg ....... 
!• i'» <Wrlrk ........... 
K» ya#r 
........... 
H » dford 
Aouth» in, Oakland 
Must Break Nine-Year 
... 
,Hayard 
........... 
I Rid*» l» y 
........... 
! S lartin abu rg 
........... 
‘ Barton 
........... 
Elk <« ard» n ......... 
LITTLE RCXTK, Ark., Jan. 12 Of* M* Sava*» 
......... 
-H ard-driving young B o w d e n 
........... 
averaged more than 11,(KX) specta-j Wyatt today conditionally agreed 
tors at the Garden, the best ever, to the task of hauling University 
of Arkansas football out of the 
doldrums. 
Grand Jury Will 
Hear Glickfield, 
Magistrate Says 


U PPER MARLBORO. Md.. Jan. 


Play» r 


Mullan» y, l.aSalla 
bt» » l» , Ali» gany 
The Arkansas Board of Tnmtees, i ij*"**' 
rreeting with W yatt here, offered!Turner" Au» « « n*y"'^ 
bim a five-year contract at $12.(KK) 
Fort tim ,,, 
a year to succeed the resigned Otis H*» riiii.^ i1«**h» 
Dr>v». I.« Sail» 
Nolan, {.aSatl» 
... 
Bran» , f ort Hill 
Andr» wi, Fort Hill 


i 
BALTIMORE. Jan. 12 UP — Own- 
®® <*G« rge8 that he tried to 
lers of the new Baltimore franchise 
* university football player. 


Dfiuglas. H" said he would accept 
if he could break a nine-yenr pact 
to 1« « * 
A 
A, 
A, 
'Ge 
University of Wyoming. 
j Wyatt 
was said to be 
getting 
Aiiag. 
said to d y she will order Louia L.|$io,ooO annually at Wyoming. 
* 
Glickfield, form er University of 
^ 
.. 
. 
, 
MarYl.nd « tudont, held for . grand I 
3^y« ra> d Wyatt who Jar- 
zed up the single wing he learned 
as an end at Tennessee to win 39 


•The publication says the selec- 
National Football League 
tion was based on Christenberry s yj.^ getting it for 162,500 for the 
“courageous though controversial 
year. League Commissioner 
action” in reversing the decision JUtRert Bell said today, 
the Dec. 19 Billy G raham . Joey 
pj^e Baltimorean* have agreed 
I'Slil- 
, to put up the money. They will 


In a motion filed la*t week, the « » '>'” .1 ™ ' 
» o'! tie .me In alx 
youth'* .ttorney* a,ked d.*m l.« al 
Wyoming a gnd helm, left 
on the grounds the prosecution had 
not shown that the gam e In ques­ 
tion was played In M aryland. 
At a brief session today. Magis- 
have quarter of a million dollars ^*’®***' Crane said she had the right 
to take Judicial notice of schix j | 
seven-week 
search 
for 


the impression that he ex pects to 
obtain a release in tim e to take 
over the Arkansas j >b at Fayette­ 
ville, Jan. 20. 
'Hius ’apparently ended Arkan- 


Kl» nhnf» r, LaSall* . 
W» h» r. Fort Hill .. 
Burk» , Fort Hill .. 
( hrlit, LaSall» 
Sprarman, I.aSall« 
Klrtt» )f, Allegany ., 
Ho« l» y. Allegany 
Wlrtrtowi. Fort Hill 
MrVlf k» r. Fort Hill 
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BAS KETBALL 
S COKES 


Randall “ Skeets” Starkey, Wiley from advance sale of 15,000 season 
. 
. 
. 
. 
. i 
Ford light-heavy, home for the tickets to start operations nex t sea-i 
Gecau.';e the univer.sity is ; 
n 
i n 
L e k e n i left y e.tcrday fo r To ledo , .o n, 
» 
'he Ex erul.v e 
D e p o 
r t - i P » 
u l Bry .nt. who 


Eddie Arcaro Voted 
George Woolf Award 


rOLLKt.lATE 
Weat Virginia W» « I» yan S7, Potomac 
Stat» 47 
Alderaon Broadduc 62. Davia k Elkina SS 
Dufjueine » 3. Cincinnati 7« 
Vanderbilt 85, Florida 73 
West Va State 73. Winston Salem 51 
Maryland 85. V. P I 4« 
American U. 77. -Mt. St Mary’» 62 
Penn state 73, Gettyaburg 66 
Georgia Tech 69, Alabama 67 
Indiana 88, Ohio Slate 68 
Michigan 66. Iowa 61 
Wake Forert 68, So Carolina Sd 
i^rhmond 75, V M 1. 65 


Ohio, where he fights tonight on 
the “Chuck” Davey-Johnny Wil­ 
liams card. 


Areo rding to Charley Hensel, 
Pro f. Bunny Buntag ’s co ntact 
man in Cumberland, Ktarkey ’a 
o ppo nent to nig ht will be i'erll 
Traff, o f Detro it. It’s a semi­ 
final and is scheduled fo r eig ht 
ro unds. 


ment of the M aryland state 
Bell said the owners will pay a 
total of $200,000 additional for the 
franchise. They will pay it in 10! 
installm ents during the 
years. 
A down paym ent of $25.000 is to , , 
. 
ibc made Jan. 23 at the league 
meeting in Philadelphia and $37, 


If “Skeets” fights it will be his 
29th since he turned pro in 1949. 
fTmory k Henry 84, r.incorn Memorial 77 He’s WOn 
and lost 2. 
iil™ ” ;,*, i,.” ,.’,’¿» '1'.™“ ” 
' 
"Skevt*" has engaged in 71 pro 
(overtime! 
and am ateur m atches since he 
UHnoi» S3. Northwe» tern 5S 
started throwing leather in 1946 
and his overall record is 56 wins 


500 in July. 'The sam e paym ents 
will be due in 19.54, Then $12„500 a 
year for the nex t .«ux years. 


Shepherd Wins, 79-70 


coach. *1110 job was offcnx i to only 
ARCADIA. Calif., Jan. 12 (INS) 
gov- 
unable to break his contract' —Jockey Kddie Arcaro today was 
ernm ent. 
Kentucky. 
¡voted the George Woolf Memorial 
“ Whether it was in evidence or 
.Award as the outstanding jockey 
of 19.52. 
The vote, 
conducted 
by 
turf 
notice whether the contest wa.s 
Results of City Recreation Bas- Anita meeting, was a near-unani- 
Gllckfield, of Hyaltsville, Md , J^^'^Gall I/eaguo gam es played last;m oiis one for Arcaro, who rode 
38 
is free on $2,5(X) Ix md. He was not!®*i^Gt 
at 
Allegany 
High 
Schwil'stakes victories last year. 


y II in lU! 
.V 
... 
nex t eightl'*®*’ 
®®®» -t has the rig ht to call p 
I 
Q r n r t t c 
(for the schedule and take judicial ix C C L c u ^ U c iM .O rvS 


present at today’s hearing. 
A former m em tor of tho Mary- 


Va 


Wi» <'un» in 76, Minne» ota 74 
Kansas 65. 
Nebraska .59 
Tampa 77. Florida State 73 
.Mississippi State 67, Tulane 61 
Roanoke 64. Hampden Sydney 57 
Temple 63, I.ehlfh 47 
Shepherd 79, .Shlppensburg 70 


SHEPHERDSTOWN. 
W. 
Jan. 12 (^—Shepherd blew a 
point lead but finally rallied 
night to defeat Shippenshurg. Pa 


A| 
In 21 years of riding Arcaro’s 
Gehauf's 31, E ast Side 10, D(?-imounts have earned the whopping 
land football squad, iilickfield is Molay 
15. Ballard’s 14, Ridgeley 
total 
of $13,783,221. He was 
the 
accused specifically of attem pting .^^'Xion 
34, Amvcts 33, Jew ell’s 
22, nation’s leading jockey in 1940-41- 
to bribe Tom Cosgrove. M aryland ¡Syckes 
18. 
46-48 .50-51 and 1952. 
center, to hold down M aryland's 
—— ---------- 
- 
------------------------------- 
winning 
m argin 
over 
1/iuisiana 
15. State University la.st O ctotor. 
to- 


jand 15 losses. In the simon pure 
Its six th basketball win Terps Rock Up 
Eighth Victory 
! against one loss 
McClelland was the big gun with 


i.ecorders Take Lead 
In K-C Dux Circuit 
Joe Felton's Recorders took over 
the leadership of the K. of C. Bowl­ 
ine League last night by winning 
three 
gam es 
from 
the 
Guards 
while 
the 
Grand 
Knights 
were 
knocking off the Chancellors, 2 to 
I, on the Club alleys. 
Tom McGeady of the Chancel­ 
lors was high scorer of the even- 


ranks he won 30 and lost 13. 
His last tout was M arch 18, 1952 
when he st/,pr>ed J^'hnny Robinson jg pcunts^including' u Tiew' gnais 
in 
two heats at 
the 
Flamingo 
Arena, Pittsburgh. 
and Keith Hess each had 18 for 


Sanders High School of Moore- Shepherd, 
field. W. Va.. is burned up over 
'*as -Shippensburg’s six th loss 
the failure of Carver High of C 
u 
m 
- 
® 
*®®« 
S®®** ' 
I Shepherd 
---- 
24 
14 
16 25—79 
, 
Shippensbum 
. . I S SI 
IS 
1^-7 0 
'■ '*“ ‘'7 ' 
.. 
. 
I 
Shue, brilliant junior from Tow- 


milted to p.ek Rvtball winner* if rt'r^ak” .« '.!J”!!. ih’'"','” ’’ . 
k*” “ *"!!! 
*___ _ _ 
,.-. . , 1-. .. 
A-A 
I- _ Streak early in the fourth jx Tiod 
after VPI had battled the favored 


WHEN IN ROME 


berland to show up for a 
basketball game scheduled there 


COLLtr^E PARK. Md.. Jan. 12 
•.ft—A nine-point spurt within 
2 4 
m inutes by Gene Shue Px ik the 
starch out of Virginia Poly tonight 
and sparked Maryland to a 65-46 
Southern 
Conference 
basketball 


the 
American 
Football 
Coaches 


Ing with 223-577. Other high men » mission has named Greg Johnson, 
were 
Gene 
McGreevy, 
G rand ^Ge form er Baltimore 
r a c i n g 
Knights. 
217-574: 
Carl 
King, writer, as substitute steward for 
Guards, 200-528. and Paul Stakem. ^Ge meets at Charles Town. Wheel- 
Recorders. 495. The standings 
W’alerford 
Downs 
this 
w 
L 
Pet year 
Reronier» 
5 
1 
633 
Chencellort 
4 
2 
667 
Here' 


Sanders Is making a pro test 
in a repiirt that will be pre­ 
sented to the Tri-State Athle­ 
tic Asso ciatio n, 
„ 
_ 
a com m ittee headed by Dud De- 
The We*t Virginia R icin* Com- 


Grand Knight» 
Guards 
...... 
500 
.0001 
laugh 


' 
Remember when Dud was 
head ro ach at West Virg inia 
and he predicted that his team 
wo uld easily beat .Mary land? 


The M ountaineers were pulver­ 
ized that fall 


Association approves the ctoe of 
. 
. , ,, . 
■ . # _ 
# 
*r 
,1 
J 
u 
M arylander to a standstill for three 
ethics for 
frx itball men drawn by,-,,,,,..,., t, 
, 
. 
^ quarw rs. He went on to am ass 24, 
high for the contest. 
la-o Burke, form er Hagerstown, 
Md,, high school star, led the Vir­ 
ginians with 
10 points as they 
dropped their seventh gam e of a 
winless season and suffered their 
third conference loss. 
The 
victory 
was 
MaryIand'^ 


» , 


Coaches no longer '» ill be per-| 
Maybe that's when he swore off.^against one loss in the league. 
| and won top honors in the « vent. 


HIT SONO, four-year-old American trotter, gets off to a speedy start 
eighth 
in 
11 
starts 
and 
six th at the Villa Glory rac* track in Home, lUdy, He played sweet music 


THE MANHATTAN 


CONTINUES 
FOR A LIM ITED T IM E 


Nationally Famout 
SUITS 


all from regular stock 


formorly 63.00 and 65.00 
49.9 0 


IfatlonsUy famous suits, all selected from regular 
stock and sharply reduced 
fo r this scmi-snnuaJ 
event! This year the selection Is unueuaBy large 
and varied . , , the patterns and ccrfors are cuerent 
successes . . . All sizes, but not In every style, pat­ 
tern and color . . . Be on hand aarly for beet selec- 
tionl 


Nationally Famout 
COATS 


all from regular stock 


formerly 55.00 and 59.00 


» 
z44 


All records go by the hoard in the unprecedented 
lale of fine topcoats’ Magnificent Imported and 
domestic fabrics in a hirge and varied selection of 
choice patterns and color« . . . All from our regular 
I took, sharply reduced for this semi-annual sale! 
All sizes in the group, but not in every style, pattern 
and color. Regulars, shorts and longs. 


Slight additional charge for necessary alterations 


T a » M 
« i w h a i i a n 


Baltimore Street at Liberty 
The M en's Corner 


Beall-Allegany, Fort Hill-Bruce Games Set Tonight 


* 
Two Unbeaten cp o rf c/a n f> 
Contenders 


Scandals And TV's Impact 
Hurt Garden Attendance 
Teams To Face 
Local Schools 


Games At Allegany, 
Westernport Courts; 
LaSalle At Bedford 
m m m m m BBBBBlBBBB 
Allegany county’s on1 v r,'-defer*- ■ 
m. 
0t . 
r* 
. 
t 
, 
*->„ 
. 
, 
, 
, 
„ 
The S tate D epartm ent of Re- 
„ 
, 
. 
. 
. 
—»------ 
----------- 
— -— 
en scholastic basketball team s will search and Eduoatlon has released 10 contenders to participate in an ba„ Prom otor Ned Irish adm itted 


Hunters' Preference 
• 
• 
• 
Deer Season Is Later 
• 
• 
• 
Skeets Fights Tonight 
• 
• 
• 
Dud Picked 'Em Wrong 


By C. V 
B U R N S 


For Ring Title 
Are Recognized 


Middleweights W ill 
Vie In Tournament 


l l [C um berland 
iew» Spoi ls legio 


(9) 
Tuesday, January 13 1953 
Tri-Si 


Irish Says College 
Games To Continue 
NEW YORK. Ja n . 
12 l* - T h e 
New York S tate A thletic Com m is­ 
sion and the N ational Boxing A sso 
By JOHN BARRINGTON 
.. 
NEW 
YORK. Jan . 
12 
(INS) — 
elation today recognized a list of ^ adison Square 
G arden 
basket- 


Up Race At T 


Fort Cumberland Post 
Bags 48-34 Decision 


Mulloy Is Winner 
In Dixie Tourney 


TAMPA. 
Kla., 
Jan . 
12 
LB 
- 
IG ard n ar M u I l o y com bined 
a 
sm ashing gam e w ith court cuteness 
to beat B ernard B artzen for the 
Dixie tennis cham pionship here to­ 
day. The score wag 6-1, 3-6. 6 0. 6-1 
Mulloy, the top ranking U. R. 


Teachers Will Play 
Games At Beall Gym 


Coach 
K enneth 
Babcock 
an­ 
nounces that F rostburg’s rem ain­ 
ing gam es at home will be played 
on the Beall High School court. 
Thursday night, the Bobcats will 
play W estinghouse A pprentice of 
tennis player and the favorite, had Pittsburgh at 8:15. The final gam e 
at home is set for February 4 w ith 
things his way m ost of the m atch 


I J * 
JJ*'„,ourth D ,x'e 
Steubenville ( O h i o C o lley . 
Fort C um berland Post. A m erican sh,f) |or Mulloy. 
Shirley F ry , Akron, Ohio. No. 3 
in the U. S. wom en’s rankings. 
Legion, tied the T ri-State C leaners 
for first place in the C entral YMCA 


put six-gam e wanning streaks on 
the line tonight when Beall High 
of F rostburg faces Allegany High b ‘‘" ‘d ,im n 
of Cam pobello and 
B ruce 
High 
plays host to F ort Hill’s Sentinels 
at W esternport. 
These a re the standout gam es on 
tonight’s W M I. League program . 
The third contest of the evening 
finds Barton and C entral tangling 
In Lonaconing. 
Allegany (6-2 ' suffered the lone 
setback of the season on its hom e 
floor at the hands of LaSalle, 56-51. 
several weeks ago. The other set­ 
back cam e at the hands of W est­ 
m ont in Johnstow n, P a. 
The 
C am pers 
of 
W alter 
L. 
Bow ers defeated Piedm ont a t the 
la tte r place. 54-51, and Beall whip­ 
ped the Lions in Frostburg. 74-65. 
A llegany 
holds 
a 
67-42 decision 


the first in a series of reports on 
today th at he is “ not pleased’’ by 
at- 


in the confines of the state. 


The chief preference of those 
who go hunting is the cotton­ 
tail rabbit. The squirrel is next 
followed 
by 
the 
white-tailed 
deer and wild duck. 


than 8.000. An eight-team holiday 
festival drew only 32.565) for five 
sessions — an average of 6.514. 


elim ination tournam ent to deter- 
M arvland’s wildlife r e s o u r c e s m ine an ’A m erican 
m iddlew eight tb js vear s jow college cage 
a sam pling of 2.000 cham pion. 
tendance but denied that the na- 
hunters 
who 
purchased 
a 
state 
A fter the tournam ent the su rv v ; bon.s m ost fam ous arena plans 
license during the 1951-52 season. 
vor is tn m oet *he "E u ro p ean 
to drop the sport. 
It deals wtih hunter preference cham p, determ ined by a u n it be- 
G arden attendances a t college 
regarding those species found with- tw een Randy T urpin of England doubleheaders have averaged less 
and C harles Hume* of F rance. 
1 
The 
IO 
m iddlew eights 
in 
the 
I “ A m erican” tournam ent are: C arl 
Bobo Olson of Honolulu. N orm an pgKf Scandals Hurt 
H ayes of Boston, E rnie D urando of 
irish, 
adm itting th at m any of 
Bayonne, N. J ., Paddy Aoung of tbe natjon's top team s no longer 
New 
York, 
Rocky 
C astellum of w ant to play in the G arden since 
Luzerne, P a., W alter C artier of 
basketball scandals, said: 
It is stated th at so far as quail. New York, Lee Sala of D onora,! 
..We don’t feel college basket- 
wild 
turkey, 
doves and C anada P a ., 
P .erre 
Langlois 
of 
P aris. ball is a doad sporl Jn this area, 
geese are concerned 
only a sm all jo e y G iardello of Philadelphia and Eut H KC>-Calleci |>oor crowd in the 
percentage of our sportsm en are Eugene H airston of New York. 
G arden still 
interested. 
The only bouts 
" s e t” 
a t this 
The 2,000 contacted represents tim e a re Olson-Hayes in Boston 
two per cent of those who took out Eeb. 7 and C astellani-Langlois in 


(Thta 
la 
th# 
48th 
in 
a 
aerie* 
of 
s k e trh ra w ith p ic tu re s of w ell know n 
aport pet to n a lities of th# p ast fro m th# 
album ct th# C u m b erlan d N ew s Sport# 
E d ito r 
Se# rf you ca n identify th em 
by th e ir photo ) 


Senior 
M en’s 
B asketball 
League Frounced A ustralian C h a m p i o n 
by whipping the latter last night on T helm a ^ Long 
6-1, 
6-3 
for 
the 
Purple Heart Wins 


womens crown. 


Sal Maglie Signs 


the “ Y” court by the score of 48-34, 
The deadlock leaders now have 
6-3 records in the first half cham p­ 
ionship race. 
In 1916 this fellow cam e from j 
N orm an G ratz led the Legion p Q r A b o u t $35 OOO 
Pittsburgh to K eyser to play base- scorers with ll points. M cG regor 
^ 
r 
ball for Coach Blake G. ’’Spooks’ paced the losers with 16. 
NEW YORK 
Jan 
12 GNS' 
-L y tle , then coach 
P esk .n ’s downed The Spot in th e ' Npw York G ia n t‘righthander 
other contest, 51-36. 
Bill Day headed the visitors with 
Potom ac 25 points and l<oekard led Ridgeley 
and 
he with IO. The lineups: 


is m ore people than 
you can net in any three gym nas­ 
ium s in*New Y ork.” 


at 
K eyser 
P re­ 
p arato ry 
SchiXil 
( n o w 
S tate), 
liked 
the 
triunity so 
he stayed 


Pittsburgh 
dis­ 
trict who receiv­ 
ed 
athletic 
scholarships 
at that 
tim e. He quarterb ack ed the f<x>t- 


The M ilitary O rder of Purple 
Heart won two out of three gam e* 
from Fisher A Robinette last night 
in 
the 
Allegany 
County 
M en’* 
I Shuffleboard League, Shaffer wa* 
I high scorer for Purple H eart with 


21 points while Zincr headed F isher 
Sal and R obinette with 19. 
M aglie signed his 1953 contract to­ 
night for an estim ated 135,000. 
victories fell short of his 23 total 
The 35-year-old hurler, who suf- the year l>efore. 


over Ridgeley while Coach “ Eb- hunting licenses. H ere is the vote: New York Fob. 6. 
cent. 
2. 
The boxers m ust fight at least 


New 
York 
U niversity 
Coach ball team at K eyser Prep th at was 
Howard Cann said, referring to a coached by Chief Bowen from Car- 
poor turnout for the recent N otre lisle Indian School. Robert “ R ed” 
h ie” Finzel’s quint whipped R idge- 1 
I. 
R abbit. 
42 
per 


7(kS ; 
Squirrel, 16 per cent. 3. 
D eer 16 once every 60 days to rem ain in ^ a m e 
gam e, 
th at 
student 
and Gibson, als.) a P ittsburgher, was 
T o n ig h ts gam e at C am pobello per cent. 4 
Duck. 13 per cent. 5^ the tournam ent and the ultim ate i a)um ni interest has 
sn low hif team m ate at the K eyser school 
and Quail. 6 per cent. 6. 
Raccoon, 2 cham pion m ust defend within 60 
prom ises to be a good one 
should a ttra c t a large crowd. Joe per cent. 7. 
G rouse, I per cent. days. The elim inations are 
to I*’ led jn the college gvrn. He added: 
Stanislaw ozyk and Eddie Diehl will 8. 
T urkey, I per cent. 9. 
Wood- 10-round bouts 
and the finals 
15 «‘jf 
W^| can 
officiate in the contest set for 8 chuck, I per cent. Fox. ringneck, rounds 
o ’clock. Jay v ee quints will collide 1 doves and geese, all less than one 


th at NYU crow ds could be hand- and after graduation they w ent on 
to sta r with the fam ed 
K eyser 


In the opener a t 6:45. 
It’s m uch 
hard er to com pare 
B ruce and F o rt Hill because all of 
their foes are different thus far. 
A fter getting aw ay to a 
shaky 
start. Coach “ Bobby” C avanaugh’s 
club has com e bark with a bang 
and is now playing .500 ball with 
a 4-4 record, winning their last 


SS. Peter-Paul 


th ree gam es over M artinsburg La- 
Salle and C entral. B ruce’s toughest 
Sma11 * am e seaso n -N o v . 2 to 28 
engagem ent to dote w as th at with 
Piedm ont which Coach Augie Eich- 
h rm ’s quint won. 58-57. 
This m ay turn out to be a hum ­ 
dinger of a b attle such as F ort 


12. 


belong on the cam pus.” 
On the other hand. Coach John 
B ach of Fordham , which shuns the 
G arden, 
said 
W ednesday night’s 
gam e betw een the R am s and Seton 
Hall—both undefeated — is a com ­ 
plete sellout (3.000i in F o rd h am ’s 
gym and “ we probably could have 
sold 10,000 m ore.” 
Noting th at attendance elsew here 
in the nation has been good, ex­ 
perts discussing the m a tter before 
a basketball w riters’ luncheon in 
Coach Bob M attingly’s SS. P eter New York listed the following pos- 
;and Paul quint scored its eighth sjb!e reason* for the New York 
Joseph 
A. M inke, our regional victory in nine sta rts in 
the Cath- equation 
w arden, reports 
th at th e j°lic Youth B asketball League bv 
Reagon!( For Situation 


per cent. 


In view of the fact th at a large 
num ber of nim rods from this sec­ 
tion hunt in P ennsylvania each 
y ear here are the tentative d ates 
for the seasons in the Keystone 
State: 
A rchery season on d eer—Oct. 12 


B ear—Nov. 16 to 21. 
A ntlered d eer—Nov. 


Scores 8th Victory 
In Catholic League 


on the cam pu 
accom m odate them Collegians, professional basketball 
then I believe we team . 
Gibson. P arrish . Shaffer, Mont- 


30 to D ec. 1 


the 
Collegians 
the 
w inter 
they 
played 23 gam es in 23 nights in 
the m iddle west and turned in an 
im pressive 
record. 
M ontgom ery 
and Shaffer still reside a t K eyser, 
P arrish is at C harleston. W. Va., 
and Gibson lives at louisville, K.v. 
"Spooks" Lytle is at R ochester, 
N. Y. 


Since 1922, the athlete pictured 
here has been coaching basketball 
team s. He also tutored the first 
football team fielded by LaSalle 
High in 1928, was m entor of the 


I ti S tate 
G 
F 
Ft# 
Null. I 
« 
I 
I 
W olfe, f 
............... 
3 
2 
8 
M cG regor, e 
.......................... 3 
6 
16 
C age. g 
....................2 
I 
3 
B irm in g h am , g 
........... .. 
2 
0 
4 
H offm an. ( 
.......................... 0 
0 
0 


T otal# 
............................ 12 
IO 
34 
Legion 
4« 
I 
PG 
T 
G a a ti. t 
............................ 4 
I 
9 
J 
B ack er, f ............................ o 
a 
2 
J 
f a lle r , c ............................ 3 
3 
9 
(i 
G eaU , g 
..................... 3 
3 
9 
J 
M cF arla n d , g .................... 3 
0 
6 
L ynch, 
• 
..................... I 
0 
2 
N 
G e a ti. g 
..................... 
5 
I 
ll 


T otal# 
-------- 18 
IO 
48 
S core hy period#: 
LEG IO N 
l l 
22 
36 
46 
T R IS T A T E 
6 
IO 
17 
34 
O fficial# 
B erk A K toutam yer. 


L eakin'# 
f) 
F 
Pi# 
W hitem an, f ............................ 4 
I 
» 
le o . I 
............................... I 
2 
4 
B 
D ay, e 
....................... 
12 
I 
25 
( im. g 
............................ 
2 
I 
6 
I 
3 
M ay. 
f 
..................... 
(I 
a 
2 
G unning, 
g 
..................... 
I 
0 
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Tot a la 
.......................... in 
ii 
si 
Spot 
G 
F 
p i * 
le y . t 
.......................... 
I 
5 
9 
Kl a in pf. f ................................ I 
0 
4 
L a rd e r, e ..................... 
3 
a 
• 
K err, g 
................................ I 
0 
4 
L o ck ard , 
g 
...................... 
I 
8 
IO 
WM# 
mm 
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Total* 
................... l l 
14 
36 
S to re by period*: 
L E S K IN '* 
8 
ta 
18 SI 
SIH IT 
8 
18 
26 
36 
O fficial# 
H um b ert non, W olfe, 


fered from a back injury through- 
Maglie signed his new co n tract 


e l b attlV 
urh as F o rt gam e 
w arden, 
reports 
that 
the olic Youth B asketball League bv , H e ro n s For SUuatlon 
"J 
W-B 
m entor of the 
] ' L r 
^ 
enRae!nc deer season this y e ar will com e a downing St. Jo sep h ’s of M idland 
lm A ttendance is generally lower a d " s* 
‘ rn* rh of tn n ^ f ih n n i J I1 
w i t h 
« 
? 
’ 
w 
w e e k ’la te r than last because the last night on SS. P e te r and Paul at all G arden events th an the peak 
k 
I 
I 
w i t h 
H agerstow n, 
M oorefield. first Monriay in D ecem ber is not court by the score of 43-29. 
of four or five 
g 
because 
. . 
. 
L k 
M onday 
until the 7th. The dates will be Dec 
7 to 12. 


He 
doesn’t 
expect 
any 
changes In the sm all game sea­ 
son In Allegany county unless 
they are made by the Legisla­ 
ture or at the April session of 
the 
Game 
Commission. 
The 
sm all game season dates are 
expected to be November 15 to 
January 2. 


Alumni. M artinsburg. LaSalle and 
C entral. 
Bob Pence 
and 
Fred 
"T ack ” 
C lark will do the w histle tooting in 
this contest, 
also set for eight 
bells. 
• 
Bill H ahn and Jo® W agner will 
be the officials 
for the tilt at 
Lonaconing. 
L aSalle’s 
E xplorer- 
'5-3' 
will 
plav their ninth gam e of the season 
tonight, m eeting the Bisons o^ Bed­ 
ford High School at Bedford, Pa. 
The 
Pennsylvanians 
have 
a 
3-4 
record, defeating C laysburg tw ice 
and Boswell while losing to Shade season to conform with the other l 
Township. W indber. H ollidaysburg counties. F or the p ast two years _____ 
and Som erset. 
The Bisons lost to the G a rre tt season has opened O c t.! Rog>»t> 
Som erset. 78-61. 
Allegany topj>ed IO and closed Oct. 30. The opening Ro®***' I 
Som erset, 71-52. 
d ate in the other counties is Octo- 
Total* 
Five P V.C. gam es a re on tap ber 5. 
tonight 
M oorefield s-e k ! its 7th 
r 
^ 
,cp slorm , ha, 
* 
consecutive win in the circuit when . 
' n . 
, 
rn rr» « t m untv Militancy, f 
it plays the P anthers at Franklin 
h a * A"* « a w 
G a rre tt 5°V"t y iK.«s. . 


The 
battle 
for 
the 
first 
m _ year* a g o ----------- 
h a ,‘ of the econom ic situation and the 
cham pionship thus carries to the jm pact of television. Irish said 
final day of the schedule on Thurs- 
“ It 
isn*t 
nocessari\y 
tho 
iv]e. 


Schools. H e’s still very m uch in 
the 
sport 
spotlight. 
W hat’s 
his 
nam e? 


day when SS. P e te r and Paul pLavs vising of sports events alone that 
!St. M ichael s of F rostburg on the hurts. 
W alking down 
the 
street 
w est side Poor a t 7 o ’clock. A vic­ 
tory would net St. M ichael s first hundreds of people lined up for 


'sjaH ea *3 jo >j ibdoj 
.»qj Xuip.utp BRM aq uaqw u.npq 
on the way^ to the Garden, I see bum ojoqd aqj, 'gZ6l aoufs #U*SeT 


Basketball 
Records 


COLLEGIATE 
Teem 
W I. PU. O f 
S hep h erd 
8 
I MW 
.18* 
1‘olomat1 S lat# 
3 
4 837 
331 
F ro stb u rg T each er* 
I 
S 544 
SM 


SCHOLASTIC 


r n 
833 
42* 
.375 


G arrett county 
is expected lo J(^ eph.g w ith n m arkcrg; L ineups: 
change the dates of its squirrel S| Jo„ ph( 
u 
f 
eta 


e x p e c te d 
to 


half honors but a win for SS. P e te r 
frce tickets lo 
and Paul would tie up the race. 
And of course, 
P arsons 
and 
Kegg 
w ere high are w atching TV free 
at hom e ” 
scorers for SS. P eter and Paul in 
2 
basketball nranHnl 
H,« 
last night’s contest with nine and iusjoned 
eight 
tallies. 
Hollern 
paced 
St 


in sjutnb tqXia 
js b .» ( ju paq.j 
television studios, j seq pm? looq.ig q 8iji uoviBfj 
)B 


Joaeph’ 
H ollern. I 
Carter. I 
A r g e n t, c .. 


I A 
(ho 
O I 
3 3 
I I 
S it 
N on acerin* auh# — C row , O a n ic k , 
W inner, J . W inner, M #y#ra, M cC orn 
P au l 


Ridgeley is at K eyser, Circleville 
at P etersburg. M athias it Capon 
B ridge and W est Virginia School 
for the D eaf at Elk G arden. 
. 
P arsons 
High 
School 
faces 
a 
•trong Elkins High q u irt in P a r­ 
sons tonight 
The Tigers 
from 
- a 
undefeated out Rram to 
p grousc and othe 


in its grip for the past several days paraona. 
is the m ost severe in y ears on wild- 
life and the forests. 
st«k#m. I 
M any birds th at live in certain J J E is i. g 
trees c a n 't get into them due to smith, * 
the heavy coating of ice and the JJH fg J 
w ardens have been busy putting 


Randolph county w ere 
until Friday night when they lost 
an overtim e battle to Roosevelt- 
Wilson H 'gh of C larksburg, 59-58. 
D ale P h aies. 6-foot-8 center, is the 
scoring ace of the Elkins quint. 
D avis H igh’s W ildcats play T e­ 
ga rt Valley High a t Mill Creek 
tonight. 
F o rt Ashby (4-4> hosts Paw Paw 
16-3», H yndm an High engages in 
its 13th contest of the season m eet­ 
ing Schellsburg at H yndm an. Bay­ 
ard goes to G a rre tt county to play 
N orthern High while Southern High 
of O akland 
invades T erra 
Alta 


Total# 
N on ai or mg 
O tlm or#, lf 
nub* — 
Mullanay. 
w ildlife from sta rv in g 
M any o f the m o u n tain road s are w ' Z ' h k p h s ** 
strew n w ith tr e e s b rea k in g dow n ss p e t e r a p a u l 
u n d er th e w eig h t of th e ic e and it s 
d ifficu lt to 
p en etra te 
in to these 
sections. 


The Police C asette ha* chos­ 
en New York Boxing Com rn ta- 
sioner 
Robert 
Christenberry 
for it* annual Edward Van Ev­ 
ery 
Award 
for 
“ meritorious 
service to boxing.” 


official* 
B 
F a ir , R 


SI 
Swaek, 


. . 8 
It 
Fair. 


ro o 
OO 
o-o 
l l 
OO 
0-0 
o-o 
OO 
OO 
OO 
0 3 
0 3 


PU 
3 
4 
8A 
3 
4 
3 
3 
4 A 
0 
0 


m any form er fans and ju asajd 
caused m any outstanding team s— 
local and visiting—to shy aw ay 
from 
G arden 
appearances, once 
the m ost sought after goal of every 
team and player. 
3. The press, which once lauded 
G arden basketball as the best, has 
grown w ary since the scandals. It 
now possibly leans backw ard in 
pointing 
out 
poor 
perform ances 
and inferior attractions. 
4. 
The caliber of professional 
basketball has im proved so g reat­ 
ly th at the college gam e suffers 
by com parison. P ro gam es have 
averaged m ore than 11.000 specta­ 
tors at the G arden, the best ever. 


•uinaojs 
J n q y y 
s.a n 


Wyatt To Accept 
Job At Arkansas 


Must Break Nine-Yea 
Contract At Wyoming 


1-3 
43 
P #t#r*on. 


Baltimore To Pay 
$62,500 For NFL 
Berth This Year 


Grand Jury Will 
Hear Glickfield, 
Magistrate Says 


U PPE R MARLBORO. Md , Jan . 
12 (^—M agistrate Nita S, C rane 
said today she will o rd er Louis L. 
G lickfield, 
form er 
U niversity 
of 
M aryland student, held for a grand 


LITTLE ROCK. Ark , Jan . 12 UP 
-H a rd -d riv in g young 
B o w d e n 
W yatt today conditionally agreed 
to Ute task of hauling U niversity 
of A rkansas football out of 
doldrum s. 
The A rkansas B oard of T rustees, 


Team 
W. L. ria 
OP. 
Pet 
M oorefield 
. . . . . . . . . . a 
0 
318 
33* 
I OOO 
R om ney 
. . . 8 
0 
45# 
179 
I OOO 
B eall 
.......................... . . . 6 
0 
394 
274 
I OOO 
B ru ie 
........................ . . . 6 
0 
397 
282 
I OOO 
F ran k lin 
............. .. 
. . . 6 
a 
326 
428 
TSS 
A llegany 
................... . . . * 
a 
307 
418 
730 
Davis 
. . . 3 
a 
464 
398 
.714 
P ar anna 
3 
a 
347 
111 
TM 
N o rth ern . A ccident 
.. 3 
a 
339 
297 
.TM 
(E n tia t 
. . . 7 
a 
311 
412 
700 
P aw P aw 
............... . . . 6 
a 
506 
472 
667 
H ager Mown 
. . . I 
a 
37* 
361 
aas 
L aSalle 
........... 
. . . 3 
a 
372 
307 
823 
P ied m o n t 
. . . 3 
4 
497 
443 
556 
F o rt 
Hill 
............. . . . 4 
4 
381 
398 
MMI 
C apon B ridge 
. . . 
4 
427 
454 
500 
f o rt Aahbv 
........... . . . . 4 
4 
376 
.306 
5on 
P rie r th in g 
........... . . . . J 
.1 
337 
317 
SOO 
f reiW ( irk 
............. 
I 
277 
249 
VMI 
I K ry aer 
. . . J 
4 
404 
377 
429 
B edford 
3 
4 
393 
448 
42# 
S o u th ern , O ak lan d 
. 
I 
I 
37,3 
387 
429 
H yndm an 
4 
8 
cai 
547 
.aaa 
T h o m as 
............. . . . 2 
4 
KIS 
379 
333 
B ay a rd 
........... 
... a 
3 
350 
376 
28*i 
R idgeley 
. . . a 
3 
20# 
334 
286 
M artin sb u rg 
. . . . . . . . . I 
a 
188 
192 
ASO 
B arton 
. . . i 
3 
209 
270 
r \K1 
Elk G ard en . . . . . . . ... i 
7 
.342 
476 
126 
Mi 
S av ag e . . . . . . . . . . I 
7 
241 
431 
las 
C a rv e r 
. . . . . . . . 
0 
4 
143 
1*3 
OOO 


f ITT 
SCORING 
Player 
O . FO 
r . 
Pl# 
SVS 
the I M<-f»r#g»r, Fort Hill * 
M ullan#)!, I.alia ll# 
a 
M #ele, 
A llegany 
8 
R an k . A llegany 
a 
H offm an. A llegany 
8 
m eeting with W yatt here, 
offered I Turner. Allegany 
a 
bim a five-year co n tract at 
$12.MO f.*rr1, ‘ f 
M,H •* 
a y ear to succeed the resigned Otis n*ma. l ls#"# *.” * a 
said he would accept i*»v# 
. 
Nolan, LaSalle 
a nme-verir p a rt Branl tur% HU) 
of 


LaSalle ...... a 
, a 


W yoming. I A ndrew *, F o rt Hill 
be 


D ouglas, ll 
if he could break 
a t 
the 
U niversity 
W yatt 
was 
said 
to 
be 
getting 
Ail#* 
. . _ 
•»* 
* 
»i ii cli, 
I *4$ 
Imp 
$10,000 annually at W yoming. 
K ienhnfer. LaSaii# .. 
T he 36-year-old W yatt, who Jar- 
£ £ £ “j ;;; 
.... . 
. 
.. 
. . 
. 
. . .zed up the single wing he learned It boat, r.#s*ii# 
BALTIMORE. Ja n . 12 UP - O w n - JLu rtv nn chHrK*s ,h at 
fo a , an end at Tennessee to win 39 
- I ***"* 
_ 
_ 
K irtley , A llegany ... 
Ho*ley, A llegany 
erg of the new B altim ore franchise 
* 
The publication says the gelee- in ^ 
N ational Football League 
,n . . 
tion w as based on C hristenberry’s 
e getting it for $62,500 for the you“ * atto r?*y* *ske,i <G*missal 
. 
. 
...____J _ I J 
m 
W 
t e-,*# 
( h a *«•»#•%* tv* e l aa 
4 k * M 
e . 
an. en * * 4 I 
« aal 


a university football player. 
a m otion filed last week, tho 


H agerstow n is a t M artinsburg and “ courageous though controversial; jjrs ^ yCar# League C om m issioner on 
grounds the prosecution had 
Shepherdstow n 
a t 
B e r k e l e y action” in reversing the decision in 
gaid today. 
not 8hown ,h al 
kam e in ques- 
Springs. 
the Dec. 19 Billy G raham - Joey 
Five B altim oreans have agreed tlof w a* Plaved in M aryland. 
At a brief session today, M agis- 


to take Judicial notice of school 


F ive B altim oreans have agreed 
Potom ac S tate winds up a tw o -1 G iardello fight. 
to put up the m oney. They will 
day road trip tonight, m eeting the 
have q u arter of a million dollars at* C rane 
a id abe had the right 
Falcons of F airm ont State. 
Ford 
light-heavy, 
hom e 
for 
the tickets to sta rt operations 
w eekend, left yesterday for Toledo, son. 


I Ohio. w here he fights tonight on 
Bell said the ow ners will pay a 
the 
“ Chuck” 
D avey-Johnny 
WH-! total of $200,000 additional for the 
i ham s card. 


M rVli k e r. F o rt Hill 


g arnet, lose 17 and tie one in six 
j ears at W yoming’i grid helm , left 
the im pression th a t he expects to 
obtain a release in tim e to take 
over the A rkansas j-*b at F ay ette­ 
ville. Jan . 20. 
Thus "apparently ended A rkan­ 
sa s’ 
seven-week 
search 
for 
a 


51 
38 
38 
33 
M 
33 
33 
SO 
31 
IT 
IT 
14 
15 
II 
ll 
ll 
3 
IO 
8 
8 
7 
7 
I 
4 


l l 38 
3.383 
37 48 
30 40 
18 .IV 
37 IS 
18 40 
14 M 
10-17 
17 SI 
14 17 
18 40 
18 28 
8 11 
* ll 
3 13 
1414 
4 8 
4 • 
I 4 
I 3 
I 2 
I IO 
I I 


137 
iii 
103 
*4 
AO 
77 
82 
34 
33 
t i 
48 
47 
42 
M 
38 
37 
34 
34 
18 
13 
IS 
IS 
ll 
ll 


IT I 
13 A 
12 A 
ll 8 
ll 3 
A 8 
7 a 
a a 
a 3 
8 4 
8 0 
• a 
8 0 
4 3 
3 I 
I 4 
3 0 
I 0 
3 T 
3 I 
I 0 
3 I 
I a 
I I 


BASKETBALL 
sco rn 


R andall “ Skeets” Starkey. Wiley from advance sale of 15.000 season 
h eram * the university it roach. The Job w as offered to only 
lioM -heavv 
hom e 
for 
the tickets to sta rt operations next sea- 
. 
. ‘ 
_ 
L 
y 
one other m an. Paul B ryant, who 
was unable to break his contract 


<Include* player* with 18 point# or m orel 


Eddie Arcaro Vofed 
George Woolf Award 


a p a rt of the E xecutive D epart­ 
m ent of the M aryland state gov­ 
ernm ent. 
“ W hether it was in evidence or 


at Kentucky. 


HILLEL! ATE 
W est 
V irginia 
W ealeyan 
87. 
P o to m ac 
S tate 47 
A lderaon B ro ad d u s 62. D av it 4 E lkina 38 
D uquesne 93. C in cin n ati 76 
V an d erb ilt 85. 
F lo rid a 73 
W est Va. S tate 73. W inston S alem 38 
M ary lan d 65, V. P 
I 
46 
A m erican U. 77, ML St 
M ary ’* 63 
P en n S tat# 73, G etty sb u rg 66 
G eorgia Tech 69. A lab am a 67 
In d ian a SS, O hio S tate 68 
M ichigan 66. Iow a 61 
W ake F o rest 68. So 
C aro lin a SA 
R ichm ond 75. V 
M 
I 
65 
. . . 
_ 
. , 
. . 
E m o ry 8 H enry 84, Lincoln M em orial 77 He S won 26 and lost 2. 
O klahom a a 
I MI sr. D etroit 30 
; 
“sk eets” has engaged in 71 pro 
M iam i < H a I 71, S tetson 70 
, 
" , 
(o v ertim e) 
land am ateu r 
m atches since 
he 
Illinois 83, N orth w estern 58 
C alifornia (P a > T chr* 72. F a irm o n t 64 
W isconsin 76. M innesota 74 


According to Charley Ifeaaal* 
Prof. Bunny B untal’* contact 
man In Cumberland. Starkey’* 
opponent tonight will be Cecil 
Traff, of Detroit. It’t a sem i­ 
final and is scheduled for eight 
rounds. 


If “ Skeets” fights it will be his 
29th since he turned pro in 1949. 


franchise. They will pay it in IO, 
• 
* ii 
a. . - 
!u„ 
oMiHot. the court has the right to call 
instal m ents during the next eight! 
* 
. . . 
. . , 
. 
. 
for the schedule and take Judicial 


■'T d o w n paym ent 
of $25,000 ii lo " * ? 
*j". 
» * ' 
be m ad,. Jan . 211 
a , tho Ie.,anc ^ * i : " . “ a " i an. ^ . 
m eeting in Philadelphia and $37,- 
500 in July. The sam e paym ents 
will be due in 1954. Then $12,500 a 
y e a r for the next six years. 


Glickfield. 
of H yattsville, Md 
is free on $2,500 bond. He was not n)K^? 
present a t today’s hearing. 
I w ere 
A form er m em ber of the M ary- 


ARCADIA, Calif , Jan . 12 GNS) 
—Jockey Eddie A rcaro today war j 
voted the G eorge Woolf M em orial 
A ward as the outstanding Jockey 
of 1952. 
The vote, 
conducted 
by 
turf 
w riters covering the cu rren t Santa 
R esults of City R ecreation Bas- Anita m eeting, w as a near-unam - 
ketball League gam es played last mons one for A rcaro, who rode 38 
at 
Allegany 
High 
School stakes victories last year. 
In 21 y ears of riding A rcaro’s ! 
G ehauf’* 31, E a st Side IO; De- m ounts have earned the w hopping1 


Rec League Scores 


Shepherd Wins, 79-70 


K an sas 65, N eb rask a 59 
T am p a 77. F lo rid a S tate 73 
M iaaisaippi S tate 67. T u lane 61 
R oanoke 64 
H am p d en Sydney 57 
T em ple 63. L e h ith 47 
S hepherd 79. S hipp en sb u rg 70 


started throw ing leath er in 1946 
and his overall record is 56 wins n ,Rht to defeat Shippensburg, Pa 


center, to hold down M aryland’s 
SHEPHERDSTOW N. 
W. 
Va , j winning 
m argin 
over 
Louisiana 
Jan . 12 UP—Shepherd blew a 15- State U niversity la st October. 
point lead but finally rallied Uh­ 


land football squad, Glickfield is 
M°Jay IS, B allard s 14. 
Ridgeley total of $13,783,221. He w as the 
accused specifically of attem pting 
Legion 34, A m vets 33. Jew ell’* 22, nation’s leading jockey in 1940-41- 
to bribe Tom Cosgrove, M aryland 
Ryckes 18. 
46-48-50-51 and 1952. 
hold 
WHEN IN ROME 


Terps Rack Up 
Eighth Victory 


recorders Take Lead 
In K-C Dux Circuit 
Joe F elton’s R ecorders took over 


and 15 losses. In the simon pure 7&_70 for its g,xth basketball win 
ranks he won 30 and lost 13. 
J against one loss. 
His last bout w as M arch 18. 1952 
M cClelland w as the big gun with 
when he stopped Johnny R obinson: ^ 
includinK U field goals! 
c o l r F G F PARK: 
Md 
Tan 
I? 
A 
Jo 
two 
heats 
a t 
the 
Flam ingo' 
seven free throw s John Poling 
„ 
. 
PARK, Md., Jan . 12 
Recorders Take Lead 
Arera' r'"s,’ureh 
d 
had ” J 
S 
n e iu ru e rs id h t Lfdu 
Sanders High SrhfK)l 
Moore. shep h erd 


field. W. Va., is burned up over 
It w as 
the failure of C arver High of Cum- a *ainst a ,one w,n 
, 
i 
. 
. . 
. .. 
„ 
berland to show up for a 
recent • irf' f'r 
the leadership of the K. o l e . Bowl- 
baskpthall 
s,.hfrtuled 
,h„ , ! Shippensburc .. 12 
mg League last night by winning 
Sanders is making a protest 


. 
, 
. .. , 
i starch out of V irginia Poly tonight 
It w as Shippensburg s sixth loss 
. _narl(<-l M arv, 
id SA PiK-jkPt 
Scoic: 
14 
16 
21 
18 
25-79 
19-70 


three 
gam es 
from 
the 
G uards 
while 
the 
G rand 
K nights 
w ere 
knocking off the C hancellors, 2 to 
I, on the Club alleys. 
Tom M cG eady of the Chancel­ 
lors w as high scorer of the even 


and sparked M aryland to a 65-46 
Southern 
C onference 
basketball 
victory over the G obblers. 
Shue, brilliant junior from Tow­ 
son, 
Md , 
put together 
his 
hot 
m uted to pick football w inners if 
pa rjy jn the fourth period 
the 
A m erican 
Football 
Coaches aft* r v p i had battJf,d 1h,, favored 


ing with 223-577. O ther high m en m ission has nam ed G reg Johnson 


In a report that will he pre­ 
sented to the Tri-State Athle­ 
tic Association. 
_ 
a com m ittee headed by Dud De- 
The W est Virginia R acing Com- G root of New Mexico< 


w ere 
G ene 
M cG reevy, 
G rand 
K nights. 
217-574; 
Carl 
King, 
G uards, 200-528. and Paul Stakem . 
R ecorders, 495. The standings: 
W 
L 
Pe! 
Recorders 
5 
I 
833 
Chancellor* 
4 
2 
667 
G ran d 
K night# 
................... 
3 
3 
506 
Guards 
.......................................* 
• 
.0061 


the 
form er 
B altim ore 
r a c i n g 
w riter, as substitute stew ard for 
the m eets at C harles Towrn, W heel­ 
ing 
and 
W aterford 
Downs 
this 
year. 


H ere's a laugh: 
Coaches no longer 


Association approves the c a ic of M arylsnd(T 
„ , la n d st,u f„r throe 
ethics for football m en draw n by q u a rta ri. H t w(.n, „ n 
am a„ 24 


high for the contest. 
Leo B urke, form er H agerstow n. 
M d., high school sta r, led the Vir­ 
ginians 
with IO points 
as 
they 
dropped their seventh gam e of a 
winless season and suffered their 
third conference loss. 
The 
victory 
w as M aryland’s 
eighth 
in 
ll 
sta rts and 
sixth 


Remember when Dud 
was 
head coach at West Virginia 
and he predicted that hit team 
would easily heat Maryland? 


The M ountaineers 
ized th at fall. 
w ere pulver- 


wdl be p e r-t 
M aybe th at * when he sw ore off. (against one loss in the league. 


HIT SONO, four-year-old American tro tter, get* off to a speedy sta rt 
a t the Villa Glory race traick in Rome, Italy. He played tw eet music 
I and won top honors in th* event. 
(InternationalJ 


THE MANHATTAN 


CONTINUES 


FOR A LIMITED TIME 


Nationally Famous 
S U I T S 


all from regular stock 


formerly 63.00 and 66.00 


r n * 


. 9 
0 


Nationally famous suits, aU selected from regular 
stock and sharply reduced for this semi-annuaJ 
event! This year the selection is unuawatty large 
and varied . . . the patterns and color* are current 
successes . . . All sizes, but not In every style, pat­ 
tern and color . . . Be on hand early for beet selec­ 
tion! 


Nationally Famous 


< O A T S 


all from regular stock 


formerly SS.OO and 59.00 


$ 


z l 
l 


All records go by the board in the unprecedented 
tale of fine topcoats' 
Magnificent im ported and 
domestic fabrics in a large and varied selection of 
choice patterns and colors . . . All from our regular 
jtock, sharply reduced for this semi-annual sale! 
All sizes in the group, but not in every style, pattern 
and color. R egulars, shorts and longs. 


Slight additional charge for necessary alterations 


T a * M 
..i ftS u tiiitn 


Baltimore Street at Liberty 
The Men's C o rn e r 


Molesworth Is 
Baltimore Pros 
Football Coach 


Ray Richards Named 
One Of Assistants 


BALTIMORE. Jan. 12 
mo re’s new team in the Natio nal | 
Fo o tball Leagu e Uxlay go t a pair; 
o f 
o ld 
co aching 
hand.s, 
Keith 
Mo leswo rth and Ray Richards. 
Mo le.swo rth, who has been play-1 
Ing and co aching CiJlcgc and pro -1 
fessio nal fo o tball .since 1923. will ^ 
b<' head tu to r and Richard.s, as-i 
so ciated with the spo rt fo r qu arter j 
o f a centu ry, o ne o f his as.sislant.s. | 
Mo leswo rth said the expected to | 
name two o r three mo re as*is-i 
tants. 
‘ 
Mo leswo rth last year was back-i 
field 
co ach 
fo r 
the 
Pitl.sbu rgh 
Sleelers and Richards co ached the 
line fo r the Ixis Angeles Rams. 
| 
Mo leswo rth and Richards were 
two o f three api>o lntees o f Leagu e: 
Co mmissio ner Bert Bell appro ved 
to day by o wners o f the Baltimo re i 
team. Do n Kellett o f Philadelphia' 
was pu l in the fro nt o ffice as presi-i 
dent and general m anager, 
I 
Kellett gave u p a jo b in radio 


Hall Of Fame 
New Yopk Yankees Named 


Wasted In '52 
«----- ^ 


AP Newsfeatu res 
NEW YORK—Baseball writ- 
er.s vo ting in the annu al Hall 
o f Fame (Kill wa.sled 127 vo tes 
in the 19.'>2 ballo ting becau se 
they did no t read the ru les. 
Ten-year 
meml)er.s 
o f 
the 
B.iseball W riters’ 
A.sso ciatio n 
o f America are (lermitled to 
vo te fo r JO names o n a Hall o f 
Fame 
ballo t 
each 
Janu ary. 
Tho se players getting vo tes o n 
75 [>er cent o f the ballo l.s b»*- 
co me members <if the Hall o f 
Fam e at CfKipersto wp, N Y. 
Ho wever, the ru les .state that 
o nly player.s who have (kt - 
fo rmed in the last 2fi years are 
eligible 
Last year, vo id vo tes were 
cast fo r Chief Bender 
GO), 
Casey 
Stengel 
<27), 
Du ffy 
Lewis n i) , Dickie Kerr <9i. 
Ru b« ' Mnrqu ard <9) and Clyde 
Milan <1). 
Stengel, 
fiender, K« rr and 
Marqu arri finished their (» lay­ 
ing careers in the majo rs in 
1925. iK'wis, no w traveling sec­ 
retary o f the Biisto n Braves, 
retired as a player in 1921 and 
Milan, a co ach fo r the Wash­ 
ingto n Senato rs, qu it playing 
after 1922. 


Michigan State Grid 
Team ts Runner-Up 
Athlete of Year 


• nd televisio n in Philadelphia to ' 
take the jo b which he described as P g j,. G rO U n ds E n tr ie s 
“ hazardo u s and dangero u s.’’ 
HH.ST l*Ohl 2 
PK.S 
1 0 lici rra n rn lsr Jan. Z.1 
• h h s t ii.m« , cidimtn« . « u p, « f. 
wUirittI 
Ifll T« « « « I 
Baltimo re is slated to Ik* granted 
o fficially a franchise in the leagu e 
at a meeting Jan. 23 in Philadel- 1’rhro n« t« b*« t 
phia. The city first gu aranteed h» 
sell 15,900 seaso n tickets. It su r-! 


xStriill 
OiiUhliU 
N» rtlorrt 
Jo tlrah 


ns 
114 


1(11 Tpxa* Hlu ft 
1(17 xl.u infnii 
112 ÜI.ÍUI» H « m » 
112 Nhlnlntt 
113 .lu ana 
|(I3 Salprlm» 
113 Klyln« Tu rkry 
IIS Hawing 
rendered a franchise in the le a 001* t)(**i^*t Ov» r 
its H» l King 
iiiiu e itu a irancnise in m e league 
SK( ONI» 
11,700. m« iii» n« , j. s f 
two years ago . 
• Top Prrtly 
114 Chain Tonga 
Kellett and Mo leswo rth a r e r,iH 
Vtc 
114 Bo wlmr 
iveiieu ana mo ieswo rin an o ia 
lu Spii y Hriie 
bu ddies. They played baseball it jSan Mairtar 
11» Hmutngo 
^ e sam e time fo r Syracu se in the ! 
Internatio nal Izcagu e. To co mplete jThi« 
Pip**m 
11» ai,inip Kit 
th . reu nio n, M nlcwnrlh end R.ch-i’j ; , “” 
111 ¡'.‘I r K ,,.,,.. 
ards played the same time fo r the 
tiiiru ii.so o . claiming, 4 u p, 1 t 
C h i c a i i o R e a r * 
R a n o vtn a 
4„ nicagO M4 ars. 
Kalama 
105 I o ,-> |y 
Mo leswo rth, a native o f W ash-' Kagphrmrk l.aaa 
111 » Mlaa 0*a(i 
Ingto n. Io wa, no w living in R 
i 
c 
h 
- lií í'oú m vim . 
mo nd, Va,, also 
played 
fo r 
th e ' 
103 
R n lfim n c *. rirU itw a 
in 
Ih e 
In O .r ' 
t OUR IH 
» 1,700. < laiin 3. malrtrn» , 
m 
itailim o ie Drio les 
in 
the 
Inter- ¡ 
^,„^» 1 io4 su « o u no y 


BY .lOIIN f IIANDI.KR 
' 
NEW YORK. Jan 
12 lyf* Tho se 
New Yo rk Yankees, who weren’t 
su p(K).sed 
to 
co p 
their 
fo u rtfi 
'straight American iK’agu e flag and 
¡then blasted their way to an in­ 
credible fo u rth co nsecu lrve Wo rld 
'Series triu mph, were pickr-d to flay 
as the o u tstanding team o f 19.52.' 
I* wa.s the third straight year th« 
Yankees had been acco rded thej 
“Team o f the Year” hru io r, 
; 
In a (K» inl battle with the u n­ 
beaten Michigan Stale .Spartans,i 
the No , 1 co llege f(Kilball team last: 
.seaMjn, the Yankees wo n o u t in' 
the annu al A.s.so ciated Press year* 
end (Kill. 
Yankees Get .109 Po ints 
With 1.56 o f the natio n’s spo rts 
writers and s(Kirtscasters taking 
part, the Yankees o f Casey Stengel 
received f»5 first place vo tes, and 
plied u p .309 po int,* o n a 3-2-1 basis. 
Co ach 
Biggie 
Mu nn's 
Michigan 
State (Kjwerho u se, winner o f nine 
gam es, 
receiv» *d 
45 
first 
(ilace 
vo te.H, and 297 (Ku nts, 
Michigan 
I State had b« >en vo ted in fifth place 
in la.st year’s (Kill. 
The Yank.s and MS(! were far 
' ahead o f the o ther team s, biith 
(iro fessio nal and am ateu r, receiv­ 
ing co nsideratio n. Third went to 
the great United Stales Olymnic 
i« 7 team , which gave a su perb ac- 
cfiu nting o f itself by co ming fro m 


Reese, Robinson 
And Campanella 
Sign Contracts 


Dodger Trio Will Get 
In Excess Of $100,000 


By P.AT ROBINSON 
NEW YORK. Jan. 12. (INS)— 
The “ heart” o f the Do dgers—Ro y 
Campanella, Jackie Ro binso n and 
Peewee Reese—signed their co n­ 
tracts to day fo r a su m in excess 
o f $100,000. 
Campanella, the best catcher in 
thc Natio nal I^eagu e, pu t his Jo hn 
Hanco ck o n the line fo r a repo rted 
525.000, Sho rtsto p and c a p t a i n 
Reese and his side-kick, seco nd 
baseman Ro binso n, each received 
140.000. 
No m atter what the exact figu res 
may be, all three said they re­ 
ceived su bstantial increases. 
One thing su re, Reese and Ro b­ 
inso n fo rm the highest-paid seco nd 
base co mbinatio n in the histo ry 
o f all baseball. It is equ ally cer­ 
tain that su ch a co mbinatio n as 
Mark Ko enig and To ny Lazzeri o f 
the 1927 Yanks — pro bably the 


WINNER TO GET TITLE SHOT 


i . 
W 


Bo bby DykM 
GII ru rner 


RANKED bigh u p o n th* Uat o f welterweight ho pefu ls, Bo bby Dykee o f 
Miami. BTa., and Gtl Tu m ar o f Philadelphia meet In the Qu aker City 
Jan. 20 in a bo u t which may mean fu tu re tltie aho L 
(IrUema tio n a lJ 


Tropical Park Entries 
rm.ST POST I 45 PES 


NINTH S3.300. elalmio g, 4 u p. IVt m. 
xl.u rky Flag 
Skain 
rm.ST 13.000. claim . 3. flllle*. I 1 16 m., 
xBetty fie Roaai 10« xPo lilme 
ilSiTu rn Hark* 
greatest o f all team s — to gether l^ve Tint 
120 
Wathng 
'0« » Mlaa Fo ray 
111 So akin' Wet 
111 « Calicò Cat 
never go t as mu ch as either Ro b- 
loe xK.rmcr-. Angci lo s 
inso n o r Reese. 
P» c Jay 
m Pancm* Jo dy 
111^ x-5 Ibi AAC 
J iu * 
Í 
Marwo o d 
111 xHaby Kathy 
10« 
All three agrec*d that the team pajy <)« chance lu Mi» a su blime 
120! 


109 xG atita 
11 
113 
HO Straddle 
HI 
107 xEven 
B etter 
118 
106 Jo ann'» Bo o t» 
10« 
H I » Bo b« Ace 
HO 
102 .Salaiwe 
121 
107 » Hindi 
HO 
107 xBaby Pau ly 


to Ixjat this year will be the Giants 
with the Phillies in stro ng co nten- 
to he r 
MATHIAS, the Tu lare. Calif.. ^ t.o n. 
Strangely, no t o ne o f the iTim 
bo”.;^ 
« thlete who twice wo n the Olympic njj^ee seemed to think so mu ch o i,|'*‘“*’ 
" ' 
decathlo n cro wn, haa been selected 
Cardinals. 
' 
.nd High 
J . 
. 
. a s the male "Athlete o f the Year’’ 
was placed first o n 22 ballo ts, and 
natio n-wide po ll. (In tern a tio n a lj 
go! 
8;i (Kiirils. 


u no fficial jKiinl sco re at 


115 lu st su imm'i 
The Olynqiic team 
And all three agreed that the 
No . 1 man in baseball is still Stan 


.SECOND 12.200. claim ing. 4 u p, 6 f 
Sand Fly 
117 .Scherzo 
Mtlto n Harla 
106 lio pcra 
110 Meg 
103 1.4M>k Hare 
105 Bro wn Dalto n 
110 .Stray Gift 
110 Fo u rth Jack 
113 xinntsfre* 


‘“ Change Fight Dates 


BROOKLYN. Jan. 12 o P — East- 


I 
Atkinson Has 
Four W inners 


Wagers Top Million 
7th Time At Tropical 


MIAMI, Fla., Jan. 12 (Pi—Jo ckey 
Ted Atkin.so n ro de fo u r winners at 
Tro pical Park to day and the track 
had its seventh millio n-do llar day 
o f the meeting. 
I 
The 
Mo nday 
cro wd 
o f 13,070 
^ wagered $1.K^,507 o n the nine-racs 
; pro gram. 


I 
Atkin.so n started his qu artet (itfk 


I winners o n R. E. Vo gelman J r '^ ^ 
Wilfu l ($6.60) in the seco nd, wo n 
with River Divide F arm ’s Tio Tito 
($7.70) in the fo u rth, C. E. Baker’s 
Slam Thru ($35.40) in the sixth and 
co mpleted it with H. Nias’ Cu p 
King ($19.70) in th eighth. 


1 
The feat tied a mark fo r the 
[meeting set by To ny Despirito o n 
I Dec. 30 when he bo o ted ho me fo u r 
winners to ru n h's sco re to 389. 
'Despirito ro de his 390th winner fo r 
¡a new all-time reco rd o n Dec. 31. 
1 
Atkinso n had been bo gged do wn 
by 
a slu mp since retu rning to 
: actio n here abo u t three weeks ago , 
I bu t the veteran ace evidently has 
' shaken it o ff. At any rate, he thrill­ 
ed a chilled cro wd o f 13.070 with 
u i his saddle wo rk to day. 


Moved Up With Coach 
SOUTH BEND. Ind. tft-No tr® 
Dame 
basketball 
co ach Jo hnny 
Jo rdan had three o f his varsity 


i players o n his Mo u nt Carmel High 
team in Chicago . They are Cap- 
lain No rb Lewin.ski, senio r center; 
Gibbo ns, senio r gu ard, and 
Jack Stephens, so pho mo re gu ard. 


112 


iMu sial o f the Cardinals. 
Fo u rth (ilu ce this lirnc went to 
114 the Kansas bu skctbHll 
team , which Minncap<» Us Lakers o f the Natio nal 
!!? w(in thc N C. A. A. 
to u rnam ent. Baskriball Asso ciatifm. who beat estim ate 
o f Mu sial’s lAility '^^en 
jiiimd u p with 
the Petina the N« *w Yo rk Knickerbo ckers in]he said: 
“ Yo u can o nly ho pe to (^« w Lme 
I ml then 


THIRD $2.200, rU im ing. 4 u p, 
Clo ldcn Alean 
113 Ra/.z(» o 
II 
, 1. 
L 
J 
, Maxlarao n 
110 Fu tlblaat 
Campanella gave the shrewdest Qu cmadito 
ii7 Happv Vino r 
107 al>a Bu T« 
113 xFar So n 
117 Regal Glad 
Caterpillars, the A. A. U. cham -,the playo ff.« last spring, 14 p« » ints.|o u tgu ess Mu sial and ho pe that he 
(>«■'««" 
“ T 
111 (iio ns, to win the Olympic title. i 
a to tal o f 37 team» received iwUI get o nly a piece o f the ball, 
“ If Stan happens to gu ess what riu -ndara 
nts Jazianu 
yo u are go ing to thro w him—gcKxl- 
^» rmaid iw 


iieo rgia Tech, 
kingpin o f 
f>o inls lo r first, two fo r sec- 
FiMitball Co nference 


103 
><«' 
- - 
_____ 
II4 ern Parkway Arena o fficials to day ’^*’^ 
i)*i switched dates fo r two co ming 
fights, mo ving u p the welterweight! 
7,Vc.„h ^.w«„ 
Yesterday'* Scratches 


115 Kansas go t 44 po ints. 


natio nal l.K’agu e. He managed the > xWee chichi 
Co lu mbia. S. C., farm team o f the Ji’i” 
Cincinnati Hed.s. 
His slo [)s ag u 'c'» ihy'* o tri 
player also Inclu ded Mo line, HI.. :Ht« "e‘r “f!iinei 
Waco ,' Texas, Galvesto n and Oak-i u n i i » i no« , 
land. Cab 
xHedget.u i 


Co ached Bears .HI* Years 
Mo leswo rth 


I xRo ltlegger 
[Ju iDo i (.ounM>l 
' » Intel Ml» » 
went into co aehing ‘ 
„ 
. 
. - 
. . 
Sherttf <in» » h 
after SIX years as a back field star 


III Tech No ses Ou t Irish 
I (Ml 


1J3 S i i u t h r as t e r n 
and winner o ver Mississippi in the 
114 Jiiri. 1 Su gar Bo wl, barely biu it o u t 
10« silvery 
tu 
Ncitre Dame f(K>tball team fo r 
' ' Wee e» yofi 
In i fifth. 
Tech had 28 
(Kiints, while 
jJ '’N(itre Dame, the s(K» ilers with vic- 
10« ’» n* T 
111 
, 
... 
to nes o ver lexas, Oklaho ma, Pu r- 
ntn« „ 4 • I 
du e and So u thern Califo rnia, had 
111 I'arUcipNtio n 
III..., 
113 R(» y« l |.e» der 
114 
(KUllls 
11« xtiiikM 
^ 
KI2 
'fhi. 
Oo tro it Red 
Wings, 
who 
U3 H« x*n« de*** 
llo made a habit » if winning the 
Na- 


votes. 
The 


4 u p. « f 


leading team s, based o n! 


Team 
1 New Yo rk Yankee» , traaeball 
3. M ichigan .State, fo o tball 
.1 F 
.S 
Olympica Gam ea Team 
4. Kanaaa, R aikethatl 
5 G eo igia Tech. fo o tball 
« No tre Dam e, fo o tball 
7 lietro lt Red Wings, ho ckey 
R D etro it Fio na, fo o tball 
9 I'eo rio ealerpiitara, baaketball 
III .Minneatxilla I.akera. baaketball 


Today's Selections 


Pt» 


night!’’ 
xGu n fa p la in 
Campanella bet Fresco Tho mp- 
.so n, head o f the Do dger mino r Deaert witch 


105 l.ando m 
112 Bo witrh 
110 xJo hn’a Cho ice 
105 Maximal 


‘¡’ IStamfo rd, Co nn., and Italy’s Italo 
^ 


1(1? Sco rtichini to Jan. 19 fro m Jan.; tr op ic ai. park; 
i—P o tterac. Bever- 
, ly H u rki, l.inda’s I.adv, Go lden M ean: a 
Sleepy One. Cenau s. Fan So ng. Paaaing 
schedu led 
middleweight! ja c k. Mlaa P naay; 3 Jo hn*» Cho ice. Ten 
o la e h 
hA tw w o n T rista 
R i r a ’* T u r n 
Bo i. Mighty So n; 4 RIdgo 
Kwi 
o etween co sta Kica S lUZO 
huzz a Bit, Blu e L antern; S -P a l- 
Po rtu gu ez and Jo ev 
Giam bra o f m er 
Metho d. Heirea» , 
Slave 
G irl. 
.So n 
^ R iiff a ln w a * r h a n o e d f r o m J a n 19 
* 
William 
Tell. 
Reinfo rce. 
Co ld 
^ « u rtalo was cnangea iro m jan . 
j » 
M ikeaby: S- To p co m m and, E m er. 
J2J to Jan. 26. 
: 
n il 
I 
111 
110 
30» I leagu e chain, a $75 su it o f clo thes 
f iìth » 
2.000. claim ing. 4 u p, i t is m 
279 
« 3 that he wo u ld catch mo re than 
m !ioo gam es in 1956. 


“ 
1 
Said Campy: 
“ I’m 10 po u nds 
2) I u nder my u su al w i n t e r weight 
I* j right no w and I’ll bet I catch at 
« .lea st 140 gam es fo r the next five 
lycars.” 


112' 
Yesterday's Results 


...V ,... 
'J,* 
, . . 
.tio nal Ho ckey Leagu e champio n- 
■•*1X1II 
*2.300. allo wance» . 4, « f. 
| . 
.. 
, 
With the 
Chicaifo Bear* He went » '« J « 
lao F .m y .step 
im ^hip, w ere seventh with 21 (Kunts,, t r op ic al p arr 
D, fhe 
10« » .Shell Diver 
io« an d 
the 
Detroit 
Lions, 
who de- 
b , th . » ...ri.u d 
Pre.. 
U» the Naval Academy fcir S»‘ven D, l-elu 
lll Alanc 
f„„r..O Ih.. 
» Game imp. mu. Taffy. Dove Tint 
years as backfield 
co ach 
and 
then '**“’*' 
107 
o id Pat u * f« at» d tht C lev» land Bro wns fo r 
j Bro wn Daito n. 
Ham Bone. 
11 éu 
» -« iiiiu « IIU men « ¡.¡vknth |2.,50o. 
allo w , 4 u p. I 1 1« m the Natio nal Fo o tball U'agu e title 
« wr» t 
« II thy way »»Ut to Ho n» ilu lu as 
» sedge view 
11« The B attier 
121 , 
. 
.„ in ,, 
'i 3 Raz/o o . La Hu Te. Du aty I>emo « 
co ach <»f the W arrio rs In the Pa 
- 1 
lai » PUmgei 
104; had 
1« (Kiints fo r « Ightn. 
^ Heavenly lla .h . Kalhy 
Mendel. Blr 
w arrio is 
mt * “ ; hu i Why 
itnt 
r.u cho n 
113 
Ninth went to the Pi'o ria Cater- die Lu iiey 
COMCbed » < en» o t» htp 
.................. 


lM» wer The Bo o m 11« Hill .Street 
Qu e'a So n 
113 K Avenu e 
xWinning Prince 112 Scu tsto u n 
X a Jack Carro ll 112 x a D avdream er 
Firat Wing 
113 x.Su n Halo 
Stark Twins 
104 Landm ark Gal 
EI.MONT, N. Y. le-W hcn Kd- S ' V l ' . r 
1“ S liT . 
Arcaro Tied Sande 


xLlnda'* Lady 
106 Thu nderjet 
a Vatnano » 
116 Chu ckalu ng 
xa Fly'g W eather 114 Orphean 
Sir Anhu t 
113 l.et» Dance 
Hu ddle 
107 xFlap No t 
XAppleto n 11 
111 xFlrxt Sentry 


i R .m l h ir / 
l i i 
Janlo . 
J 
Heckm ann. 
4 40. 
3 40; 
Stake- 
xRiittlc’tiu jc 
104 
* ri#nd 
10«> 
c 
^*ai « 
m 
a Baker and Santo re entry 
' P®'"*' 
‘ ®‘*’ ’ 
.SIXTH 
» 2.200. cla.m ing, 4. 1 1-16 m 
I 
nOLBLE — Blckett and Wtlfal 
]]] paid » 173 30. 
108 
3 Slag, J. Cu lmo ne, 23 50, 8 10. 5 30; 
113 Ram palllo n. W 
l.ester. 3 90. 3,; 
No bo y, 
108 J. Heckm ann, 6 50 


UK TROPICAL PARR 
112! 
1 -B lckett. K. I hu rch. 19 30. 10 10, « 50; 
112 Stradlvariu a. J . Cheater, 7.30, 6.! Sand- 
106 wyck. C. U 'B rten. 7.40. 
I** 
2 Wilfu l. T. Atklnao n. 6 60. 4 10, 3 10; 


103 


99 
♦ Tlo Tito . T. Atklnao n. 7 70, 4 10. 3 20; 


a Friedrich and Ro btnao n entrv. 


cific Co u st iK'Hgu e. He 
tlie Richmo nd Reb» *ls to champio n* 
104 Reaping Imivp 
107 íliillars. With 15. and 
tenth to the 
Pat-The Pilo t 
104 
. . 
, 
^ 
^ 
, 
' 
EIGHTH 
61.7110. allo w , 4 u p. I 1 I« m I 
ships o f the American kcMitbaU 
secret impu ta« 
tia » kighting t lo u d 
no 
in 1M9 ,nd 1950. 
:!;r,.'Vt,r 
1,^ I . ' : , u " 
li; Master* Date* Set 
Richards was 
ti tackle ftir 
three lii Fo r» t 
104 t aprico rni» 
to o 
o f thc years Mo leswo rth was in ''*'7!.'’! ..*‘.‘.“''11 .... *'? 
. . . _ 
AUGUSTA, Ga. Ij# The Masters 


Rrave Bii.i. J. A. Regalbu to , 4 60, 3.60. 
J™ Saint Nicho taa, E. J . Knapp. 4 80. 


1 
S Ru che, S 
Bo tilmetl» . 15 70. 7 30, 6 20; 
SEVENTH I3.200r allo wance»,” 4 u p, 6 f 
K"**« - 
« 70. 8 10; 
Freah 
tea Bo b 
115 Mr. A. B 
114 To nic, C 
O Hrien. 8 20 
11« March B rat 
I2L 
6 Slam Thru . T 
Atkinso n. 34 40. 11 50, 
■"— ' 
.. 
... 
. 1, 
A, . » . . , . » 
xniu e n rim ei 
HR Bedo u m 
112 , 6 80: Firat Aid. J. Cheater, 3.80, 3.30; Bo b 
Vam ano s. 
H ying W eather. H ap N o t, S U C C e sS m the C V c n t . 
A r C d t O p r e - Su leiman 
114 » Ro pe Trick 
118 O Bo y. W 
la-» ter. 5 20 


Prince flip Arcaro rtide One Co u nt to vic­ 
to ry in the rich Belmo nt Stakes 
last su m m er it marked his fifth i xMr, Michael s 
» Blu e Helmet 


B , Su ltem an, Blu e Helmet 
6 
Yeo m an. Gu lf Stream , News Again 
9 SatalMe. Tu rn H ark. G atita il 
BEKT B E f — Bro wn llalto n. 
yewrs Mo leswo rth was in 
the Bears backfield. He also pu l, » Plo wm an 
in a year with the Detro it Lio ns | 
and two with Ihe I kjs Angeles Bu ll-! Ho w Vain 
do gs. Richards was line co ach fo r 
10 years u nder three head co aches! 
i e n t m 
»1.500, claim ing. 3. s i. 
« t UC’LA b» .fo re mo ving to Pcp(R-r- 
ie r p L T r 
din e C o lh 'g e » fo r 
t h r e e 
s**aso ns, , War D anger 
UO Iteal t.o ne 
11., 1..1 two *. r , w „ h « ... H ...... 
IS 


NIN'IH 
» 1.700. « latm ing, 4. 1 ! 16 ni 
HO SUu ic Ho » « 
M15 » No t The End 
HO Irlah Cnu nte« a 
115 » Ho ld Bandit 
HS » Nan'a Piide 
113 AMie Ho y 


Willie Mays To Apply 
For Army Discharge 


n» ter 
xParatyte 
llkr Mai> Jane G 
T'enn To nim y 
HO Ko o Nitu a 
llarler|u ln 
105 « Nicely 
N bely 
Eto wah 
105 » Grand Baby 
a S, X« 7 Iba 
AA( 


Score That Counted 


go lf to u rnam ent will be an eight- 
jjWjday event fo r th» ).se who take part; 
HM|)n all fe.stivities. Su nday, April 5. i 
j^ has l>een .set aside fo r practice 
.ro u nds. On Wednesday, April 8, the 
103¡vario u s champio ns will pu t o n a 
K» go lf clinic, exhibiting their favo r- 
>*®ilte 
sho t.s. ’Hie to u rnam ent dates , * Ifo mmto « . Plo w m an. V« ro na Sanda 
n™ 1 , 
a 
1 ft 41. 
I in 
1 H* 
le ih e Bel, So meikno w 
» « ngtran 
to síate A(>nl 9 thro u gh 12. 
| b» :st be t — » « « nt 
V a u u . 
107 


fair 
41R0 1'N|)K 
By Ik« A iao rlated Pr» » » 
1 
(lu tskirta. Jo lirab, .Stro ll 
2 To p P retty, Th* Pie» m , W ar Ifo llar 
3 Co u nt 
Valo rU, 
Hano vina. Syndlcat« 
4 Straightaw ay, C ath v'i Girl, Silvery 
5 Sheriff Gro ach, Bo o tlegger. Hedgebtll 
« 
A lartr. I>r 
>>11» , Kings Ro ad 
7 
The B attler. Brick, Sedgvtew 


« » ary a 
Ho pe. 
Landm ark 
f.al. 
Hill vio u .sly WOn the Belmo nt abo ard Adam ant 
117 
7—High B racket. C. O'Brien, 17 , 7 30.; 
CK..» 
rv..« 
EIGHTH 
« 3.000. allo wance*. 3. 1 116 m 
3 70; .Seaflash. W l.e» ter. 4 90, 3 10. Mack- 
7 
Mr A B . Su ltem an. Blu e Helmet 
WhllraWdy, Shu t Ou t. 1.' 
a Bru nawic k 
114 a-B raseda 
H8 vllle. B 
G reen. 2 70. 
Citatio n. Earl Sande also ro de five Bo *y Aprtl 
I06 » Gu H stream 
10« ; 
S -C u p King. T. 
Atkinso n. 19 70, KS40. 
n 
r - - ,.., i 
/ 
. .» len e in o r 
106 News Again 
H6! 6 20. Bo o mer, K Chu rch. 5 60. 3 70; Grand- 
Belmo nt winners—Crray Lag. Zev. U n u klla 
' 
106 xYeo man 1091 ma Jo ale, J. C hester. 3 40 
Mad Play, Chance Sho t and 
G a l - [ •"('» '•wde 
1I4 xlaia Bo ndi 
h i , 
» - Bro ther Gho st. W 
l.« kter. 1130. 6 10, 
» Satisfied 
104 Alend*o n 
114 .5.; F.spedeco . B Hewitt, 10.50, 6 70; Classy 
___________________________' 
a Fraltnger and Co tto n entry. _________; Chance. K Chu rch, 6 
_____ 
lant Fo x. 


Clean - Dep end ab le 


UP TO $aOO « n yo u r *47 Car o n.- 


9 1930 Willy* Statio n Wago n $ 9 8 
with o verdrive, per mo nth 
II 1950 4 Wheel Drive Willy* $ 9 A 
Statio n Wago n, per mo nth 
UP TO $400 o n Yo u r '42 Co r an: 


^ 1947 Po ntiac 6 4-Or. 
^ 3 0 
To rpedo ......... per menth 
0 1947 Chevro let Fleetline 
> 9 9 
4 Deer . . . . 
per mo nth 
■ 
0 1947 Hu d*o n Su per 6 
^ 1 8 
Two Deer . . . . per menth 
1944 Hu dten Su per 6 
’ 1 2 
Two Do o r 
per menth 
PENN-MAR 
M OTORS 


I t. 40, N arraw * Park 
Phane 5353 


105 
100 D a ily B r id g e L e sso n 


NEW YORK. Jan. 12 i/T) — Willie 
Mays, the New Yo rk Giants nu t- D tn'ROIT (^ — 
IXiak 
Walker, 
fielder, drtip|)cd 
by the clu b’s itf- an All-Amcricn » ( Sc'’H 
*7 
• 
fice to day to advise o fficials he 
tidist and leading sco rer 
In the 
planned to apply fo r his Army dis- Nu t mu ii . w 
charge as a hardkhip case. 
matic o nly o ne to u chdo wn fo r thc 
The 22-ycarH)ld Negro fro m Fair-¡cham pio n 
Detro it Lio ns 
du ring 
field, Ala,, IS statio ned at Ft. Eu s- 
1952. Bu t it carne tin a 
67-yard 
tis, Va. He visited here du ring a ru n in the champio nship playo ff 
tlu ee-day leave. 
against Cleveland and tu rned o u t 
Mays said he has 12 deiiendents,jlo be the winning to u chdo wn. Wal- 
Inclu ding his mo thei , time bro thers ker was inju red mo st o f the 1952 


MÜl-JÖ 


by Shepard Barclay 


Slid siktei'k and two au nts. 
1 sen .so n. 


DAI LY 
C R O S S W O R D 
ACROSS 
2 A qu ad­ 
20 To rrid 
1 Chief co o k 
ru ped 
23 A pilisr 
5 Chafe 
3 Sea eagle 
24 Small 
9 Co astline 
4 Visio nary 
explo sio n 
10 Po tter’s 
5 Hu rt 
25 Cu shio n 
wheel 
6 Spicy 
26 One o f 
12 Having 
7 A nglo - 
the senses 
ho rns 
Saxo n letter 27 Willo ws 
13 Flu ids in 
8 One o f the 
28 Merry 
veins o f 
Apo stles 
29 Elder 
the go ds 
9 Mo rtify 
30 Co nslel- 
14 Do nkey 
11 A(q>eanng 
Istio n 
15 So me 
as if eaten 
32 Valu es 
16 .Mo lybde­ 
15 Kmmel 
33. Immense 
nu m isym I 18 So u r 
35 Flat-to pped 
17 Enco u nter- 19 Frigid 
htll 


)> » l» rd« > '» An» i**r 
38 Sho rt sleep 
39 Fart o f a 
lo co mo tive 
« 0 Swiss canto n 


C’I'F.-BI1> BOTH SITTS 
ONK SURE way to show your 
very great strength and at the 
same time tell your partner you 
have both of the other suits in 
fine shspe, is by cue-bidding both 
of the two suits bid by your op­ 
ponents. 
Your 
partner doesn't 
dare leave either of those bids in, 
If the intervening op p on e n t 
passes, and therefore will surely 
show you which hs prefers, as be­ 
tween the remaining two. 


♦ A 
# A K 94 
♦ A Q 8 7 S 3 2 
# 10 
# Q 10 6 
34 
#Q 7 
♦ « 
#Q J 8 62 
#7 3 2 
# J 106 5$ 
#1 0 9 
#7 4 3 
(Dealer. West. 
Vu lnerable ) 
North-S o u t h 


mg 
20 Ow ns 
21 Half an em 
22 Perfo rm 
23 Attitu dinize 
24 Lever 
2.5 Witty saying 
26 Sho rt blast 
o n a ho rn 
28 Fu el 
29 Therefo re 
31 Viper 
32 Snake 
34 River (Cqim ) 
35 Spring 
mo nth 
36 Cu cko o 
37 Do ctrine 
39 Article 
o f virtu 
41 Ru b o u t 
42 Gaseo u s 
element 
43 Reso rts 
44 Co ffin 
DOWN 
1 Japanese 
name fo r 
Ko rea 


1 
I 
1 
T" 


i 


» 
«> 
7 
A 


9 
lO 
(I 
i¿ 
■^/ / 
y 
iS 


(4 
• 5 
)«> 


1 ! 
le 
(9 
■3à' 


21 
ii 
% 
2 5 


24 
2Í» 
3 ] 
20 
à 
29 
JO 


J l 
í!Í¡ 


s4 
5S 
d 
5*3 


j; 
iá 
//J 39 4* 


4( 


i 


4 i 


4l 
44 


i 
West 
North 
East 
South 
■ Í I # 
2 # 
2 6 
Pass 
3 # 
2 Í # 
Dbl. 
1 A 
Pas« 
< A 
Dbl. 
3 1 # 
2 # 
2 A 
Pass 
3 6 
< ♦ 
Dbl 
6 # 
Pass 
6 # 
That 
deal brought a 
wide as- 
aortment of bidding in a big dupli­ 
cate tournament In every caae it 
began with W est’s 1-Club, and 
the eventual course was governed 
largely by what North did on hit 
first turn In most cases, he bid 
2-l>tsmonds. which a majority of 
the time brought a S-Dtamondt 
contract that was defeated, since 
South furnished no entries for hia 
partner 
W her« North chose a double aa 


his first action, the eventual con­ 
tract was generally 
4 - S p ad e s 
doubled, which was beaten only a 
single trick. 
Best result of all cam« where 
North felt from th« outset that 
he was pretty sure to have a 
gam e if he could find the right 
declaration. Hie cue-bid of W est’s 
ciube told that story at once, be­ 
ing what he considered his best 
action 
d e s p i t e his singleton in 
each black suit. 
East’« ex hibit of spades plotted 
hie further course for him, as it 
enabled him to cue-bid that suit 
later and thus tell South he w as 
ready for either red suit. He said 
after the deal that, if W est had 
bid 4-Spades instead of three, he 
would have cue-bid at 5-Spades 
to compel a slam in one of the 
red eults. West, amply warned of 
North’« strength and distribution, 
nevertheless felt he had a chance 
to beat the heart slam, so doubled. 
But, when hearts divided and the 
diamond finesse worked, he was 
eorry, as his opponents got a big 
top-score on the hand. 
• 
# 
• 
To mo rro vr's Pro blem 


#K Q 7 3 
# A Q J 
# A J 9 
# J 105 
#9 64 
#1 0 9 7 
#Q 1 0 
#A 9 8 4 2 
# A 10 
# 664 2 
# 7 63 3# 
Q73 
(Dealer: South. Both sides vul­ 
nerable.) 
After North open« this d e al 
with 1-Diamond, what factor in 
South’« hand J uetifies his bidding 
instead of paaslnf T 
puinbutaS S|r Kug r« atur» g S)rB4Ucste 


DAILY CUVI*TOQl'OTI’>-Here*a how to work It! 
U L U N (i K K L L O \V 
A X Y U L B A A X R 
One le,tter simply stands for another 
In this ex ample A is used 
for the three L’s. X for the two O’l, etc. Single letters, spos- 
trophies, the length snd formstlon of the words are all hints. 
Each day the code tetters are different. 


A Cr)pU)grani Quotation 


R E D 
P T Z O K 
D 8 Z I 
R T 
B 8 T Z P 
B O 


D 8 ZI 
E B O O T R 
H D 
K T T P — E T I D N Z P K D . 


Yesterday's Crypt » » quote; HE LIVES WHO DIES TO WIN A 
LASTING NAME 
DRUMMOND 
liuinsuite 81 K;r| FtAimrt« Sraibcsi* 


MORTGAGE LOANS 
¥ 


Our loons on homes ond other property ore repaid in 


small monthly sums, like rent, ond ore arranged to suit 


your individual requirements. W e otter you prompt and 


courteous service. Coll today. 


HOME BUILDING & LOAN ASS'N, INC. 


2nd Floor 


Phone 2632 


19 S. Liberty Street 


Cumberlond, Morylond 


START E ^ i 


/ 
Blue Su no co 
BUTANE-PRMED 


gives Qu icker Qu ick-Starts 
even o n the co ldest winter days! 


AVIKAOf TfMFfRATUKiS 


LfVf I o r tU ii SUNOCO 
•U lA N f MIIMINO 


SUMMIR 
PAU 


( liAR r SHOWS ibal, as « rsMMial temprrslurra drop. 
Butane is added to Hifk-lrst Blue Sunoco to itep up Hs 
cold westker volatility. As a result, Butane-Primed Blue 
Sunoco fires 
i 
n s t m n t i 
y in eoldeel weather . . . gives you 


§ t t i 
r h e r quirk-starts all Winter. 


HlGH.TEST..,still saves yo u 
as mu ch as 20 a gallo n o ver 
premiu m-priced gaso lines 


■•A a Maw» "lu wa« # 3-1*« » latra*— 
*.4S P. M., Mo m. la Nt.. NtC Itatio m 


S U N O IL C O M P A N Y 


TEN 
THE 
CU M BERLAND 
NEWS, 
CUMBERLAND, 
MD., 
TUESDAY, JANUARY 
13, 
1953 
Phone 4600 tor o W A N I AD Taker 


Molesworth Is 
Baltimore Pros 
Football Coach 


Ray Richards Named 
One Of Assistants 


Hall Of Fame 
Had 127 Votes 
Wasted In '52 


AP Newsfeatures 
NEW YORK 
Baseball writ- 
ors voting in tho annual Hall 
of Fam e |x>ll wasted 127 votes 
in tho 1952 balloting because 
they did not road tho rules. 
Ten-year 
mem bers 
of 
tho 
Baseball 
Writers’ 
A anociation 
of America are permitted to 
vote for IO names on a Mall of 
Fam e 
ballot 
each 
January. 
Those players getting votes on 
75 per cent of the ballots be­ 
come m em bers of the Hall of 
Fam e at Cooperstown. N Y 
However, the rules state that 
only 
players 
who have 
\»r- 
fnrmed in the last 25 years are 
elidible 
Last year, void votes were 
east 
for 
Chief 
Bender 
<7(n, 
Casey 
Stengel 
<27), 
Duffy 
Lewis t i ll , Dickie Kerr <9», 
Rube M arquard <9i and Clyde 
Milan til. 
Stengel, 
Bender, 
K* rr 
and 
M arquard finished their play­ 
ing c a r e e n In the majors in 
1925 Lewis, now traveling sec­ 
retary of the Boston Braves, 
retired as a player in 1921 and 
Milan, a 
c o n eh for t h e Wash­ 
ington Senators, quit playing 
after 1922 


New York Yankees Named 
1952's Outstanding Team 


M ichigan State Grid 
Team Is Runner-Up 
Athlete of Year 


i msi eoni a *s p l * 


BALTIMORE. Jan. 12 I*--B alti­ 
m ore’s new team in the National 
Football League today got a pair 
of 
old 
roaching 
hands, 
Keith 
Moles worth and Ray Richards 
Molesworth, who has been play­ 
ing and coaching college and pro­ 
fessional football since 192,'S, will 
bo head tutor and Richards, as­ 
sociated with the sport for quarter 
of a century, one of his assistants. 
Molesworth said the experted to 
nam e two or three more assis­ 
tants. 
Molesworth last year was back­ 
field 
coach 
for 
the 
Pitt burgh 
Steelers and Richards coached the 
line for the Ix>* Angeles Rams 
Molesworth and Richards were 
two of three apt>ointoes of League 
Commissioner Bort Bell approver! 
today bv owners of the Baltimore 
team . Don Kellett of Philadelphia 
was put in the front office as presi­ 
dent and general manager. 
Kellett gave up a job in radio 
and television in Philadelphia to 
take the job which he d. im b ed n> p a j r Ground* Entries 
“ hazardous and dangerous." 


To Get Franchise Jan. 2.1 


Baltimore is slated to la* granted 
officially a franchise in the league 
at a meeting Jan. 23 in Philadel­ 
phia. The city first guaranteed to 
sell 15,900 season tickets. It sur­ 
rendered a franchise in the league 
two years ago. 
Kellett and Molesworth are old 
buddies. They played baseball 
it 
the sam e time for Syracuse in the 
International League. To complete 
the reunion, Molesworth and Rich­ 
ards played the sam e time for the 
Chicago Bears. 
Molesworth, a native of Wash­ 
ington, Iowa, now living in Rich­ 
mond, Va., also 
played 
for 
the 
Baltimore Orioles 
in 
the 
Inter­ 
national League. He managed the 
Columbia, S. C., farm team of the 
Cincinnati Reds. 
His stops as a 
player also Included Moline, HI., 
Waco,' Texas, Galveston and Oak 
land, Cal. 
Coached Bears Sis Years 
Molesworth went into coaching 
after six years as a backfield .star 
with the Chicago Hears. He went 
to the Naval Academy for seven 
years as backfield coach and then 
all thv way out to Honolulu as 
coach of the Warriors in the P a ­ 
cific Coast 
I .caguc. 
He coached 
the Richmond Rebids to champion­ 
ships of the 
A merican 
Football 
League in 1949 and 1950 
Richards was a tackle for three 
of the years Molesworth was in 
the Bears backfield. He also put 
in a year with the Detroit Lions 
and two with the I .os Angeles Bull­ 
dogs. Richards was line coach for 
IO years under three head coaches 
at UCLA before moving to Pepper* 
dine College * for 
three 
seasons. 
His last two were with the Hams. 


H U ST 
tux*). 
claim ing 
4 up 
A I 
UM roll 
MI Texas Blues 
107 
(Mltlkll ts 
Iff7 atturn an­ 
tor. 
Medford 
t u (L ittle 
H am # 
103 
Joltr*h 
IU shining Deed 
111 
I hrnnetobeat 
111 Juan* 
107 
*< i din# 
103 Salprint e 
I M 
Fair Strike 
IU Living Turkey 
US 
Riper 
113 Br wing 
no 
Howled Over 
IU Brl King 
113 
NKt DND >1.700. maiden*. J, A I 
fop Pretty 
IM I ham Tnnga 
IM 
(Did Vie 
IM Bowline 
IM 
Bo** <’loire 
IM Spiry Belle 
IM 
Serf Hmder 
IM Bending.! 
ll* 
Sweet Pi.Kin** 
IM I- red ll 
Jl 
IM 
Fiahttn* A Little 
IM Jai k Tai 
IMI 
The Preen* 
IM (U tile Fit 
IOO 
Dr rii|rv P a•• 
IM HallMponl 
IM 
War Dollar 
IM (L ast Kenned 
IM 
THIRD >1500. 
claim ing. 4 up, A f 
Jean The Joker 
113 Banovina 
IIS 
Kalam a 
103 t opete 
MI 
Kdgehronk l.aaa 
III * Mi** Oran 
inn 
Seven Pillar* 
112 (Blue Bar 
107 
Syndicate 
121 Count Valuta 
IU 
(S m all I* • 
103 
H it It I ll 
ll 70n. r latin I maiden*. 1!■« rn 
((R uler'* Mndel 
104 Sir Country 
IM 
«Wee Chichi 
intl sill et v 
III 
Mi** larrta 
i I F.l’a tolly 
I Ik 
t cee Tire'* 
' 
Wee Payoff 
III 
C athy's Girl 
eigned 
IM ' 
* Anxiously 
108 
'an a I 
III 
Ilia,el , .Ut net 
FIFTH 
>1 WW, 
.ling 
4 A I 
(Hedgehill 
111 Parti! i pa I mn 
IIL 
» Boti lr* * n 
IU Boral le a d e r 
IM 
Junior I irunsel 
DA «HHK a 
102 
(Inlet Mi** 
tnt (A lapa Pi Ida 
IM 
< alanyl Seven 
IU Ho* Trade 
IM 
Sheriff Griish 
IM 
SIXTH 
12 200. 
allow aniea. 4 
A f. 
Hi* Jet 
120 Fancy step 
in* 
Kin** Hued 
toe (Shell Diver 
IOO 
Di 
fell* 
111 A lane 
Ital 
(Sky Maid 
li)7 t od Pal 
HUI 


BY JOHN i HANDLER 
NKW YORK, Jan. 12 UT Those 
New York Yankees, who w eren’t 
supposed 
to 
cop 
their 
fourth 
straight American League flag and 
then blasted their way to an in­ 
credible fourth consecutive W’orld 
Series trium ph, were picked today 
as the outstanding team of 1952. 
I* was the third straight year th" 
Yankees had been accorded the 
"T eam of the Y ear" honor. 
In a point battle with the un­ 
beaten 
Michigan State Spartans, 
the No. I college football team last 
season, the Yankees won out in 
the annual Associated Press year- 
end poll, 
Yankees Get .109 Points 
With 156 of the nation’s sports 
writers 
and 
sportscasters 
taking 
part, the Yankees of Casey Stengel 
received 65 first place votes, and 
piled Of) 309 points on a 3-2-1 basis. 
Coach 
Biggie 
M unn’s 
Michigan 
State powerhouse, winner of nine 
games, 
received 
45 
first 
place 
votes, and 297 points. 
Michigan 
State had been voted in fifth place 
in last year's poll. 
The Yanks and MSC were far 
ahead of the other team s, both 
professional and am ateur, receiv­ 
ing consideration. Third went to 
the great United States Olymoic 
team , which gave a superb ac­ 
counting of itself by coming from 
behind to beat out Russia in th** 
unofficial point score at Helsinki 
last sum m er 
The Olympic team 
was placed first on 22 ballots, and 
got 8.3 points. 
Fourth place this time went to 
the Kansas b a sk etb all learn, which Minneapolis Lakers of the National 


Reese, Robinson 
And Campanella 
Sign Contracts 


Dodger Trio Will Get 
In Excess O f $100,000 


Br PAT ROBINSON 
NEW YORK, Jan. 
12 
(I N S i- 
The "h e a rt" of the Dodgers—Roy 
Campanella, Jackie Robinson and 
Peewee 
Reese - signed their con­ 
tr a c ts today for a sum in excess 
of $100 000 
Campanella, the best catcher in 
the National leag ue, put his John 
Hancock on the line for a reported 
$25,000. Shortstop and c a p t a i n 
Reese and his sidekick, 
second 
basem an Robinson, each received 
$40,000. 
No m atter what the exact figures 
m ay be, all three said they re­ 
ceiv ed substantial increases. 
One thing sure, Reese and Rob­ 
inson form the highest-paid second 
base combination 
in the history 
I of all baseball. It is equally cer­ 
tain that such a combination as 
Mark Koenig and Tony Lazzeri of 
the 1927 Yanks — probably the 
greatest of all team s 


WINNER TO GET TITLE SHOT 


Bobby Dyke* 
GII Turner 


RANKED high up oti th# hat of welterweight hopefuls, Bobby Dyke* of 
Miami, Fla., and GU Turner of Philadelphia meet In the Quaker City 
Jan. 20 in a bout which may mean future title shot. 
( InternationalJ 


Tropical Park Entries 


together bove Tim 
never got as much as either Rob- 'Vmr'imp 
inson or Reese. 
Fe# Jay 
Stanwood 


111 
rn 
til 
AU three agreed that the team 
oTChauc iii m'I.V sublime 
Im 
to beat this year will be the Giants 
second la.joe. claim ing, « up. s f 


FIRST POST 143 PFS 
FIRST 
12.000. claim . 3. fillies, I I IS rn 
xHetty De Ho**) 
IOO (Pol lime 
113 
120 (Belle Wading 
III Soakin' Wet 
loft xl-arm e r’* Angel 
111 Dancing .Jody 
111 (Baby Kathy 


NINTH 
SS.300. claim ing. 4 
xl.ucky Flag 
Skein 
*Fudge Beater 
xM Cork 
. 
I Turn Bark 
J™ iM laa Foray 
(Calico Cat 
Ronemere t hick 
x-5 lbs. AAC. 


up, IV* rn. 
109 xGatita 
ll 
IU 
IM Straddle 
111 
107 xKven 
Better 
HS 
IDA Joann’s Boots 
IOO 
111 (Boba Ace 
n o 
102 Salaise 
u t 
107 (Hindi 
no 
107 xBaby Pauly 
IU 


BOB MATHIAS, the Tulare, Calif 
with the Phillies in strong conten- Ufiuon* Barie 
tion. 
Strangely, not one of the 
Ham Bon# 
att hlete who twice won the Olympic 
^ ree seem ed to think so much ofjf*!#ft Ac# 
decathlon crown, ha* bern s e le c te d ,^ Cardinals. 
law'and High 
a* the male "Athlete of the Year 
^ ncj ajj 
agroe(j that the Si* ' c£ k*i? 
in nation-wide poll. ( International 
{ m an in baseball is still Stan 
th'bd .2 200 
Musial of the Cardinals. 
Colden Mean 
Campanella gave the shrewdest yurmadito 
beat estim ate of Musial’g utility when "Bright Hone* 
|. 
. . 
, 
. 
The Orphan 
in he said; 
You 
can only hope to < w Lute 
cham- J the playoffs 
last .spring, 14 
points, joutguess Musial and hope that he l,u*l> ,>emo"> 
received Wll! *et on,y a P‘ece of the bal! wm.tay1" 
I 
“ If Stan happens to guess what rhendara 
title. 
A total of 37 team s 
votes. 
The 
leading 
team s, 
based 
on 


SFVF.NTM 
12 Vat allow . 4 up. I I IS rn 


Willie Mdys To Apply 
For Army Discharge 


(Medgeview 
IM I he B attler 
121 
Brie) 
Ut sPlungei 
int 
Hut Why 
lot) True hon 
111 
st em m shin 
IIM Reaping la n e 
107 
P at The Pilot 
tot 
KHI HTH 
ll 700. allow 
4 up. I I is rn 
Secret Impulse 
IU (Fighting (loud 
lls 
Storm Hidden 
III Darning Man 
IM 
(G uest Cup 
102 Moaamundu 
I U 1 
LII F oist 
lo* ( apricot mo 
inn 
Sweet Signd 
107 Glade Well 
112 
NINI ll 
11.700. 
claim ing. 4, I I IS 
rn 
; (Plow m an 
HO Mira)) Mn** 
IIM 
,(V erona Sands 
KIS (N ib The Knd 
187 
(Dominion 
lie Irish Countess 
IO? I 
How Vain 
IM * Bold Bandit 
IM ! 
' Ftghting Day 
IM (N an ’* Pride 
99 
Time In 
111 Ahlar H«v 
112 
IF. NTH 
*1,300. 
claim ing. 3. A (. 
senator t 
M 
IU (Someiknow 
103 
Air Blenk 
IU Ten Pa**#* 
no 
Wai Danger 
HO Heat Gone 
to* 
(M ason .ten mg* 
103 I englten 
no 
I e. he Bel 
110 Mtrkv f oster 
inn 
I xParalyt# 
IOO Mary Jane G 
IO* 
JTonn Tommy 
HO Knn Nous 
IOT 
' Harlequin 
10,3 (Nicely 
Nicely 
103 
Frow ah 
10.3 (G rand Baby 
IOO 
* I. as 7 lh* 
AAC 


won the N 
C. A. A 
tournament. Basketball Association, who 
then joined up with the Peoria the New York Knickerbockers 
Caterpillars, the A. A, U. 
pions, to win the Olympic 
Kansas got 44 points. 
Tech Nose* Out Irish 
Georgia 
Tech, 
kingpin 
of 
the 
Southeastern 
Football Conference 
and winner over Mississippi in the 
Jan I Sugar Bowl, barely beat out 
the Notre Dame football team for 
fifth. Tech had 28 points, 
while 
Notre Dame, the spoilers with vic­ 
tories over Texas, Oklahoma, P u r­ 
due and Southern California, had 
27 (Mantic 
The 
Detroit 
Red 
Wings, 
who 
made a habit of winning tile Na­ 
tional Hockey League champion- 
hip, were seventh with 21 points, 1 t r o p ic a l r s a x 
and the Detroit Lions, 
who de­ 
feated the Cleveland Drowns for 
the 
Jot had 16 points for eighth. 
Ninth went to the Peoria Cater 


117 Scherzo 
UIS Doper* 
110 Meg 
103 I/><>k Here 
105 Brown Dalton 
HO Stray Gift 
HO Fourth .lark 
111 xlnniafree 
(D inting. 4 
11 I Ha/zoo 
no FullbU tt 
117 Happy- Victor 
107 a I.a Bu Ta 
I ll xFar Son 
117 Regal Glad 
117 


Change Fight Dales 


u p , 


105 
BROOKLYN. Jan. 12 uP — L ast­ 
ly e m Parkw ay Arena officials today 


11« switched 
dates 
for 
two coming 
]^ ^°7 fights, moving up the welterweight 
no clash 
between 
Chico 
Vejar 
of 
|{* Stamford, Conn , and Italy’s Halo 


107 Scortichini to Jan. 19 from Jan. 


Atkinson Has 
Four Winners 


W agers Top Million 
7th Time At Tropical 


MIAMI. Fla.. Jan. 12 ^ —Jockey 
Ted Atkinson rode four winners at 
Tropical Park today and the track 
had its seventh million-dollar day 
of the meeting. 
The 
Monday 
crowd 
of 
13,070 
wagered $1,109,507 on the nine-race 
program. 
Atkinson started his quartet qtffc 
winners on R. E. Vogelman J r ' ^ ^ 
Wilful 1 $6.60) in the second, won 
with River Divide F a rm ’s Tio Tito 
'$7.70* in the fourth, C. E. Baker s 
Slam Thru '$35 40) in the sixth and 
completed it with H. N ias’ Cup 
King i$19.70> in th eighth. 
The feat tied a m ark for the 
meeting set by Tony Despirito on 
Dec 30 when he booted home four 
winners to run his score to 389. 
Despirito rode his 390th winner for 
a new all-time record on Dec. 31. 
Atkinson had been bogged down 
bv 
a 
slump since 
returning 
to 
action here about three weeks ago, 
but the veteran ace evidently ha* 
shaken it off. At any rate, he thrill­ 
ed a chilled crowd of 13,070 with 


Moved Up With Coach 
SOUTH BEND. 
Ind. (Jt-N o tra 
Dame 
basketball 
coach Johnny 
Jordan had three of his varsity 
players on his Mount Carmel High 
team in Chicago. They are Cap­ 
tain Norb Lewinski, senior center; 
Jim Gibbons, senior guard, and 
Jack Stephens, sophomore guard. 


Yesterday'* Scratches 


■ 1 ■ 


111 26 
lo* 
„ . 
T h e 
scheduled 
>2.200 claim ing 
4 up. c I 
clash between Costa 
lls Mi** Melt** 
105 
and Joey 
KW Ja/iam ta 
103 Portuguez 
you are going to throw him —good- N>ro’, 
'*♦ K»,hv Mendel 
10s Buffalo wa* changed from Jan 
Ginger D 


thre t‘ p oin ts for first, tw o for sec-1 


ond 
and on e for third: 
Team 
Pl* 
I 
New York Yankee*, baseball 
MM 
2. Michigan State, football 
279 
3. V 
A 
Olympic* G arnet Team 
S3 
4 
Kanas*, Basketball 
44 
3 Georgia Tech. football 
2S 
A Notre Dam e, football 
27 
7. Detroit Bed Wing*, hockey 
21 
It 
Detroit Lion*, fmdhall 
IS 
9 
Pent in I -lei pillar*, basketball 
IS 
IO 
Minneapolis Laker*, basketball 
M 


night!" 
xGun Captain 
Campanella bet Fresco Thomp- 1 
Lull*y 
son. head of the Dodger minor Deaert witch 
.waI league chain, a $75 suit of clothes 
that he would catch more 
IOO gam es in 1956, 
Said 
Campy: 
“ Pm 
IO pound 


21 under my usual w i n t e r weight I *Appu*»oi» ii 
, 
. 
. . 
x Wot ceiler 


(year*." 


IOO Heavenly Hath 
IQS random 
IU Boxy itch 
IID (John * 
Choice 
103 Maximal 
FIFTH 
>2 .000. claim ing, 4 up. I I IS rn 
! (L in d a* Lady 
IM Thunder jet 
th a n a Camano* 
HS < hut kalong 
xa Fly’g W eather 114 Orphean 
Sir Anhut 
113 1>U Dance 
Huddle 
107 xFlap Not 
III xFtrst Sentry 
114 (Honest Grover 
(B attleful/ 
104 (Som e Friend 
a Baker and Santore entry 
SIXTH 
>2.200. claim ing 
4, I LIS rn 


I j.’ to Jan. 26. 


i 
n 
I 
iii I 
no 


TROPICAL PARK: 
I 
Potterac. Bever­ 
ly Bulk*. Linda * !.*dv. Golden Mean. * 
Sleepy One, Census. f an Song. P attin g 
middleweight Jack. Mi** P rissy; 3 
John'* t hole#. Ten 
R m a 'a T ii 7r> Forty. Rugged Bol. Mighty Son; 4 Ridge 
m e a 
x IU/. 
n unner B u// A Bit. Blue Lantern: 5 Pal- 
CI la m bra of mer 
Method. 
Heir#**. 
Slave 
G irl, 
Son 
in Rock; 
A 
William 
Tell. 
Reinforce. 
Colt! 
Heart. M ikeaby; A 
Top Com m and, E m er- 
j ald; 9 Imperial!*!. Jonakid._______________ 


Yesterday's Results 


Today's Selections 
Arcaro Tied Sonde 


a Friedrich and Roblnaon entry 


lawyer The Boom US Hill Street 
Que'* Son 
113 K Avenue 
(Winning Prince 112 ScoDtoun 
v a .la c k Carroll 112 * a D aydream er 
First 
Wing 
113 (Sun Halo 
Stark Twin* 
104 Landm ark Gal 
Br 
Th# AssnelsMA Pre** 
1 
m ro iy rr 
m 
V 
1 a 
t - j (C ary'* Hope 
103 M adam Grot* 
I 
Game Imp. Mu* Taffy. Dove 
Tint ELMONT, 
N . Y . U l When 
E d* sneak Easy 
113 C riteria 
. . . 
, „ 
. . . . . 
. 
, 
* 
Brown Dalton. 
Ham 
Bone, Prince 
^je A rcaro rode One Count 
to vic- 
Niitional r withal League tile , Que*! 
, 
.. 
. 
. 
it* /zoo 
La Bu T*. Dusty Demon 
'tory 
in the rich Belmont Stakes 
last sum m er it 
m arked his 
fif th *Mr. Michael s 
i d March Brat 
(Blue Helmet 
111 Bedouin 
rn. 
i 
fc’ion Ma* i K iirrnsK in in n •• *-» iii 
w r r a m nra< 
pillars, with 15, and tenth to the; 
I Street 
7 
Mr A B . Suliem an. Blue Helmet 
I 
Yeoman. Gulf Stream , New* Again 
A Salatae. Turn Hack, G atita ll 
HTHT B i r — Brown Dalton 


111 
UA TROPICAL PARK 
112 
I 
Bick ell, K 
Church. 14 30. 
IO IO, 0 30; 
112 Stradivariu*. J. Cheater, 7 30, 
Sand 
IM W yck. C. O ’Brien, 7 40 
ll! 
2 
Wilful. T. Atkinson. AM 
4 10. SIO; 
Janlo. 
J 
Heckmann, 
4 40 . 
3 40. 
Stake 
l0j point. S. Cole. 5 IO. 
DAILY DOUBLE — Hi. kelt and Wilful 
IU paid ll MSU 
IOU 
3 
Stag. J, Culmone 
23 30, 
I IO. 3 30; 
113 Ram pallion. W 
te n e t, 300. 3 ; 
Noboy. 
KW J 
Hee km ann. A 30 
AS 
IOO 
A TIO Tito, T. Atkinson. 7 70, 4 IO. 3 20; 
B iave Bim. J. A. Regalbuto, 4 AO. 3 00; 
Saint Nicholas, F. 
J . Knapp. 4 OO 
] 
3 
Ruche. S 
Boulmeti*. 15 70. 7 30. ASO; 
Fresh 


4 
Heavenly 
die l.ulley 
Hash. Kathy 
Mendel, Bir 
I Sea 
SEVENTH >3.200. allowance*. 4 up, A f 
Pannflewr, C 
Erne®, 
ll 70. 0 IO; 
I Hob 
I ii Mr. A B 
114 Tonic. C 
O'Brien, 0 20 


Master* Date* Set 


AUGUSTA, Ga, t/T 
Tht* Masters 
be an eight- 


Iii 
A Slam Thru. T 
Atkinson. 34 40. II 30. 
, 
, 



m ine n rim ri 
im ncu.iuin 
112 OOO. Fir*! Aid. J Chester, 3 >0 , 3 30. Bob 
5 
Varna no*. H ying W eather. H ap Nonsuccess in the event. Arcaro pre- Suleiman 
114 (Rope Trick 
ID O Boy. W 
Lester, 520 
A < ary * 
Hope, 
Landm ark 
G al, 
Hill yiously Won the Belmont aboard Adamant 
117 
7 
High 
Bracket. C. O’Brien. 17 . 7 30. 
li/h .i... 
CL * 
o ..r 
EIGHTH 
>3 000 allowance*. I. I I D m 
3 70; Seaflath. W U tte r , 4 90. 3 10. Mack 
w n n r d w a y , 
D n u i 
o u i . 
I .» 
a Brunswick 
IM a B ra*ed* 
III V ille, H 
Green, 2 70 
Citation. E arl Sande also rode five 9u»y April 
im (Gulf stream 
ion 
a t up King 
J 
Atkinson. i9 7o, ltsto 
I 
/ x lenem or 
IM New* Again 
115 A 20, Boomer, K Church. SAO, 3 70; Grand 
Belmont Winners -Gray L u g , Zl*V, Anuklta 
- 
IM (Y eom an 
IM ma Josie. J 
Cheater. 3 40 
Mad Play, Chance Shot and Ga!- Interlude 
IM i d * Rondl 
111 
9 Brother Ghaut. W 
Levier. 1130. A 10, 
(Satisfied 
104 Alendfton 
114 3 . Fsped#co R Hewitt. 10 50. A 70; Classy 
a Frallnger and cotton entry.____________ t hane#. K Church. S______________________ 


in all festivities. Sunday, April 5, 
has been set aside for practice 
rounds, On Wednesday. April 8. the 
various champions will put on a 


tie .shots. The tournam ent 
are April 9 through 12. 
date 


FAIR GROUND* 
B t the Associated Pre** 
I 
Outskirt*. Jotirab. stroll 
3 Top P retty, The Preen*. W ar Dollar 
3 ( mint 
Vaiorts, 
Banovina, Syndicate 
A su aig h taw ay . Cathy'* G irl. 
Silvery 
3 Sheriff Gro*< h. Bootlegger. Hedgebill 
A Alaite. Dr 
Felix, King* Hoad 
7 
Th# Battler. Brick. Sedgvlew 
g Sec ret im pulse. Storm Hidden, D anc­ 
ing Man 
9 Dominion 
Plowm an Verona Sand* 
in le th e Bel. Someiknow, Fenglten 
BEST BET — i -ant Valet* 


lant Fox. 


Clean - Dependable 


U P T O W O O e n y o u r '4 7 C o r en: 


0 
M S O W illy * Station W o g o n $ 5 8 
w ith o ve rd rivt, per m onth 
0 
M S O 4 W h eal D o v e W illy * $ 3 0 
Station W o g o n , per m onth 


U P T O $ 4 0 0 o n Y o u r '4 2 C o r on: 


M 4 7 
Pontiac A 4 Dr. 
Torpedo 
........ 
per m onth 
M 4 7 Chevrolet Tleetlino 
4 Door .... 
per m onth 
1947 H u d son Super 6 
Two Door 
per m onth 
1940 H udson Super 0 
Tw o Door 
. . . per m onth 


*30 
J27 
*18 
*12 


PENN-MAR 
MOTORS 


Rf. 40, N a r r o w * B a rk 
P h o n o 5 3 5 3 


D a lly B r id g e L e sso n 


Score That Counted 


DETROIT UT — Dunk 
an All America af Sot'f - 
leading scorer 


Walker. 
n M 
• 
In the 


NEW YORK. Jan. 12 UT - Willie 
Mays, the New York Giants out­ 
fielder, dropped by the club’* of­ 
fice today in i M n official* he <*<ii t 
and 
planned to apply for his Army dis- Nut "it,.' , 
charge ag a hardship case 
made only one touchdown for the 
The 23-year-old Negro from Fair* champion 
Detroit 
Lion* 
during 
field, Ala , is stationed at Ft. Ens- 1952 
But it t ame on a 67 yard 
tis, Va. He visited here during a run in the championship playoff 
three-day leave. 
against Cleveland and turned out 
Mays said he has 12 dependents,, to be the winning touchdown. Wal- 
tneluding hi* mother, nine brother* ker was injured most of the 1952 
and sister* aud two aunt* 
season. 


by Shepard Barclay 


DAILY C R O S S W O R D 


ACROSS 
2 A quad­ 
20 Torrid 
I Chief cook 
ruped 
23 A pillar 
ft Chafe 
3 Se* eagle 
24 Small 
9 Coastline 
4 Visionary 
explosion 
IO Potter's 
5 Hurl 
25 Cushion 
wheel 
6 Spicy 
26 One of 
12 Having 
7 Anglo- 
the senses 
horns 
Saxon letter 27 Willows 
13 Fluids in 
8 One of the 
28 Merry 
vein* of 
Apostles 
29 Elder 
the Roil* 
9 Mortify 
30 Constel­ 
14 Donkey 
ll 
Appearing 
lation 
15 Some 
a* if eaten 
32 Values 
16 Molybde­ 
15 Emmet 
33 Immense 
num tsym I 18 Sour 
35 Flat-lopped 
17 Encounter- 
19 Frigid 
hill 


GUE HIU BOTH SITTS 
ONE SU RE way to show your 
very great strength and at the 
same time tell your partner you 
have both of the other suits In 
fine shape, Is by cue-bidding both 
of the two suits bid by your op­ 
ponents 
Your 
partner doesn't 
dare leave either of those bids in, 
lf the 
intervening o p p o n e n t 
passes, and therefore will surely 
show you which hs prefers, as be­ 
tween the remaining two. 


♦ A 
f A K i t 
♦ A Q I 7 5 32 
4» IO 


38 Short sleep 
39 Part of s 
locomotive 
40 Swiss Vinton 


4 K I 9 8 
9 8 2 
4 K J 4 
4 A K 9 
5 


N 
VV 
F 
S 


4 Q 10 6 
54 
4 Q 7 
4 6 
4 Q J 8 6 2 


I Dealer; 
vulnerable I 


4 7 3 2 
9 I 106 5 3 
4 10 9 
4 7 4 3 


West. 
No r t h- So ut h 


mg 
20 Ow ns 
21 Half an em 
22 Perform 
23 Attitudinize 
24 Lever 
25 Witty saying 
26 Short blast 
on a horn 
28 Fuel 
29 Therefore 
31 Viper 
32 Snake 
34 River (Chin J 
35 Spring 
month 
36 Cuckoo 
37 Doctrine 
39 Article 
of virtu 
41 Rubout 
42 Gaseous 
element 
43 Reaorti 
44 Coffin 
DOWN 
I Japanese 
name for 
Korea 


.. .. 
I 
5 
4 
V / 


%> 
I 
J) 


V / IO 
ll 


a 
v r " 


j4 
% 


'/J 
VY* 


’5' 
1*3 


I* 
<4 
% 
ii 
V / 


, , J 
a1 
777 


i u d 


a * 


% 


2 4 
% 


a 6 
% 
J*. 
37 
% 
ie 
VA 
YA 


2 * 
3 0 


JI 
V T 
3 3 


u 
36 
% 


~rr-> 


r n 


5t> 


i i 
777 $9 
4c 


4! 
4 T 


% 


A S 
I 


44" 
% 


West 
North 
Es st 
South 
7 > 4 
2 4 
2 6 
Pass 
$ 4 
5 4 
2 1 4 
Dbl. 
I 6 
Pass 
< ♦ 
Dbl. 
3 I 4 
2 4 
2 4 
Pass 
••$4 
* 4 
Dbl 
6 9 
Pass 
6 9 
That 
deal brought a wide ss- 


hts first action, the eventual con­ 
tract was generally 4 - S p a d e s 
doubled, which was beaten only a 
single trick. 
Best result of all came where 
North felt from the outset that 
he was pretty sure to have a 
game if he could find the right 
declaration His cue-bid of W est's 
clubs told that story at once, be­ 
ing what he considered his best 
action d e s p i t e hts singleton in 
each black suit. 
East s exhibit of spades plotted 
his further course for him, as it 
enabled him to cue-bid that suit 
later and thus tell South he was 
ready for either red suit. He aaid 
after the deal that, if W est had 
bid 4-8pades instead of three, he 
would have cue-bid at 5-Spades 
to compel a slam in one of the 
red sutta. West, amply warned of 
North a strength and distribution, 
nevertheless felt he had a chance 
to beat the heart slam, so doubled. 
But, when hearts divided and the 
diamond finesse worked, he was 
sorry, as his opponents got a big 
top-score on the hand. 
• 
o s 
Tomorrow’s Problem 


4 K Q 7 2 
9 A Q J 
4 A J 9 
4 J 10 5 


aortment of bidding in a big dupli­ 
cate tournament In every case it 
began with W est's 1-Club, and 
the eventual course was governed 
largely by what North did on his 
first turn In most cases, he bid 
2-I>iamonds, which a majority of 
the time brought a 5-Diamonds 
coni rad that w as defeated, since 
South furnished no entries for his 
partner 
VS here North chose a double as 


4 J 8 5 3 
9 K 5 3 
4 K 85 4 
4 K 6 


(Dealer 
n e r a b ie .) 


N 
VV' 
E 
S 


4 0 6 4 
9 10 9 7 
4 Q IO 
4 A 9 8 4 2 
4 A IO 
9 * 6 4 2 
4 7 6 3 2 
4 Q 7 3 
South Both sides vul- 


S 
T 
A 
R 
T 
M 
S 
I 
! 


f 
Blue Sunoco 
BUTANE-PRIMED 


gives Quicker Quick-Starts 
even on the coldest winter days! 


After North opens this d e s ! 
with 1-Dtamond. what factor in 
South s hand Justifies his bidding 
instead of parsing? 
Dut>itNit«4 Rf K uif F sat u rn Syndicate 


DAILY CKYPTOQL’OTB— Here’s how to work It: 
t s L O N O F E L L O W 
A X Y D L B A A X R 
One letter simply stands for another 
In this example A is used 
for the three L s, X for the two O s. etc 
Single letters, apos- 
trophies, the length and formation of the words are all hints. 
Each day the code letters are different 


A Cryptogram Quotation 


R E D 
P T Z O K 
D S Z I 
R T 
B S T Z P 
B O 


D S Z I 
E B O O T R 
H D 
K T T P — E T I D N Z P K D 


Yesterday's Cryptoquote; HE LIVES WHO DIES TO WIN A 
LASTING NAME 
DRUMMOND 


Pts to Ruled bt K m | 7«*iur«i Sm dicau 


MORTGAGE LOANS 
9 


Our loans on homes and other property are repaid in 


small monthly sums, like rent, and are arranged to suit 


your individual requirements W e offer you prompt and 


courteous service Call today. 


HOME BUILDING & LOAN ASS’N, INC. 


2nd Floor 


Phone 2632 


19 S. Liberty Street 


Cumberland, M aryland 


SUMMIT 
FAU 
WI MTU 


4 MARI S IK H ! ) that, so seasonal temperatures drop. 
Butane it added to High-test Blue Sunoco to step up its 
cold weather volatility. As a result, Butane-Primed Blus 
Sunoco fires instantly in coldest weather . . . gives you 
quicker quirk-stsrts all H inter. 


HIGH-TEST...sti!l saves you 
as much as 
a gallon over 
premium-priced gasolines 


SLUE 
. / B 
L U 
E X 
^ S U N f lC O ^ 


Radio N ew s *twao«e L i t * / In t r a '— 


A AS B. 
Moo. to N e, N S C Stations 


S U N O I L C O M P A N Y 


P h o n « 4 6 00 fo r o W A N T A D T o k e r 
T H E 
C U M B E R L A N D 
N E W S , 
C U M B E R L A N D , 
M D . , 
T U E S D A Y , 
J A N U A R Y 
13 , 
19 5 3 
ELEV EN 
On The Line 


by Bob Considine 


NEW YORK, (INS) — A whole 
hew world oi electronics is open­ 
ing, and the first to derive benefit 
will be the deaf. 
It is a world 
being built around an incredible 
little gadget named the tran sistor, 
which looks like a small kernel of 
black corn out of which has grown 
three stubby little bits of wire. 
The miraculous object will per­ 
form many of the functions of the 
present radio-ty pe vacuum tube. 
But it takes up no space, will last 
countless tim es longer than a tube, 
needs no batteries, costs much 
less, reproduces sound more faith­ 
fully, will take knocks that would 
shatter the stoutest tube, and—in a 
new hearing device developed by 
perhaps the world’s only hockey - 


Burkey's 


19 5 2 
C R O SLEY 
C O N SO LE 
C*mbkial(en rodi* and 
^9 (1 0 
l- ap—é r*cord playaH .... fc O ili 


B U R K E Y 'S T E LE V ISIO N 
Soles St Service 
I f * N. Can tra St. 
P han a 3231-M 


CABLE TV NEWS 


Confroct Explonations 


Subacribar« can can cal m on tblr ran- 
tal or com plate con tract upon 30 day a’ 
notica in writing to Potom ac Valley 
Talavisioa Co. 


At the 1100 00 InatallatiOB rata, wa 
wiU refund $40 00 to an y aubBcribar 
wha m ovas outside tba city within one 
y ear of the Inatallation dato. 


Wa will alao tran sfer the cable In- 
itallatlon of a subacribar to any nor­ 
mal locatioo at any Uma for a fao of 
$33.00. 


Additional n orm al cable outlets will 
ba provided for tba axclualva uaa of 
tba subacribar at a cost of $13.00 plus 
11.30 per montli ren tal. 


Wa win contlnua to eon vort the beat 
Btatlona 
aa 
they 
becom e 
available. 
Through 
aelectlva 
program m in g 
we 
will brin g y ou the m oat deairablo en ­ 
tertain m en t, curren t newa and sport 
avents without an y . addition al cost to 
our subscribers. 
POTOMAC VALLEY 
TELEVISION CO. 


100 t . U barty St. 
fbo na 49 08 


Cumberland 
Electronics 
21 South Liberty St. 
PH O N E 4 4 8 1 
Sales and Service 


OPEN MON., WED. on d Nil. 
UNTIl 9 P. M. 


1953 17-inch TobI« Model 
WESTINGHOUSE 
Television 
In stock for Immediofe sole 
Trade-ins Rebuilt 


TV Sets 


a s l o w 
as 


j play ing Rnodes Scholar—i.s pow- 
jered by “ energy capsules’’ sm aller 
¡than a dime and readily recharge­ 
able. 
The athletic scholar is Leland A. 
Watson, president of the Amencbn 
Hearing Aid Association 
(which 
will supply any deaf person with 
a hearing aid if the person can 
prove himself unable to pay ), and 
author of a weighty 600 page work 
entitled “ Hearing Tests and Hear­ 
ing In strum en ts.” 
Watson’s 
Maico 
Company 
of 
MinneopoIi.s 
developed 
a n d/ or 
makes mo.st of the instrum ents 
now in use in hospitals, clinics and 
school sy stems to test hearing. 
Got interested in that field through 
his father, who was a famed ear 
I surgeon. 
By 
a 
happy 
coincidence 
Mr, 
jWat.son, 
a 
handsomely 
gray ing 
y oung m an who still 
looks fit 
enough for a couple of overtime 
periods on the rink, happened to 
have the prototy pe of his new all- 
: tran sistor 
hearing 
aid 
in 
his 


i pocket. He had trouble finding it, 
, which alarm ed him a bit, for he 
i plans to presen t it to the hearing 
aid 
in dustry ’s 
foremost 
friend, 
Bernard M. Baruch. 
It’s a trifle bigger than a stand­ 
ard cigaret lighter. It will be made 
in colors to m atch women’s hair, 
so that it can be worn inconspicu-" 
jOusly in all tresses (via a comb 
¡attachm en t) except the poodlecut. 
jOne design will fit it to the back of 
i a m an ’s necktie, held on by a 


I fancy tie clip. Other pattern s will 
be in the form of wristwatch. 
The big problem in the industry , 
tran sistor or not, continues to be 
overcoming the reluctance of deaf­ 
ened people to wear the apparatus, 
Watson conceded. Not even John­ 
ny Ray , to mention one notable 
man who is wired for sound, has 
overcome the public’s shy ness. 
Deafness isn’t as prevalent as 
some stati.stics would have y ou 
believe, Watson told us. 
“Some y ears ago the U. S. Pub­ 
lic Health Service classified as 
deaf all those who had suffered a 
78 per cent den ble loss,” he point­ 
ed out, “ But now the indb.stry has 
proved that it can overcome even 
9 8 per cent loss. 
“ There are 78,000 deaf mutes in 
the country ; about 150,000 totally 
deaf end a million and a quarter 
use hearing aids. 
About another 
! two and a half million have need 
;of aids, and are handicapped in 
their 
business 
and 
social 
lives 
without them, but won’t y ield— 
I chiefly because of vanity . A pity .” 
The secret of the mighty little 
traosistor is a rare ($350 a pound) 
; metal nam ed germ anium , first iso­ 
lated by Clemens Winkler in 1866. 
It was considered a nuisance for 
generations because it interfered 
with the electroly sis of zinc. Six 
y ears ago, when it was first seen 
that the metal had m agical elec­ 
tronics possibilities, there was only 
one tiny plant extractin g it. Today 
there are 20. By 19 56, the target 
y ear for its use in radios, tele­ 
visions, etc., it will be as .sought 
after as uranium —and pierhaps as 
difficult to get. 
In the m eantim e, the deaf will 
hear—at a fraction of the cost and 
a fragm ent of the trouble. 
(Res 
U, 8. Pat. Ofi.» 


Divorce Granted 
Stephen G erard Wallbank y es­ 
terday was granted a divorce in 
Circuit Couft from Alice Elizabeth 
Wallbank. She was awarded cus­ 
tody of their infant child. 
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This apace Is pro v ided witho ut 
charg e by the News as a aerv lce to listeners. 
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a r e 
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CLIMATE ? nBLèU C. BoMD 
t c r e M p r o N ^ p a . 


e a r No AK * i f a 
SU C K E R SW/)M \NTo 
A BRAHCH BANK^ WOULD 
ME COME OUT A GOLORSH T 
/lAps E teeR T n e ag l e 
Bg LMOA3T, A lO .C A g . 


S E N D S o u r M o t i o n » " /U oA H * 
taaelnbwtad if Kuaf reaiwcea Sy**e»U 


Be at yoar best 


Chew Wrig ley *» Spearmint Gum. 


prciKent mo uth-*weeten$ bretth. 


C h c w .n .h c le t« '» '" ’' ' ’''.**'’- 


a sparkliag smile is 
mighty important 


W iiiG ifif s r 


CHIWINO OUM 


Keep A P* 
cWgge H sn dy . 


BY NATIONWIDE COMPARISONS 


« N f K A L IL IC T K iC 
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O A Y U G H T 
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Sun dial 
N tws; Sundial 


World New* (NBCl 
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New* 
M orning M editation* 


W orld New* (CBS) 
Sundial 
Sundial 
B. Crocker; O 
H eatter 
News; M orning Special 


Money Catling 
M eredith Willson (NBC) 


Newa of America (CBS) 
B rethren Hour 
M orning Melodlee 
“ 
" 
; Newi 


B reakfast Club (ABO) 


welcom e T raverra (NBCl A rthur O odfrey (CBS) 
». 
» 
n 
M 
Double or Nothing (NBC) 
- 
- 


Strike I t Rich 
Strike It Rich 
Bob an d Ray (NBC) 
Jan e Powell 
M em orable Musie 
Roeemary (CBSi 


Kitchen Kapere 


r Singieer (MBS) 
W'hen Q lrl M arrle* ABC 


Kitchen K apers 
'• 
Holland Engle 
Break the Bank 
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Bandstand 
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Doctors Wife 


R oad of Life (CBS) 
Ma Perkin« 
(CBSi 
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The O uldtng Light (CBS) 


Paul Harvey (ABCi 
Ted M alone (ABC) 
Queen For A Day (.MBS) 


Helen T he Hmnemaker 
Afternon M atinee 
- 
•• 
•• 
sam Hay es (MBS) 
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» 
- 
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Newa 
» 
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News; 
Melody Ballroom Ladtee P air (MBS) 
” 
” 
*' 
Sam Hay es (! 


U fa Can Ba Beautiful 
Road of U fa 
Pepper Young*! Pam lly 
R ight to H ap’neae (NBC) Show Caeej E very Day 


N ewt; 
Melody 
Ballroom 
Houeeparty (CTBS) 
Record* At Randona 


Paula Stone Show (MBS) 
Backstage Wife (NBC) 
Stella Oallae (NBCi 
Young W ldder Brown 
Woman In My Houae 


The ('hicagoan a 
(CBS) 


T ha B righter Day (CBS) 
T reas. B an datan d; Nawe 


Cal Tln n ey (ABC) 
•• 
B etty Crocker ABC 
Jack 
Kirkwood 
(MBS) 


Newe; 8 o’clock Show 
A rtistry in Muslo 


New» 
WilU C reek Hoedown 
G uest .Star 
N avy S tar Tim e 


Big Jon k Sparkle 
In Air W ith Ki^get O alt 
Sky King (MBS) 
•• 
C. Brown (MBS) 
E V E N IN G P R O G R A M S 


6:00 


!0 
6:45 
7:00 
7:15 
7:30 
7:45 
8 :00 
8 :15 
8 :30 
8 :45 
9 :00 
9 :15 
9:.30 
9 :45 
10:00 
10:16 
10:30 
10:45 
11:00 
11:15 
11:30 
11:45 
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Your News R eporter 
Newe 
Dick Hay mes Show 
Sports Roundup 
Bill S tern Sport» tNBC) Old Timers* Club 
BUly Eckstln c 
Old Tim er» ) 1 Believe 


News; D inner Muslo 


Hap Dennison 


R ichard Harknesa (NBC) A llan Jackson Newa 
David Rose Show 
Jun ior Mise ((’BS) 
M organ B eatty (NBC) 
M indy Carson .Show 
One M an’s Pam lly (NBC) Kd. R. M urrow (CBS) 


Pulton 
Lewis. 
Jr. 
Sports Spotligjit 
G abriel H eatter (MBS) 
MBS News; Tltua Moody 
Al Goodman 


Red Skelton (NBC) 


People Are Fun n y (CBS) M. Spill. H am m er Guy 


M r. A M rs. North CBS High A dventure (MBS) 


M artin k Lewla (NBC) 
Life wUh Lutgl (CBS) 
Bill H en ry ; Search 
M 
M 
» 
*• 
•« 
Fibber McGee A Molly 
My Frien d Irm a (CBS) On A Off The R ec’d 


Herb .Shriner (NB(’) 
P arson s: D. 
D ay .Show F ran k Edw arda (MBS) 
" 
Dorts Day Show (CBS) 
Erw in I), ('an ham (ABC) 
John 
C. Sw ay ie (NBC) B. T rout; C. Adam s 
Classical Muslo 
Hour 
of D ream s 
The Three SDns (CBS) 


News A Analy sis 
(CBS) M ichael Shay ne 
M organ 
B eatty (NBC) 
Don Reid Orcb. (CBS) 
Stan Kenton (’on cert 
Sign 
Off 
News (ABC) 
** 
Even tide Kcnoea 
News. 
Sign 
O ff 
News; Sign Off 
Television Today 


STATION WJAO 
(Jn hn itow n . Clisnnel 4) 
(Cwmbarland. Cable f) 


$-43—Newt 
10; 0 0 - Film 
10:13—A rthur G odfrey 
10:43—Prologue To Future 
11:00—Ask W ashington 
11 :3 0 -Strike It Rich 
13 00—Bride an d Oroora 
12:13—I.ove oi Life 
12 30—Search for Tomorrow 
12:43 - The Guiding Light 
1 :0 0 -Ding Dong School 
1:30—O arry Kloore 
2:00 Wheel of Fortun e 
2:30—Mike an d fluff 
2 43—Pilm 
J 00—The Big Pay off 
3 30—Welcome Travelers 
4 00—K ate Sm ith 
3 00—Hawkins p'alls 
a; 13—Gabby Hay es 
3 30— Howdy Doody 
« ()0-M u» k Time 
6:13—News 
« 30—Trouble 
with 
P sth sr 
7:00—'The Unexpected 
7 30—D in sh Shore 
7:43—News C aravan 
8 00-M ilton Herle 
9 :00—Fireside T heater 
9 30-C ircIe T heater 
10 00—Two for the Money 
10:30—G reatest Fights 
10 43—Invitation 
Play house 
11:00—Feature T heater 


STATION WTTO 
(W ashington. Channel 8) 
(C um berlan d. Cabla 4) 
10:13—C trtoon T heater 
10:30—Early Bird Theatey 
ia;0O -N ew ireel 
12:15—M idday Chapel 
12 3 0 - Broadw ay M atinee 
12:43—News 
1:00—M atinee T heater 
2:30—Shop the Town 
3:00—Paul Dixon Show 
4 00 Newe; Disc Jockey 
8 00 News; DUo Jockey 
8 00—News; Shop the Town 
6:30—M oppet Movlee 
6 43—Tim e for Beany 
7 00—C aptain Video 
7 3 0 - D eath Valley Day a 
8:00—Bishop Sheen 
8:30—Keep Posted 
9 :0O -W here Was I 
9 :30- Wisdom of the Ages 
10 no M eet the Boss 
10:30 D ocum en tary T heater 
U :0O -N ew s 
ll;lS -N lg h t Owl T heater 
1 2 :3 0 -News 


H IA IIU N 
W U IT 
(P ittsburgh. Channel 2) 
(C um berlan d. Cable 2) 
7:00 Today -O arrow ay 
8 53 M orning Chapel 
• 00— Por You Mom 
9 30—Musical Sketch Pad 
9 43- G a rry Moore 
10:00—Homs Edition 
10.30—A rth ur Oodfrey 


11:00—Burs an d Bill 
11:13—Bride an d Groom 
11:30- Public Schoola 
12:00—Newe 
12:15—Love of Life 
12 30—Search for Tom nrrow 
12.45—The Guiding Light 
l:0 0 -L a diee Date 
1.30—K ay ’e K itchen 
2 no—l.#fe visit 
2:13 .Stars on P arade 
2:30—Meet Your Neighbor 
3:00—Double Or N othing 
3:30 Plorenea Saii« o Show 
4 00—K ale Sm ith 
6 00—Ranch G ang 
5:30 Howdy 
Doody 
8 00 Video 
AdventiircB 
6.30 Ed Wood Newe 
6 45—P itt Parade 
6 53—Vix Qutx 
7:00 C aptain Video 
7 :30 Bob Caldwell Show 
7 45 Tim e Out 
■ O0-Llfe*a 
W orth Living 
8 30 Keep Posted 
9 0 0 - W here Was I 
9 30 Wisdom of the Ages 
10:00 Fam ous Profiles 
10:15 T hree Guesses 
10:30 World Report 
10 45 Little T hesler 
11:00—The World 7'onighl 
I t : 13- Sports P arade 
11.30 M arch of Dimes 
12:00 Film 
12-15 Sports Show Fin al 
12 20—Swing Shift T heater 


G R IN A N D BEAR IT 


By C H IC Y O U N G 


C Me~wopi?r^ 
'■ ENOUGH TO K E E P M E 
AW AKE A LL NIGHT/ 


B R IC K B R A D F O R D 


PATHS«, DON’T VOU 
THINK THIS 
HOSPITAL IS 
^ 
exCCfDIN6LV 
NOISV ? 


WHAT’S O O IN 6 ON IN 
H E P B f,.., HCVi B » lC K .' WHY 
ARE VDU 6IVtN<5 EVBRYONe 
A BAD T iM E f YOU’RE 
SUPPOSED TO PE SiCK * 


1 WILL BE, IP YOU DONT 
GIVE ME A HAND.... A 
-, HEAVy HAND, DOC. 


H E N R Y 
By C A R L A N D E R S O N 


B U Z S A W Y E R 
By R O Y C R A N E 


_ _ _ _ _ _ _ _ _ _ _ _ _ _ 
'IXJN'T 8 L0W y OUR TOP. JOMNNY—) ^ 
IVE HEARD \0U PRESS AGENTS 
RAVE BEFOi? E - TO A PRESS 
AGEMf EVERY NEW BROOM 
,19 A aV(N<3 


r SAW THE RUSHES. THE KID 
IS TERRIFIC -S H E 'S THr 
ANSWER TO A PRESS 
AGENTb D R E A M -y 
BUT ^ 
M M M — 
LI T TLE: 
' 
COULD BE - THEY 
AN N IE IS 
V 
' 
1 SAY EGOMANN 


AND PRAISE FROM MOVIEtANO'S TOP 
DIRECTOR MEANS THE MAGIC TOUCH, 
ALADDIN'S LAMP AND A 
----- 
draw in g room 
to I 
oiiic r/ ) 
HOLLYWOOD FOR 
QUIET 
WERE SHE COMES'( 
— r DON’T WANT 
PQAI&F TO TUOW 


WORRY N O T - THE CHILO IS 
"MISS MOOeSTYOf 1 9 5 5 * 
SWELL 
NEVER HAVE ID WEAR A RUBBER 
HAT8 AN0 — THÄTS ANOTHER 
THING THAT MAKES HER 
y 


‘Building parking lots away from lh<* center of the city isn’t 
practical, gentlemen . . . think of the c(;st of rebuilding the 
heart of the cily around the parking lots! . . . ’ 


SU SIE Q. S M IT H 
By Linda ond Jerry Walter 


I 


| gr«ikii 


W EST ER N M A R Y L A N D 'S O LDEST A N D 
LARG EST T E LE V ISIO N A N D A P P L IA N C E D E A LE R ! 


TrtiENI iTS DECIDED, IS 
IT ? YOU TTHI^JK. w e CAM 
MA<E OUT IMThREE 
RO O M S FO Q A WH;lE? 


O P CO URSE W E 
CAN! WE O ALL 
3E t oge t he r 
, 
WO ULDN'T WE? 
V . 


CRiCKY! w e COULoW AND WOW ABOUT 
DO IT iF The FARM- 1 
mO USE only wad 3 
T w o ROOMS! T i:! 


Y O U , D O N N ie ? ^ _ ^ 
THE S M A L L E R 
T(Ht H O U SE 
M C « e F U N 
IT 'L L 0E 


E R ^ 
t m e n 111 g o n o w a n d 
X t h e 
T/-1 R E N T T W E ^ 
rj f I 


^ 


D IC K T R A C Y 


'JJ M 
— 
m 
SP EC ,M EN S O F 
THFvbr 
MAN-EATING MUERTE 
L m x H c x D i_adv will 
BE TRIED AS AN ACCESSORV 
! IN THE MURDER OF JUDGE 
LAVAr SAVS THE D. A. 


Snefe RAID PQETTV 06ARLV 
AUiEAOV."SAVS TRACV. *HER 
HUSBAND DEAD, AND SHE, 
DlSOSVNED BY HER FAMILY 
IN SOUTH AMERICA." 


'Next tim e, let ■ m ake fudge!” 


Phone 4600 for o WANT AD Toker 
THE CUMBERLAND NEWS, CUMBERLAND, MD., TUESDAY, JANUARY 13, 1953 
a EVEN 
On The Line 


by Bob C o n sid in e 


K E W YORK, (INS* — A whole 
new world of electronics is open­ 
ing, and the first to derive benefit 
will be the deaf. 
It is a world 
being built around an incredible 
little gadget named the transistor, 
which looks like a small kernel of 
black corn out of which has grown 
three stubby little bits of wire. 
The miraculous object will per­ 
form many of the functions of the 
present radio-type vacuum tube. 
But It takes up no space, will last 
countless times longer than a tube, 
needs no batteries, costs much 
less, reproduces sound more faith­ 
fully, will take knocks that would 
shatter the stoutest tube, and—in a 
new hearing device developed by 
perhaps the world’s only hockey- 


Burkey's 


1952 CROSLEY 
CONSOLE 
Combination radio and 
(A Q Q 
2-«pood record player! . . . . ■•MWO 


BURKEY'S TELEVISION 
Sales & Service 
lf* N. Centro St. 
Phene 3221-M 


| playing Rnodes Scholar—is pow­ 
ered by “ energy capsules’’ smaller 
than a dime and readily recharge­ 
able. 


The athletic scholar is Leland A. 
Watson, president of the American 
I Hearing Aid 
Association 
(which 
will supply any deaf person with 
|a hearing aid if the person can 
prove himself unable to pay), and 
I author of a weighty 600 page work 
entitled “ Hearing Tests and Hear­ 
ing Instruments.” 
i 
Watson’s 
Maico 
Company 
of 
Minneopolis 
developed 
a n d/or 
makes most of the instruments 
now in use in hospitals, clinics and 
school systems to test hearing. 
Got interested in that field through 
his father, who was a famed ear 
surgeon. 
By 
a 
happy 
coincidence 
Mr. 
Watson, 
a 
handsomely 
graying 
young 
man 
who still 
looks 
fit 
enough for a couple of overtime 
periods on the rink, happened to 
have the prototype of his new all­ 
transistor 
hearing 
aid 
in 
his 
pocket. He had trouble finding it, 
which alarmed him a bit, for he 
plans to present it to the hearing 
aid 
industry’s 
foremost 
friend, 
Bernard M. Baruch. 
Ifs a trifle bigger than a stand­ 
ard cigaret lighter. It will be made 
in colors to match women's hair, 
so that it can be worn inconspicu-* 
ously in all tresses (via a comb 
attachment) except the poodlecut. 
One design will fit It to the back of 
a man’s necktie, held on by a 
fancy tie clip. Other patterns will 
be in the form of wristwatch. 


Today's Radio Programs 
TUESDAY, JA N U A RY 13. 1953 
The programs listed below are supplied by the local radio stations, 
which are responsible for their accuracy 
This space is provided without 
charge by the News as a service to listeners. 
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It s * 
KO 


WCIM 
USO 
KO 
mu 
102.9 
MO 
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IM S 
KO 
6:00 
6:15 
6:30 
6:45 
"7:00 
7:15 
7:30 
7:45 
8:00 
8:15 
8:30 
8:45 
9:00 
9:15 
9:30 
9:45 


CABLE TV NEWS 


Contract Explanations 


Subscribers csn cancel m onthly ren 
tai or complete contract upon 30 d a ys’ 
notice 
in 
w riting 
to 
Potom ac 
V a lle y 
Televiaioa Co. 


At tbs HOO OO Installation rats, 
we 
w ill 
refund 
SSO OO to 
any 
subscriber 
who moves outside the c ity within one 
year of the installation date. 


W e w ill also transfer tbs eabls in ­ 
stallation of a subscriber to any nor­ 
mal location at any Urns for a fen of 
tx.OO. 


Additional norm al cable outlets wilt 
bs provided for the exclusive use of 
tho subscriber st a cost of H S OO plus 
U SO per month rental. 


W a w ill continua to convert the best 
stations 
aa 
they 
become 
available 
Through 
selective 
program m ing 
we 
will bring you the most desirable en 
tertainm ent. 
current 
news 
and 
sport 
events without any additional coat to 
our 
subscribers. 


POTOMAC VALLEY 
TELEVISION CO. 


100 I. Liberty St. 
Phono 4908 


Cumberland 
Electronics 
21 South Liberty St. 
PHONE 4481 
Sales and Service 


O P E N M O N ., W ED . and HH. 


UNTIL 9 P. M 


1953 17-inch Tabla Model 
WESTINGHOUSE 
Television 
In stock for Immediate tale 


Trade-ins Rebuilt 


The big problem in the industry, 
transistor or not, continues to be 
overcoming the reluctance of deaf­ 
ened people to wear the apparatus, 
Watson conceded. Not even John­ 
ny Ray. to mention one notable 
man who is wired for sound, has 
overcome the public's shyness. 
Deafness isn’t as prevalent as 
some statistics would have you 
believe, Watson told us. 
“ Some years ago the U. S. Pub­ 
lic Health Service classified as 
deaf all those who had suffered a 
78 per cent decible loss,” he point­ 
ed out. “ But now the industry has 
proved that it can overcome even 
98 per cent loss. 
“ There are 78.000 deaf mutes In 
the country; about 150,000 totally 
deaf and a million and a quarter 
use hearing aids. 
About another 
[two and a half million have need 
of aids, and are handicapped in 
their 
business 
and 
social 
lives 
without them, but won’t yield— 
chiefly because of vanity. A pity.” 
The secret of the mighty little 
transistor is a rare ($350 a pound) 
metal named germanium, first iso­ 
lated by Clemens Winkler in 1866 
It was considered a nuisance for 
generations because it interfered 
with the electrolysis of zinc. Six 
years ago, when it was first seen 
that the metal had magical elec­ 
tronics possibilities, there was only 
one tiny plant extracting it. Today 
there are 20. By 1956. the target 
year for its use in radios, tele­ 
visions, etc., it will be as sought 
after as uranium—and perhaps as 
difficult to get. 
In the meantime, the deaf will 
hear—at a fraction of the cost and 
a fragment of the trouble. 
(Reg. U. 8. P a t. O ff.) 


Divorce Granted 
Stephen Gerard Wallbank yes­ 
terday was granted a divorce in 
Circuit Court from Alice Elizabeth 
Wallbank. She was awarded cus­ 
tody of their infant child. 
Noah N u m sku ll 
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News of Am erica (C B S ) 
Breth ren Hour 
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: News 


Bre ak fast Club (A BC * 
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A rth u r Godfrey (C B S ) 


Double or Nothing (N S C ) 
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" 


Strik e I t Rich 
Strik e It R ich 
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(N S C ) 
Ja n e Pow ell 
M em orable M usic 
Rosem ary (C B S ) 


Kitchen R ap ers 


F 
Singiser ( M B S ) 
W h en G irl M arrie s A BC 


Kitchen Rap ers 
** 
H olland En gle 
Bre ak th * B an k 


AFTERNOON PROGRAMS 


N o o n 
12:15 
12:30 
12:45 
I.OO 
1:15 
1:30 
1:45 
2:00 
2:15 
2:30 
2:45 
3:00 
1:15 
3:30 
1:45 
*4:00 
4:15 
4:30 
4:45 
5:00 
5:15 
5:30 
6:45 


News; Muslo for M id D ay Noon News Roundup 
C u rt M assey Tim e 
M id-day News 
P e rry 
Mason 
(C B S ) 
C ap ital Com m entary 
The 
Bandstand 
Rom ance of Helen T re n t H ill 
Ring Show 
(A R C ) 
” 
" 
O u r O s) Su nd ay (C B S ) 
Record H IU ; J . Kerch 


Bandstand 


Lorenso Jones 
Doctors W ife 


Pa u l H arvey (A B C ) 
Ted 
Malone 
(A B C ) 
queen For A D ay »M B S) 


Helen The Homemaker 
Afternon M atinee 
D ave C a rra w a y ( N B O 
News 


Road of Life (C B S ) 
M a Perkin* 
(C B S ) 
Su san S m ith Tim e 
T h e G u iding Lig h t (C B S ) 


News; 
M elody 
Ballroom Lad les P a ir (M B S ) 
~ 
* 
** **; Sam H ayes 'M B S ) 
“ 
B. Crocker; T . Ir n ie 


Life Can Be Beau tiful 
Road of Life 
Pepper Young's Fam ily 
R ig h t to H ap ’ness ( N B O Show C ase) E v e r y D ay 


News; 
M elody 
Ballroom 
H ouseparty (C B S ) 
Records A t Random 


P a u la Stone Show (M B S ) 


Backstage W ife (N B O 
Ste lla D allas (H B C ) 
Young W idder Brow n 
W om an In M y House 


The 
Chicagoans 
(C B S ) 


T h e B rig h ter D ay (C B S ) 
Treas. Band stan d ; News 


C al T in n ey (A B C ) 
“ 
**; B e tty C rocker A BC 
Ja c k 
K irkw ood 
(M B S ) 


News; S o'clock Show 
A rtis try la Muato 


News 
W ills Creek Hoedown 
Gu est Star 
N a v y Sta r T im e 


B ig Jo n A Sp ark le 
In A ir W ith Roger a a l# 
S k y K in g 
(M B S * 
•' 
C. Bro w n (MBS> 
EVENING PROGRAMS 


6:00 
r n 
6:45 
7:00 
7:15 
7:30 
7:45 
8:00 
8:15 
8:30 
8:45 
9:00 
9:15 
i:M 
9:45 
10:00 
10:11 
10:30 
10:45 
11:00 
11:15 
11:30 
11:45 
12.00 


Your 
News Reporter 
New s 
D ick 
Haym es Show 
Sports Roundup 
B ill Ste rn Sports :NBC> o ld T im ers’ Club 
B illy 
Eckstln e 
O ld T im e rs i I Believe 


N ew s: D inner Muato 


H ap 
Dennison 


R ich ard Harkneaa (N S C ) 
A llan Jackson New* 
David Rosa Show 
Ju n io r M ist (C B S ) 
M organ B e atty (N B O 
M in d y Carson Show 
Ona M an 's Fam ily (N B C ) Bd. r . M urrow (C B S ! 


Fulton 
Lewis. 
j r . 
Sports Spotlight 
G ab riel M eatier 
( M B S ) 
M B 8 News; T itu s Moody 


Al Goodm an 
** 
et 


Red Skelton ( N B O 


People A re F u n n y (C B S ) M . Spill. H a m m e r G u y 


M r. A M rs. North C B S High 
A dventure ( M B S ) 


M artin A Lew is ( N B O 
L ife with Lu ig i (C B S ) 
B ill H en ry; 
Search 
M 
M 
ae 
a* 
M 
aa 


Fib b e r M cG ee A M olly 
M y Frien d Irm a (C B S ) On A Off The R e c d 


Herb Sh rln er ( N B O 
Parson s. 
D 
D ay 
Show F ra n k E d w ard s ( M B S ) 
D oris D ay Show (C B S ) E rw in 
I). C anham ( A B O 
John 
C. Sw ays# ( N B O B 
Trout. C. Adam s 
C lassical 
M usle 
Hour 
of D ream s 
The Three Sons (C B S ) 


N e w t A Anniv*!* (C R S ) M ichael Sh ayne 
M organ 
B e atty 
( N B O 
Don R eid Orch. (C B S ) 
S u n Kenton Concert 
Sign Off 
News ( A B O 
Even tid e Ecnoea 


BRICK BRADFORD 


F A T H * * , D O N 'T VOO 
T H IN K T H IS H O S P IT A L I S 
CXCteDtN6Ly NOSY? 


' 
yes... t h a t s W H F P E 
^ 1 
J F F F C 
A N D B R I C K A R C 
B E IN G 
H E L D ..., S O M E T H IN G 
W R O N G 
'N T H E R E ! 


HENRY 
By CARL ANDERSON 


BUZ SAWYER 
By ROY CRANE 


News, 
Sig n 
O ff 
N e w *; Sign Off 
Television Today 


S T A T IO N W IA © 
(Johnstow n, 
Channel 
A) 
(Cum berland. ('ab le ( I 


9 49— News 


Id: OO— F ilm 


IO IO— A rth u r G odfrey 


IO: 45— Prologue To Fu tu re 


11:00— Ask Washington 


11:30 Strike 
It Rich 


13 OO— B rid e and Groom 
12 I S - Love of lute 
12 30— Search for Tom orrow 
12 .45- The Guiding Light 
L O S - Ding Dong School 
1 30— G a rry 
Moore 
2 OO 
W heel of Fortune 
2 30- M ike and Bu ff 
2 45- Film 
3 OO— The Big Payo ff 
3 30— W elcom e T ravelers 
4 OO— K a le Sm ith 
9 OU— H aw kins 
Falla 
e ls— Gabby Hayes 
5 30— Howdy Doody 
SOO 
M usic Tim e 
#: IS— News 
« 30— Trouble 
with 
Fath er 
3:00— The Unexpected 
I 30— D in ah Shore 
7:45— News 
C aravan 
8 OO 
M ilton Be rle 
9:00—Firesid e 
Theater 
9 3 0-C ircle 
Theater 
10 00—Tw o for the 
Money 
10:30—G reatest Figh ts 
IO 45— Invitation 
Playhouse 
111:00— Fe a tu re Theater 


S T A T IO N W T T O 
(W ashington. Channel 5) 
(Cum berland. Cable 4) 
10:15—C artoon Theater 
10:30— E a rly B ird T h eatat 
12:00— Newsreel 
12:15— M id d ay ch ap el 
12 SO Bro ad w ay M atinee 
12 45— New* 
1 OO— M atinee Theater 
2 30— Sh op the Tpwn 
3 00— P a u l Dixon Show 
4 OO News; Disc Jockey 
5 OO News; Disc Jo ckey 
• OO— New*; shop the Town 
0 JO— Moppet Movies 
8 45— T im e fer Bean y 
3 OO— e x p la in Video 
7 30-D eath V alle y D ays 
• OO—Bishop Sheen 
0.30—K eep Boated 
9 OO- W h ere W a* I 
9 JO 
Wiadorn of the Ages 
10 00 
M eet the Rosa 
IO 30 
D ocum entary Theater 
11. OO— Ne w a 
l l : 15—N ight O wl T heater 
12:30-News 


S I A H O N 
W O IT 


(Pittsb u rg h . Channel 
t ) 


( ( tim berland, (a b le 3) 


7 OO Today-G arrow ay 
1 55 M orning Chapel 
9 OO— Fo r You Mom 
9 JO— M usical Sketch Pad 
9 45 G a r r v Moore 
I00 O — Home 
Edition 
10 30—A rth u r Oodfrey 


11:00— B u rs and B ill 
11:15— B rid e and Groom 


11:30 Pu b lic Schools 


12.00—News 


12 IS— Love of L ife 


12 30—Se arch for Tom orrow 
12 45 -The Guiding Lig h t 
L O O - Lad les D ale 
1:30— K a y ’s K itch e n 
3 OO— Let's Visit 
3 15 Stars on P a ra d e 
2 30— Meet Your 
Neighbor 
3 00— Double O r 
N othing 
3 30 Florence hanwo Show 
4 OO— H ate Sm ith 
6 OO— Ran ch G an g 
ft 30 Howdy 
Doody 
8 00 Video 
Adventures 
8 30 Ed 
Wood 
New# 
8 45— B itt Parad e 
8 55— V II Quia 
I OO C ap tain 
Video 
7 30 
Bob C aldw ell Show 
7 45 
Tim e 
Out 
8 OO 
Life 's 
W orth 
L iv in g 
8 30 Keep Posted 
9 OO- W here W as I 
Wisdom of the Ages 
Fam ous P ro file s 
Three Guesses 
W orld Rep ort 
Little 
T h eater 
■The W orld Tonight 
Sports P a rad e 
M arch of D im ea 
F ilm 
Sports Show F in a l 


BARNEY GOOGLE AND SNUFFY SMITH 
By FRED LASSWELL 


I HEAR TELL VORE DOG 
’OC R IP ' TREED FOUR 
POSSUMS LAST NIGHT, 
L U K E Y -I'D GIVE 
A EYETOOTH 
IF 'OL' R IP 
WUZ MINE 


Y E P — 
I RECKON 
YE WOULD, 
R ID D LES 


WHAT WOULD 
YE TAKE FER 
’OC RIP, 
LUKEY ? 


W A A L -I U TELL 
YE WHAT, RIDDLES** 
LL SWAP YE EVEN - 
A ri rn 
YE GI Vt Mf 
T v ^ L E E T L E TOOZY 
- > * ^ THAR AN' I'LL 
LET YE HAVE 
'OL' R IP' 


im * S i 


LITTLE ANNIE ROONEY 
By BRANDON WALSH 
£ 
DON'T BLOW YOUR TOP. JOHNNY— I f / 
IVE HEARD VUU PRI SS Act MTS Jr ----- 
RAVE BEFOP! -TO A PRESS 
I (J BU? 
AGENT EVERY MEW BROOM / I LITTLE 


[ SAW THE RUSHE S. THE KID 
IS TERRIFIC - SHE’S THE 
ANSWER TO A PRESS 
AGENTS DREAM-, - 
wO- — 
" " 'n M HM — 
H W ’’A S I c ot JI O HI - THI V 


AMD PRAISE FROH MOVIE LAND'S TOP 
DIRECTOR ME AMS THE MAGIC TOUCH, 
ALADDIN'S LAMP AMD A 
—- 
DRAWING ROOM JO I 
QUIET' 


WORRY KOT - THE CHILD ISH 
'MISS MODESTY O f 1953* SHELL 
NEVER WAVE IO WEAR A RUBBER. 
■HATBAND — THATS ANOTHER 
THI NG THAT MAKES H E R B 


BOW TO CATCH 


9 


(( 


Be at your best 


C h e w Wrigley* Spearmint Gum. 


f resKenft m o u th - ftw e e te n s b r e a th . 


C)w"‘ni )*)Pl 1**^ lett^ kfl® 


A R H O AR 
A R E 
W 3 R E UMBRELLAS RAISED 


in c o u n t ie s w it h a w e t 
CLIMATE ? 
q &oUD 
KEMPTON , PA . 


E A R n o a h * if a 
S u c k e r Swam in to 
A BRANCH B A K K , WOULD 
HE COME OUT A GOLDFISH ? 
/ViRS ELBERT NEAGLE 
S E L M O N T , N O . C A L?. 
<jpwD You*? N o t io n 
I BM nfct*t*4 tef K mg |f#*( .#r«* SyfMfcrat* 


a sparkling smile is 
mighty important 


W H IG H T 1 


Chi I V I N O O U M 


Keep » PalCw»g«hindy' 
Refreshing 


BY NATIONWIDE COMPARISONS 


GENERAL ELECTRIC 
E 


BLACK — d a y lig h t 
, / I H p l f 


elvis OUTSTANDING 


PERFORMANCI EV IN 
j 
IN POOREST 


r e c e p t io n a r e a s 
CUMBERLAND ELECTRIC CO. 


VIRGINIA AVE 
AT SECOND ST. — PHONE 61 


WESTERN MARYLAND'S OLDEST AND 
LARGEST TELEVISION AND APPLIANCE DEALER! 
mm 
ittH* 


C O U R W H O LE FUTURE 
^ ^ D E P EN D S O N IT 


%■ . J 


■ i 


BLONDIE 


I SIM P L Y H AVE TO L 
p u t o v e r th a t b u s in e s s 
d e a l t o m o r r o w 


IF I FAIL, I'LL JUST 
B E A TRAMP IN 
THE STREETS 


By CHIC YOUNG 


mm 


T W E L V E 
THE 
C U M BER LA N D 
N EW S. 
CUM BER LAN D , 
MD.. 
TUESDAY, JA N U A R Y 
T3. 
1953 
R hone 4600 for o W A N T A D Taker 


Local 
CLASSIFIED 
AD VER TISIN G R ATES 
f0bruary I. I9 il 
The T imes & News 
Cumberlond, Marylond 


2— Automotive 
2— Automotive 
5— Auto R epairs. Service 
10— Finoncing. Money to Loon 14— Unfurnished Apartments 20— For Sole Miscellaneous 


19S2 B t 'K K Sup^i-r n ivi^ r» 4 D ««r, 
rw)v»<»r • ir*«r)n« 
l»S2 Hulirk H ufxr R lv i^ r* 
2 Door. r)yn *flo 
IflW BiH rk Hnprr Mi»i- 
p fM 4 Door 
All lu llv 
Inn o ir«; 
h m h I ’h«rnvarv. Wk) Virginia Avo 


ffumbar 
• f D tra 
1 Dart 
] D a rt 
« D a rt 
• D a rt 
• D art 
1 D a rt 


Trf/ Our Service Department 
_incoln-Mcrcury 
I t «Vorda 
ro t «ach Word 
' -r^r, 
k i 
ka 
& 
or i# tt 
M o rt than I» add 828 N. MeCnOniC 
.. tt M 
Ph. 6402 


t l.ld 
t«a 
dl U 
IS* 
........ 
S3 id 
t4 au 
S it 
14 9# 
MO 
CAJU) o r 
m A W K e 
U o m lB g 
an d 
r r t n i a a 
D an ? 
m on# ilm t e u n d a ? 
t t M 
CBOt %a tacaod 
id itfMW» 
m 
M BM O n iA M S 
Id u n t a o r » taa 
I I d i 
iCo riBt I 
W n rd f p o r 
llBOi 
R arh U n a m o ra tha n Id 
ad d Ido 
M A tL r O U D AD W IT H R IT M rrT A N C B T O 
W en t Ad D rp a rtjn e n t 
T U n ed -N fW A 


O u m b e r U in d . M d 
PHONÜ YOUR APS- OUM BT) SAOf 


Cord of Thonks 


AV> 
With 
lo 
rulrnrt 
m ir 
lhank* 
In 
our 
fiirnrta tnrt nrtghbori (or th rir kinrtnt»« 
and 
»vm palhy 
»hoan 
during 
the 
rerent 
hereavem ent 
o( 
our 
(alh er, iieorge I. 
Hahno 
D A D D H TKH A 


In Memoriom 


In 
loving 
m em ory of 
Arthur 
W olt. who 
a t » 
killed 
1 
ye ar 
ago 
(odav, 
.tan 
II, 


Oiii 
b*i¥ groan un to man a eat ale. 
So til to do ht» p ad , 
An*wered the »ummon« of ht» r » lo 
F re hla m an ’» work roiild »tart! 
W»% hl» »lanrh »pult nohlv il»e 
To c a rry on , 
in Parad i»». 
.Sadly mi»aed hv, 
M D TM I'M 
I A lH K H , S IA T K H S 
A H H D T H I-n S 


Pontiac - Cadillac 
opomi/a OAR AOi 
PMOif* itn 
IIAI,R - 
M l 
14 
Moehanta Hi 
nm virt. 1« (4 
O torga 
nt 
OWING s:: 
or 
ight 


TAYLOR MOTOR , Phone 395* 
Frantz Oldsmobile 


Dld»m ohlle Salea Se rvire All Make« 
Body, le n d e r and R ad iato r .Servire 
IA1 R K IlK t H D ST 
f llD N r , l*W4 


t’A Sr, T R A t T D R S A M A ( ID N I-.R Y 
f»D w r:R u f i i i s , tíA S è d f .i s k i . 
ti M (' ritlT K S A BDSI- S 
Collins G. M. C. Truck Co 
IlfH rrr, 4 0 FAST 
IM IDNF k 22 .1 


In loving iTiemorv of our dear aon and 
hi other »*1 
( art K 
Moyre who a aa hilled 
in Belgium .lan iia iy 13. 1144 
.Somewhere hark o( the aiinvet 
W here the lovellne»« never die» 
He Uve» In a land of glorv 
W ith the hliie and gold o( (he »kiet. 
Sad ly nit«»ed hy hla 
T’arents, 
aiater 
and 
m ere 


1 — Announcements 


» O A C H » « ; W h y keep ’em t R oarh ru m i, 
tha ntw tnvU ible patnt*on killer I» ter* 
r iflr 
R oaanbaum'a Hnuaawaraa 
Depart- 
ment. 


IIO S P IT A i.i/ A T lD N 
S D R O r.R Y 
White Cross Plan 


L I K E 
IN C O M E 
E R A N n S 
M A T T IN O I.V . 
4«34 M 


K R IF N D T H K H F ’S a lien d In U n a Koam 
tor cleaning ruga and iipholaterv 
Moaen- 
hautn'a 
Houaewarea 
Departm ent. 


2— Automotiv« 


FT C U M B E R L A N D M O TO R S 


lt.A2 I'a rh a rd 
demonati alor, 
u llram atlc. 
(lower 
hrahea. 
radio, 
healer, 
white 
tliea. 27(10 iiille«, new ra r guarantee 
]§ 5I P a rk a id 300 arrian, u ltia m a ilc . radl«. 
healer, aeal ro vrra. 17.IKK) mi lea 


'50 Ford 
2 Dr 
Cyl. 
<T] fyQ C 
Ix)Hd(‘d 
............ 
Pl 
I A r~N/"N 
r“N/c* 
KAISER » 
H A R O L D S 
FR AZER 
open n 'til ft 
n 8 S Mechanic 5» 
Ph 2087 
'delson Auto Sales 


n K A N U R F D C A R S 
R iiy ! 
T ra d e ' 
gell) 
4 Potom ac .St , Hidgelev 
Phone «714 


K FR O n SD N T R A tT tiR S 
FA R M M A C H IN FR Y 
Kight'» r.arag e 
Baillm o re Pik e 
Ph 
1074 
'51 Plymouth 4-Dr. 


C r iin b if H ik . 
( ' Ì 
0 0 ^ 
I^iadcd. Bitrcial! 
.... 
'-P 
HAR OLD'S 


Open 9 ’til 9 
Green 8. Allegany 
Ph, 4032 


( iD A R A N T F F D 
~ 
R ebuilt Enqincs 


F vrh an g e Available 
Fo r Moat I a i» and Iru rh » 
IM U S grrHnne Ingtallatlun gt 
your favorito garaKP 
NO D o w n P A Y M E N T N F t E.S S A R Y 
tlO P E R M O N TH D P 


S T O P in or < A l.l. for E S U M A T E 
AUTOM OTIVE SUPPLY CO. 
Yotif (oral wiotnr rehiidder and 
p a rt! 
tie a d fvn rfe ri 
251 N fe n d e 
Phone 47«J 
I«I3 


H47 R D R K R < I A D M A S l>; R * T ~ Im h iH 


Compare Our Cars 


And Prices Before You Buy 
TAYLOR MOTOR 


195.1 Ply Cnbk ikln . R , » ^ O D 
19.52 F'ord Sdn , P., I! A Kord’atic 
1952 Pontiac Sdn. R ^ U Like new, 
1052 Cadtllac «2 Sdn 
R H Ac Hyd. 
1952 Ptrm Cnbk Cl Cpe R At H 
19.52 Dt Soto T i’ Sdn., R ^ H 
19.52 
Ply. 2 dr fl A- H & OD 
1952 i>xi«e La T. Pickup, like new 
1951 Kaiser sdn., H A 11 ^ OD 
19.51 Chjv Btyleltne finn R AtH PO. 
1951 Chevrolet 2 TTr R edan 
1951 (EMC Li ton pickup 
19'if) StUde f.'liatnp Hrtri R Arli 
1949 iny. Sp. Dl 
S<ln. R , & H. 
1949 Ply 2-dr Sdn . H At H. 
1949 Ford Sfdan 
R At H 
1949 Olds Sdnt 
R H 
and Hyd. 
1949 Nash Clb. Ci>e, R At 1!. 
1949 Nash 6(Kl Sdn.. R . H Ai OD 
1949 Indian Motorcycle 
IJke New 
1949 flipvrolct 2-dr sdn . R At H 
1948 Crosley Snd., R At H 
1947 Chrysler Conv 
H As H 
1947 (>eflot43 Sdn R At H 
1947 Plymouth Sedan, R Ae It 
1947 Buick Sdnt R Ae H. 
194« HonUsc « Sdn R Ar fl. 
1941 (*hev .Sdn , R At H. 
194(1 Plymouth sdn. 
1999 Plymouth Jixt. Nice 
1939 'M'-rr Sdn R Vt H 
19.97 R uifk Stln.. R . At H 
Many M art to Select From 
2 in N 
M ECH AN IC 
P H f'N t m 


0811) f'M I.S , P A R I S 
No d o w n p ay m en t 
ie» i|ii|(ert 
hiiitlv an ’» 
I » ed 
f a ra . 
P a rla , 
l« 00 Kord Av e , Phone ',;*«2 


BUR LEY R ADIATOR SER VICE 
At Bud A Ed's 
Phone 3744 


M cFa r l a n d a u t o s h o p 
P H O N E 6797-J 
50.1 P IN E A V E. 


BUD & E D 'S ^ U T C T s ER VICE' 
507 Henderson Ave. 
Phone .9744 1 


On Your Slenature Only! 
L O A N S 


C O M PAR E! 
SA V E! 


Take 24 Months To R epay! 


7— Butinesi Opportunities 


Fo r R e n t—Htoreroom 217 N 
Mechante S t ¡ 
a p p ro vim atel? sn fffí aq 
ft. 
Phone »4« V» 


SACR IFICE 


V ery line R extaiirant buaine«« and equgv 
ment 
AI«o 
another 
IKeataurant*» 
equip­ 
ment 
W rite Box «14 A X c o Ttm ea New«. 


W ll.l, «ai rifu e husineaa In K*-y»er, W V « , 
for 
oni' fourth 
value 
(.Ireum stam es 
m ake It tie«e»»«rv to do vo 
Pervon buv- 
ing ihould have Milling ability. An Ideal 
»et up for man and wife who want to bet 
their own bo«» and get ahead 
Dur l‘t52 
iftHikn w ill prove to you that an en ergeticj 
(>er»on with a little «elling ab ility, can 
m ake 
14VI 
|ier 
month 
up 
Selling 
alt j 
right« for a 
m eaaly ll.iKXi 
W n ie 
Box I 
1«1, E v e re lt. Pa 


Caoh You 
24 Monthly 


R eceive 
Payment» 


$ 302 40 
Iî5f>0 
403 20 
20 00 
,>08 00 
25 00 ' 
813 80 
30 00 
740 33 
38 00 
1032 00 
50 00 
:279.68 
62 00 


W A N T F J ) 


Any Amount Up To $1500 


Friendly, One-Visit Service 
F A M I LY 


FIN A N CE COR POR ATION 


40 N. Mechanic Street 
Telephone 3667 


T H R E E 
R D ttM h and 
hath. 
N ew ly deco­ 
rated 
tia», heal furni»hed 
P riv a te en- 
tra n re , front p«jreh 
3if7 National H igh ­ 
w ay, 
LaV ate 
Phone 
3t(l3 M 


T H R E E 
R OOM.S and 
hath 
D tilitie» 
fur- 
nt»hed. 
Ai»o 
unheated 
garage 
21« 
I)e i afu r .S t. or phone 
K'roxtburg «4« J 


T H R E E 
R tK lM 
A P A R T M E N T 
P riv a te , Heated, 3rd Floor, *40. 
PH O N E, 22 


5 rooma, p rivate entrance, 
heat fum iahed 
.3fH 
Baltim ore Ave. Phone I7dt M. 


15— 
Furnished R ooms 


K O R R E N T - S L E E P IN G R O O M S 
330 33« V irgin ia Ave. 
Phone 
42 lo w 


S I.E E lM N f, R fR iM — m Greene St. near 
Sm allwfKKi 
Phone 
5S4 W 
or 
2742 M. 
GentleVnan 
preferred 


Two large 
sleeping 
rooma. pn vato bath 
R eaaonahle rent. 
217 Bedford St. 


bn iali kitchen and bedroom furniahed, 
boufh ( um berland 
Phone 3367 W . 


19— Wonted to R ent 


Itealer for th u 
area 
to repreaent 
B E N 


N E T T R E A D Y t U T H O M E S 
Thia I» one 11 
For R cnt 


of the olde»t R ead y ( ut Home «dm panie» j 
in butine»« 
We prefer a man experienced ' 


in home eon»truitlon with the ab ility to j 


»ell nr a man w ith 
R eal E tta te aelUng j 


Your earning* are 
unlim ited If 
you 
are 


iniere»ted 1« m aking real money. 


T W O adults want central four unfurnished 
room ». 
flr»t floor, private bath. Phone 
323 after S .30 


R U bPITA L BRDtB 
FUo Bro e , R L 6. 
M cM ullen 
H ighw ay 
P H O N t J««7-W O R M34 


Officea 
for 
rent 
< lark Keating 
Building. 
¡9» Baltim ore St. 
Phone 4021 


KEYSER AUTO M AR T 
A rm stro n g R treet ex ten d ed 
P ho n » 224 21 
X a y t e f i f.arp ail Non-feanehfted Deolef 
S P E f l A L ! 
f H E V R O I.K T II.2<» 


I'tdl 
p O N tlA t 
D E L U X E 
« H IK K - IA IN 
4 IhMir Sedan 
R ad io, H ealer, H yd ram atic 
D rive, 2(1 mm a ttu ai m ile» 
BR UCE MOTOR CO. 
R nm nev. W 
Va 
Phone 107 
A- 
9 53 
SPECIALS 


51 


1»5I Pa ck a rd club aedan. (illra m a llc , r a d , , . , , y „ , 
Giawl 
R ubber. N ice t a r 
to, healer, »eat rover* 
lf!W Pon llae 
aedan, 
h vd ram atlr, 
radio, 
heater, aeat coverà, w hile tu r» 
1950 Studebaker aedan. o verd rlva, healer, 
»eat cover» 
iri3 W illy» 
pii k up 
truck 
(n e w ) 
4 wheel 
drive 
t«53 W illya Je e p (n e w ! 4 wheel drive 
l»5l W illy » 
SiMiinn 
Wagon 
4 wheel drive, 
g tmo m ile«, like new 
ItSO W illy» Station 
Wagon 2 wheel 
d ilve , 
o verdrive, heater and del roster 
PgckBtd-Wllly* SglPa-Brrvicp 
361 PR R D BIKICK tTl. 
PH O NE 3«66 


Phiin« 
M«4 


Eiler Chevrolet, Inc. 
cHEVR oi.rr 
R AU«a A SER VICI 
Phone 14] 
tig N 
M erhanic 


A H L B U R N 'S C H E V R O L E T C a 
»1 i IIE V 
g. I* 2 D PO 
SI n i E V n , I.. 4 D P G 
49 t H E V 
S 
L 2 D 
49 P L Y M t H r iH S P 
D E L U X E I D 
4« f H E V 
F 
L. 
A E R O 2 D 
4« < H E V 
K 
M 
a D 
4 A H U U K 
S U P E R 
2 D 
4« O L D S •*««•• a D 
47 N A SH •'«««•• 4 n 
47 I H E V . K 
U A E R O 2 D 


A H LBU R N 'S CHEVR OLET CO. 
PHONK 2« Hvnrimgn, Pg, 


M AKE M IN E H U D SO N ! 


T h u 
Hornet »1 vie 
194* 
< omm odore 
flu b 
Coupe, ftnished In ted leather iiphnU lery, 
ra n 
h« 
vour* 
for only 
14« 
per 
munih 
H aving all the qtialllv of a new e a r and 
20 m iles per gallon overd rive, would bring 
tn you lasting sa lu fa rito n that only Hud 
aon owner» enk>v. Phone «231 for further 
interesting d e ia iu . Penn M a r Motor V 'o . 
N arrow » P a rk 


I n t e r n a t i o n a l H o r v e s t e r 


AiMhorited tiealei i Motor T ru rk a 
E a rm Tractor» A M ae h ln eiy 
T H E L IG H T A D E C K E R « O 
31.3 « Centre St 
Phone 3«no 
GULICK'S 


Used But Not Abused Cars 
1949 Ford (’ustom rUib Cotipp V k 
Hadio, Healpr. lluns 
( 'Q Q C 
n iKhl! ........................ 
4) / 7 J 
305 & 25 So Centre Ph. 1444 
Open Evenings ‘till 9 


A- 


me- 
Itke 


A-1 


Dadqe & Plymauth 
G U R LEY'S INC. 
133 A IJhwr»? «I, 
Phon« IM 


1947 Chevrolet 


4 Door, Hadto mid Heater 
Trionqle Mators 
322 S. Centre St. 
64 THOMAS ST. 
PHONES 6464 & 2728 


Spcciq 


'4 9 C H E V R 
O L E T A E R O 
R adio, Heater 
(TQQCr 
Sun V is o r.................. 
Flarp Motor Soles 
219 S MKCH.^NIC KT PHONF. 4.197 


In 
Lowest 
Th* 
City 
Prices! 


950 DESOTO 
Custom 4-Door Sedan, Fluid 
Drive. Spotless. Guoronteed. 
Steinla's 
21« S. Mechanic St. 
Phone 2550 


A- 


W rite 
f’hitrles H 
Wdtkms ('o. 
9Ut4-9H7 Hrnoks Building 
Wilkes-Barre, Pa. 


13— Furniihcd Apartments 


ItD D M and Kiti'henctte, *.emi private hath, 
refrigerator 
Adult.». $8 ,W j»er week. 20 
N 
hm allW iio d S t 


F D R 
S A L E 
B e au ty 
Salon, 
downtown 
lo«aiion 
O w ner 
leaving 
town 
P ric e 
le.isonable 
Phone 22«« .1 


r i l K E l fU X JM b and 
U aib, 
>nd ItcMr. 
tS S 
Adults only 
221 
Baltim ore 
Street 


8— Cool For Sole 


Guaranteed 
B e rlin 
t iial 
PriHoirt 
D e live ry 
— 
Phone 6448 


*« IK) 
ton 


M E Y E R JID A L K f D A L - *6 50 TO N 
linioediafe 
D elivery. 
Phone 2««'» M 


O uarenteed 
B e rlin Coal 
17 M ton; gg io > tons or more 
Phon« 4514-W 


I'W O 
R O O M h i 
autnm afte 
gas 
heat, 
(n g id a ire , w asher, 
phone. 
313 Caroline 
.St 
Phone 3Vm J after ‘i 


r i l H E K 
HOOM.S 
nicety lu in U h e d , 
F r ig i­ 
d aire, (trivale porch, hot a ir heat, chit 
dren allowed 
Phone 34.1 J. 


K IH S T F L tM iR , 3 room», all convenience«, 
near 
M em orial 
lliivpital 
Adults. 
R ent 
reaiMin.ible 
:WIO .1 after 9 p. m. 


Three Hooma eom plelely turnmhed. 
A i-to »lee|iing room *h week. 
W est Mde 
Phone m C R 


Day-Nite 
1590 


Homer»«« 
B e rlin 
Big 
Vt4n 
Pea Btoker, Btove Lum p 
O iled 
Beaverdala 
Pa* 


g hour d elivery, clean ittmpy eoaj 
17 Uin 
G 
A 
Sensabaugh 
P H O N E 5117 


G U A R A N T E E D 
B e rlin Coal. 
.V»'/« 
Lum p 
*h I« 
Toa. 
Prom p t 
D e llvary. 
Phone 
4IW« .1 


20— For Sole Miscellaneous 


Kosher Delicatessen 
K lln e ’a M arket 700 N. M ech an ic 
Ph. 299« 


P A R L O R S U IT E Iz iT lte d ro o m tuitea~»«.3 
Desk* *25. Dre»aer» llO s bed* *3t sink» 
*10: gaa range *10. C all 
18(XI R . 


C W L Î authorised Hoover aale» and aervtca 
Home 
dem onstratlowi. 
F b o n a 
163*. 
R osenbaum 's or 69 74-J. 


Thos« who ears tb s most chooa« 
IR W TN M K M C m iA LB 
Balttm ors Plie» 
J574-W - Fro stb u ri, g2-J 
ire Bargains 


C an»»nt«r M otor Bervleo. Hyndm an 
S9 R 1* 


Try: 


DUPONT PAINT 
WM OB-mCR l 
Pennsyr Phone 5940 


ODD DR ESSER S 
Chests and 
O 
Night Tables 
. . . 
/O ^ 
Odds-'N'-Ends 
K L IN E FU R N IT U R E CO. 
4<KMil3 Virginia Ave. 
Phone 27(W 


25— Building Supplies 


INSELBR IC 


H. 
W 
Young 
R oute 
1. 
Bedford 
R oad 
Pbotis 4«*1 
- 
No Down 
Psym en l 


W e 
Bu y 
A 
Sell 
Anything 
A 
Everyth in g 
Auction Every Friday Nile 


T R I S T A T E 8A LE.S 
M cM ullen H igh w ay 
Trip le Lake* 
P H O N E 3PW-W-11 
O P E N * to 9 


1950 GAS R ANGE $35 
Good Condition. 
Phone 4170-J 


B T O V * 
W O O D --A t 
m ill 
or 
deliversd 
to 
home 
Inquire Ksao Sorvtca 
W ellersburg. 
F» 
Phon» 3536 


S P E C IA L — Bewtng 
m achins 
adjusted 
in 
your boma. *1 50 
Also electrify and ouy 
m arhlnee 
Phone 4546 or 8553-J 


T V P E W R IT K R - I B M 
E L E t T R IG 
R econditioned and G uaranteed 
Phone 3M7 


B A T T K R IE S P R IC E D L O W A T W A R D S ! 
Values like these — tpye 1. exchange: 
B atte ry 
Gu aran tee 
P ric e 
Com m ander 
12 Months 
* 7 93 
Standard 
24 Months 
*12 95 
H eavy Se rvice 
36 .Months 
*16.43 
Sale En d * W ednesday! 
M ONTGOM ER Y WAR D 
R «ltimorc St. 
Cumberland 


O 
A 
K 
F L O O R I N G 
Kiln Dried, End Matched, Buiv- 
died, manufactured to Associa­ 
tion rules. 
25/32x2¥4” 
Per Bd. Ft. 
CTear R ed .................. 22c 
Clear White 
.........22c 
Select R ed ............... 21c 
Select White ............. 20c 
No. 1 Com. R . or W. .. 17c 
| 
No. 2 «ommon 
11c 
I 
l.«tt Grade Hard Maple 25c 
2nd Grade ................ 
22c 
Quarter R ound, Bi.se Shoe 
and Scotia 
2c lin. 
ft. 
Oak. 
Kiln 
Dried Treads 
and R isers. 
Allegany Hardwood Flooring C a 
M ill—Everett, Pa. Phone 202 
Visit Plant—Seeing Is Believing 


S A V E W IT H A R E B U IL T M O T O R 
Term s 
as low as *11 «0 down, *10 00 monthly. 
Ford. 
C h evy, 
P ly m ., 
Dodge, 
C hrysler. 
DeSoto, 
B u ick , 
Pon tiac, 
Oldsm ohile, 
Studebaker 
G uaranteed ju»t like a new 
ear. Dodge *42 '52. exchange 
*137.9 5 
M ONTGOM ER Y WAR D 
Baltimore St. 
Cumberland 


HAGER STOW N BLOCKS 
R ay M. Athey. 
Phone 1849-M 


M odern bedroom .suites, *114. 
Shonter's Fu rn itu re Stor« 
12« N. C entre St. 


Ladies' Dress & Caot Sale 


s u e » 7 to IS — 12 to 44 


Sykes Style Shop 


«03 M arvla n d A ve. 
Hours 9 to « 
Ph 
202« 
D(»en Mon., W ed., and 
E rl. till 9 P . M 


R E G IS T E R E D 
Cncker 
Spaniel 
Puppie« 
Black s. 
R ed.», 
R uffs, 
Blondes 
Harold 
Meek 
V ais 
Sum m it. 
Phone 
Fro ttb u rg 
1104 W I. 
2 HIM IM S 
sink frigidaire, iitilitie* furnish­ 
ed, laundry, telephone 
P riv a te entrant e, 
_____________ 
share bath. R eferences. 33(12 M , 32 Oak : K R O E H I.E R 2 Piece 
l.ivin g 
R oom 
Suite 


P rin t vour own photographs. 
P H O T C K JR A P H Y IS F U N 
Beginners sets start at 
•4 «5 
C U R L 'S C A M E R A S H O P 
20 N. Centre St. 


W E S T SID T. 
■ 
3 room H iiartm eni. com ­ 
pletely 
furnished 
P riv a te 
hath 
and 
(auch 
Adults onlv 
Phone 1126. 


R R A D IM H 'K 
M O TO R 
162 Greene b lie e t 
O P E N t TO t 


• A I.E S 
Phone 2113 


'52 Buick Super R tv R H A Dyn 
'52 Cadillac Sd , almost new 
‘!2 Sturie S Lite Cpe Like New 
‘lit Pouttac "C atalin a” 
Loaded 
'5f Cher Bel Air. Loaded 
'.50 Mercury %dn . R H A OD. 
'50 Plymouth Sdn R A H 
‘50 Ford, Clean 
‘50 Chev F Line 4 Dr Sdn 
‘50 St tide LC Sdn.. R H A Hyd, 
‘49 DeSoto Sedan. R A H 
‘49 Chevrolet Sdn 
R A H 
‘49 Olds Cl Cpe n A H 
‘49 Ford Cl Cp Very clean 
‘48 Plymouth 4 Dr , , A H 
‘48 Nash Sedan S A H 
‘48 Dodge sdn.. R . A H 
‘48 Chev Club Cpe R 8 H 
‘47 Mercury sdu , R A H 
‘47 Ford 2 dr R A H 
‘41 Pontiac sdn., R A H 
‘40 Buick Super Clb. Cpe. 
‘40 Plymouth Sedan, R A H 
'40 Chevrolet Sed. 
‘39 Nash, clean 
'38 Chevrolet Sedan. 
R ed's Used Cars 
12J GR FF3NK 81 
PHONE W»0§ 


Cumberlond Motor Sales 


1931 F O R D 4 D R 
N 
A H 
194» I H F V ItO t.k r k K D A N 
R 
A H 
|<»4« P I IN T I AC 4 D R 
H 
A 
H 
1947 t H F V R O I I- T 
A F R O 
R 
A H . 
1*46 P I V X lu U I H 
4 D R 
R 
A H 
|S4g I H F V R O L E r 4 D R 
R 
A H 
1941 ( ID V H O I E T CI.H 
t ID 
H 
A 
N 


It Wineow SI 
Opp 
A A P kuiw r MWI 


'50 Chcvralot 
$1,095 
2 l>oor 
IjOüdt'd ....... 
KAISER . 
FR AZER 
Operi 9 ‘til 9 
250 N. Mechanic 
Ph 36I I 


Plymouth Suburban 
Heater, paint and 
chnntcal condition 
new Mileage only 11,000 
t owner. For pleasure nr 
business, it's the buy of 
the year 
O N LY $1,575 


50 ford DU. 2 Door 
Heater, undercoat 
Per­ 
fect point and mechani­ 
cal condition 
t owner 
Fully guaranteed 
O NLY $1,145 


50 Ford Olx "6 " 2 Door 
Heater, new light gray 
finish 
Tires 
eicetlent 
F o r 
economy 
minded 
buyers a perfect buy 
O NLY $1,09 5 


49 M ER CUR Y CLUB COUPE 
Medium 
green 
finish 
Fully Guaranteed. Here’s 
m o d e r n 
styling 
and 
transportation at a price 
that will amaze you. 
O NLY $1,09 5 


50 FOR D DL X "6 “ BUS CP. 
Heater, New Paint. The 
best buy in town for the 
young couple or a small 
fam ily Priced to fit your 
budget. 
O N LY $9 9 5 


48 PO NTIAC TOR PEDO 
Heater, Sun Visor. Black 
Finish. Fully guaranteed. 
You can’t go wrong at 
this price. 
O N LY $79 5 
ST GEOR GE 
MOTOR CO. 
Corner R . Centre k Salem St. 
Plumes .'»60 - .'»AO 


G E O R G E 
t R E K K 
B IG 
V E IN 
C O A L 
J 
W 
Ansel. 41 Penn Ave. 
Phone 26«4 


Lum py 
Berlin Btg 
Vein A Pee Btoker. 
Besverd sle OW 
P h O n e 
I 72 2 
Treeted Pee — 


Modern 3 iw im ». bath 
P riv a te 
I or 2 adult» 
Sleg m aier». 429 
N. 
I cntre 
St. 


M O D E R N 
E T U I H .M Y 
«(w rtm en t 
vate 
entrance, 
bath, 
auloinatic 
heat, 
3« w eek iv; Wl7 M aryland Ave 


L ik e 
new 
tU ig in a lly 
*200. Phone 1149 
*479. 
S a crific e ! 


COAL 
S fimêTêH Big Yetn 
Pee ««oker 
4eg 
gm oenl. 
Cleen. 
Lu m p t 
A. 
Ia*pley 
Ph o ne 3176-M 


C L EA N L U M P Y S O M l ^ * T 
C O AL 
U E N E R A L H A U IJN O 
1 :0 *»'3 \JU 
E W Campbell 
Phone 
J V J J O * v v 


L U M P Y C D A L . P E A S T O K E R 
W tM iD - G E N E R A L H A U L IN G 
G E O R G E 
M U R R A Y 
P H O N E 
273 W 3 


C lean, lum py Pen n svlvan ia to a i. 
P m m id Se rvire 
Phone 3449-R d ay and night. 


B E R L I N G uaranteed Big vein 75*3» lum py 
rnal. 
*6 Ml ton 
.Somerset 
Best 
Pea 
Stoker, guaranteed 
*R Ion 
Phone 144« 


B O L L K V A H D 
A P \ H T M E N T S 
2, 
3, 
4 
riMim 
atiartm ent» 
Also 
aieeping 
riMitns 
R eanonable 
t ail 2737. Ann W ain 
gold. M anager 


T H R I- K UiMi.Vls. kitiheneite, private hath 
A iitom atlr 
beat 
iTilitie« 
furnished 
R pfeien«-e wanti-d. 
Adult« 
206 O ak St 


M O D E R N SS1 A I.L A P A K T M E M 
< LT AN 
A N D <O Z V 
312 P A R K .SI 


TM H I K 
R O O M S, 
(iro a le 
hath 
and 
en 
tia iu e 
E le i trie 
Kelrtgerator. 
LaV a le . 
Phone 4 ,.Ml M 


2 HIM (M S tiirniHhed 
T'ngidair« 
elerlri«-, 
linens 
furni»hed 
Im ated 
421« H 


heat, ga*. 
< en trally 


Winter Supplies Headquarters 


W e have snow shovels, snow pushers. Ire 
rhipp ers and rork salt 
If you are afraid 
of falling, w ear a p air of our ice creepers 
on your shoes. 
l-iberty Hardware Ca. 
51 N. Liberty St. 
Phone 550 


ST O V E,* — S m V E S — S T O V E S 
Heatrotas, 
Fro st 
K illers, 
( ookmg 
Stove« 
l.arge assortm ent 
H ave 
been repaired and w ill sell at 
V* prlre. 
12« Fed e ral .St. 
Phone 1497 M 


A- 


A-I 


A- 


U M P Y 
t O A L 
4157 


4 
R o o A IS , 
p rivate 
hath, 
utilities, 
phone 
iM*rvl«-r 
T.ntiie 
set-nnd 
floor. 
118 S I 
A llegany 
Phone 824 K 


Airway Sanitizar 


SA LES & SE R V IC E 
18« N. Centre St. 
Phone "BSSS 
— 


FUR N ITUR E & R UGS 


3 P r, 
Bedroom 
Suite — bed, ehest. and 
dreaaer 
_____ 
*39 


P E N N S Y L V A N IA 
2 Ton or m ore M Mi 
Prom p t D elivery. Phone 


75% Lumpy. Immediate Delivery] 
Wll-SON k FLET C H ER 
PH. 5451 


14 


Freepart Caa 
FOR SALE TO TR UCKER S 


Stoker — Pea — Nut 
— Lumpy R un of Mine — 


M ine 
lorated 
4 ml. 
froin 
W estem port 
D rtv« Up W 'p ort HUI Io A rran s R un 
I 
r 
F E L L E R « O A L C O 
Ine 
1*0« 3.3 
W ealernp ori. Md 
C all 2.52U 


B E R L I N t'O A L , giiaranteed. 30'- lum pv, 
•7 
Ion. 
2 
Ion 
or 
m ors 
•« .30. 
Phone 
3 713 W 


I Double door m etal u tility cabinet 


Unfurnished Apartments 
"reakiast set 


Tu ll 
» lie 
white 
kitchen 
f-Ol H 
MtMiM 
M O D E R N 
H E .A T E D 
A P A H I M E M , 
P R IV A T E 
Phone 3115 


*10 


» 2 0 


»lie 
porcelain lop 


Tw o 9 x12 wool rugs 


cabinet 
w ith 
» 20 


*10 each 


T H U I E rooms, ()ri\»fe bath and en tian re, 
heat, gas (iirniched. III niinules tn Baiti 
m ore Hi 
19*23 R 


I R oom apartm ent *43 N 
C entre S t.; 
3 room apartm ent. 17« N Centre. 
Phone 409«. 


9 — Electricol W ork, Fixtures 


W O LF FUR N ITUR E CO. 


W AR EHO USE 


re a r G erm an Bre w in g R nttiing C’n. 


406 B E A L L ST.. t ’um lw rland, 4 room s and 
hath, steam he.it furnished, p riva te en- | 
Irani-e 
New lv dei orated l.aig e front a n d !“ “ *® * ® o e r v tC m 
bark 
(xirrhes 
Phone 
Mi-yeivdale 


Premier Vacuum Cleanen 
Phone 1722 


233 


r f )U R lUXy.M A P A R T M E N T 
On 
W ashington 8V. 
near Lee Nt 
R en t R easnnabla, 
Phone lOlg-.M 


R O O M , 
first 
floor 
ap artm en U 
B rid e * St.. 
R idgetsy 
Phons 
1*49 


ELEC T R IC WOR K 
Slntnr R eiiairtng, W iD n g and Elxtiires 
Q U EEN C ITY ELEC T R IC CO. 
W exfieghoa«« 
Apperntiis Ag en t 
13« 160 l-iedeilck Ht 
Phone 117 


10- 


• rooms, the vary b e iL 
Por particu lars apply 
to* W ashington St. 


WALLPAPER 


Coi-hran Pain ts — H ard w are 
Nf v f r 
K notPtnglg 
V n A en o tS 
Quentin .M R ice 
19 Laing Ave 
Ph . 4270 
Open 7 days wk. 9 a 
m,-12 M idnight 


1 W ESTIN G H 0U 5E 
C A BIN ET MODEL 
SEW IN G M A C H IN E 
W A S $209 9 5 
N O W $169 .9 5 


SCH R IVER 'S 
S t 


PR ICES R EDUCED! 


On all 1952 l-eonard E le c trie 
R efrig erators and R anges. 
See us today for prtces. 
1953 M O D E L S C O M IN G BO O N I 


Southern States Cumb'd Serv. 
8 Georg« S t 
Phcme 8450 


O U R 
expert 
fnctorv 
aiith oiired 
Hoover 
Service ia a t close as your telephone. 
1722. 


R uberoid R oofing Products 
T ry: "PennstT Phone 5940 


Used 
Sewing MacFiines 
$9.95 and Up 
Singer Sewing Center 
65 Baltim ore St. 
Phone 394 


DO YOU NEED AN 
EXTR A 
CUPBOAR D? 


— Plywood 
— Shelving 
— Cupboard Doors 
— Cupboard Hardware 


SOUTH CUM BER LAN D 


PLA N IN G M ILL CO. 


Queen St., at B.kO. 
Phone 2911 


G U A R A N T E E D 
R ebuilt Washers 
PHONE 4621 


Antique sideboard, m arb le top. 
720 DIdlown Hoad. 
Phone 5331 J 


S IN K 
42 inch cast iron aingle drain hoard 
cabinet sink, like new 
Phone 1707 R be 
tween 4 7 p. m. 


IT 'S A P P A R F JN T that transparent Glaxo 
plastic 
type 
coating 
adda 
beauty 
and 
ends 
w axing 
linoleum 
R osenbaum ’» 
Housewares Departm ent 


L A D IE S 
('D A T S 
slie 
12: 
B lack 
Persian 
Ijim h »10; B la ck seal *10; 
Black cloth 
fur trtm »«( R ed cloth *3. .3782 M . 502 
Fayette St 


GAR AGE DOOR S 


Your car deserves good houtinf 
too! 


Any car will run better and last 
longer tvhen protected by a good 
garage door. 


We stock the best; 
FR ANTZ O V ER H EA D G A R A G E 
DOOR . 
BA R 
COL 
O V ER H EA D 
G AR A G E 
DOOR . 
R ADIO CON­ 
TR O LLED - ELE C T R IC 
OPER Ae. 
TOR . 


TTio.se 
doors 
complete 
with 
in­ 
stallation at prices that w ill amaz« 
you. 


Our representative nnll be at 
your service night or day to help 
you with your building needs. 


BUCHANAN 
LUM BER CO M PANY 
>49 N. C EN T R E ST. 
PH O N E 1270 
C U M BER LAN D . MD. 


J N S E L B R IC 
A S B E S T O S S ID IN G — 
R O O F IN G 
«dd lots 
V e ry Special while suppiv last* 
INSELBR IC STOR E 
419 Henderson 
A ve. 


W A S H E R Ai S W E E P E R R E P A IR B 
Used W asher» bought and told 
PboDs «606 


4 
R O O M 
unfurnished 
apartm ent, private 
hath, heat, 303 V irgin ia Ave. A pply 405 j 
P o n c e George R t 


3 R tM iM S . p rivate bath, sleam heat, first 
floor, private entrance. Apply 19 Laing 
Ave 


Financing, Money to Loon f|2 


TR AILER HOMES 
Assorted SUtes and Models 


other* rrab er Beica 
Ph 
283 
C v e re tl P a 


Meed Money? ‘- iS' 
€>B Jew e lry m A nything of Value 
tneltidlng M en's Bu lla and Topcoats 
T 'M B F R L A N D I.O A N 
42 N M E U H A N ir 


HAR OLD'S 


50Cadillac 'G2' Sdn 
r l 'i ' 
$2,875 
Acme Auto Sales 
443 N Mai'hiintc Bt 
Phon« 3996 


Thompson Buick Corporotion 
LUBR ICATE — $1 00 ONLY» 
tCoinpleie l.ubriratUMi plus tn»|iecliuni 
419 N 
M E l H A N K 
P H O N E lit « 


1931 
I N i E H N A IU iN A L 
2 't 
ton 
I.» 
174 
tandem 
IU INmi 
m iles 
177 
V* B 
I ike 
new 
P u c e lin w 
W ill tiad e im sm aller 
triu k 
622 Hiooklield Ave 
1849 M 


v in m 
Automotive Wholesale Jobber 
Shafer Motor Parts 


PC Î CM AC 
MOTOR S 
•61 Ford Dlx V-8 4 Dr 
'5u F'oid \'8 Dlx 4 Dr. 
‘5 0 Chrv.s 
.New Voiker 4 Dr 
'Mi R ult'k 8i>tch»1 fU'dHiiet 
'50 Pontiac H Silvcrstrcak 2 Dr 
'50 Clii > .-.Icr Uuya! Clt« L'ih , 
'50 Plymouth 2 Di 
Sdn. 
*49 Ford V-6 Cu; tom 
*4;i Dodge Cstni 4 Dr lit Sctici 
*48 Chevrolet Clb Cj»« 
*48 Chrysler Wind.sui 4 Dr 
*4? Olds ••98" 4 Door 
41 HiiidenaKer 4 Ur 
'42 Chrysler 4-dr, 
'41 Packard 4 Dr . Perfect 
'41 Ibintiac 2 Dr Clean 
40 Plymouth 4-Dr 
Chi'3 sler Imp Bu C'lie 


U S E D 
C A R 
l o 
t 
120- I9*J H» rriiu » n «irBei 


C H R V S L E R 
P L Y M O U T H 


I M 
S 
G e o r g e 
P h 
1 85 2 i rvceiKiun 


•JOHNSON’S 
rsi:i) (WHS 
838 N Mechanic 
Phone 2227 


1939 Ih e tM ile l 
tuHHl tiviidiliun 
K ill 
sell 
leasiinable 
Phone n M I J 


1A4II t» l DHMOHIl I- 
4 « 1o .li 
» etian . 
n i.iio r 
Ju st n v ethau leil 
seal l o v eis 
Gn n d . .in 
d itin n 
Ap p iv 
lla itv 
K eeler. 
Du n lo p 
rite an d B alleiv S .-itu « . 6 VMUlams hi 


H f A3 V D I 'I 3 ' (lie v io lfl ..ta l (iii.k 
g.Htd 
.'.in <1ili.in . 
3 t..k i 
PHI 
I’D m o u th 
se.(sn . 
V2.KI. 477 ValU-v .SI 


|S4I f o K D D 
Ion tia k r NnD 
new tti.tlot 
us.-d sligtiUj 
g.««l lu e s 
Pluiiu- 
«04« or 
:vti 
I’n u k 
ta n be 
seen at G u ll 
Hulk 
Plan i, 
on 
Houle 
4«. 
west 
at 
N «i i.iw » 
Park 
NASH 
select 
USED CAR S 
At Your -NASH“ Dealer 
Atlantic Servic# Station 
Corner Hendermn At Glenn Sta 
M G K MOTOR CO 
221 Olenn 81 
Ption# 2300 


Time for a C’hanpe! 


D rive ypur «Id model car ep In fn lB n s 
fctiMlehaker t.a ia g e and see w hy they're 
reving se mut-h aboul the new StucMbaker 


ir.t * r U D f BAKI- II 
lleav V D uly 2 Ion cab 8 ehasls 
Trad * 
that gas htig in lot a real work hoise 
Hoad leal II snd you'll be sold! 


!» .l K1 l D H IA K F .n 
llegal I «m m an.lei . 4 Isatr 
G teen 
Ijtw 
m ileage 
lo w net 
14 ittNt 
s .itia l 
m iles 
I n .lei.o at and H ealei 
Like new! 


1948 R 'IU D F B A K F H 
Hegal t'tim m andci 4 lArwir 
I ow m ileage 
AU new rubtiei 
t ar in good condiitun 


m n 
IN T F M N A riO N A l 
DA '(in lla l bed with rem ovable lacka 
Good body 
palnl. motor and tiree 


1919 O I D R M U H ll y 
I Ikair Sedan 
G ive aw a y p ri.e 
*A3 
COLLINS 
Studeboker Goroge 
75 licndirhon Ave 
Phunc 1542 


I New 
IS32 Slu.le 
V « 
S Pass 
t pe 


Siw . lal 
p in e 
a 
lia .le in nn 
this 
^ 


•91 Stud« V 8 2 door sedan O D 
9 1.«3« | 
'M Slu.le Cham p Sedan 
t/»a«l»d 
«L.*»* j 


*50 SliMie heave* du ly dump liu.-k 
Equip 
ped with 3 spee.l axle and 11 It 
la.Tntv 
dump bed snd bout 
11,193 , 


*30 Stude Cham p 2 di 
sdn, K I H *I T * '; 


•I S I h... 
I HI 
,. .l 
H k ll 
*1 pp« 


'43 Stude 
C.im . Î di 
s.ln ov d rive 
*1,293 


I I t hev 
• pass 
.-(le . n u e 
• 
taO 


•IT DIdv sdn 
Hvd 
H * H 
* 
«sv 
17 I hev 
» dl 
sdn 
It S II 
« 
'»3 
'41 Did» 
S pass 
Cpe 
K M 
• » 5 


R tEVES STUDEBAKER 


W ssternpork M d 
Pb en s *4*1 


HOME LOANS 


Interest R educes Monthly 
FIR ST N ATIO N AL BAN K 


” C r^ M A D 
UA \S 
I— W / \ 
V A LU E 


John Newcomer 215 Va. Ave 


F O I H TH ST . second floor. 3 rooms, 
bath, (airrh , newlv p«|iered. G a s. elee- 
trie , heat. *35. Glenn W atson. Phone 381. 


P rtva te 3 H.aim and Hath 
»e.miid Hour apartm ent 
R HI Piedm ont Ave 
Phone 2.333. 


I R oom s, bath, private entrance and porch 
*15 month 
316 P a ia SI. 


20’ 
F iflh 
St., 
»ee.tnd 
floor, 
p riva te , 
4 
tonni», hath, (tartly healed, »27 
month 
f:i E N N W A 1SD N 
I ’H D N E ,VH 


W E LOAN M ONEY 


On \|falchea. D ia monda 
Open *ttl T 
" I f you need money See R am '* 
Southern Jewelers, 131 N Mechanic 


AUTO LOANS in % Minutes 
NATIONAL LOAN. 201 S. G EO R G E 


Y O U R 
P IR 81 
step 
toward 
ftnanciai 
in- 
dependencs 
bomr ownership snd futura 
security may be ths lltU s w en t s/f. you 
ptscs today to. rs o l e room 
Don I da­ 
isy 
start today , 
, use w ant sdt for 
your »very w a n t 


4 rtxtms. heated. 
l.aV ah' 
Ph.ine 
13>*4 .1 


Hl-.s r S ID E 
I-our rtaiiiis 
P riv a te hath, 
enlrsnt-e 
Hecnnd 
Hoor. 
3(16 
M l. 
View 
D rive 
Phone 4.369 
, 


1¿S 
P E N N 
A V E . 
fir»l 
floor, 
3 
room »,, 
semi p rivate hath and (torch. 115 month. 
G lenn W atson, Phone .181. 


Furniture Bargains 
2 Piece Kroehler Living 
R oom 
Suit. 
Was $269. 
$169 
Now 
Mi 


N E W .S P R IN G G L f lH Y F O R .S Y T H IA W ith 
out question the loveliest and most pro­ 
fuse bloom er of all the Goldenbelis 
When 
seen in bloom It is a sight not easily fo r­ 
gotten 
M asses of yellow flow ers in e a rly 
spring life ra lly bend the branches. Tw o 2 
to 3 ft 
Bloom ing .Si** Plan t»- O ffer No 
3-lb-53 25. 
Postpaid 
F r e e , Copy 
36 page 
Planting Guide Catalog in color sent on 
request 
Salespeople wanted 
W A Y N E S B O R O N U R .S K R IK S 
W A Y N E S B O R O . 
V IR G IN IA 


26— Help W anted 


I F Y O U 
like 
to 
draw , 
sketch or pain* 
see Talent Test ad In Instruction Col- 
uinn 


27— Female Help Wonted 


Experienced cook d w aitres» 
wanted in sm all restaurant. 
R eferences. 223 V irgin ia Ave 


L a d y with c a r for part tim e work. 
W rite ; J . Ed d ie C andy Co., Inc. 
Bridgeport. W . Va. 


e n s o n s 
ph. 23 4 7 


V A C U U M C L K A N M 
parta A repntrs 
Pben s 1 7» 
I« l N. Centra 


’4« r .A R M A L L Super A T rac to r w ith 3 w a y 
P lo w . 6 ft. M ow er *■ cu ltivator. H. G . 
Bender. Phone 200, M eversdate. P a . 


W A IX P A P X K 
— 
M aks 
your selection at 
homs. 
Kxpert 
paperhsnglng. 
low 
cosL 
CtOl *4*4 for sample». H artley W igfieid. 


R EN TAL— FLCX)R SANDER S 
T ry: -Pennsir Phone 5940 


I ’ H IV A IF , 
fo u r 
Boom s. 
bath. 
heal 
Vi-netian 
Blinds tuinu hed . 
I- lont. hark 
(Miri hes 
1114 .M,«(ite Stiect. M aplestde 


231 K f;D H lH D S1 
VC. ond iliMir 3 rooms 
and bath 
227 Bertlord St 
second floor 
3 
rtMim« 
and 
hath 
and 
3 
rooms 
and 
hath 
Apply 
Trust 
D r pi , L ih r it y Trust 


• ! 


3 la i te room«, 
autom ato 
heat, 
hot 
w ater. 
Phone 
.14» W 


K ITZM ILLER M EM O R IALS 
M ONUM ENTS and M A R K ER S 


All the best m arbles and granite in ­ 
cluding " R m k of 
A g e s" granit» and 
" B a r r e G uild M em ortala" 


Fred erick d George Sts 
P h .379 or 1671-W 


" S f f WHAT Y O U B U Y '" 


QUICKIES 
Bv Ken R eynolds 


4— Auto G I «b9 
Glass Installedvr».,. 
- IB e e rm a n a u t o w r e c k e r s 
1937 PI V Mourn 4 iHMiH 
1153 WiiuHiw ht. 
I hone 2270 
I loud 3tolor# 
Phone F i ctailiui g 441 j — 
- 
- 
------ 
— — 
~1948 “ s t u d e b a k e r TR UCK ' ,S— Auto R «poirt. Servic« 
.Soinr M-iond hand truck» a ie as good as 
- ____ 
new and thi* I ton. 4 speed model ta n o ; SCHADE'S R o d l O t O r 
S c f V l C « 


hi 


4 195« y d id 
« « li 
good rr e s 
» i m 
C aU 
5414 M 


It » 
steel 
bed 
ts 
une 
of the 
finest we have «een suitable lor s 4 ton 
load of coal or gravel 
All licena* and la s 
fees piepaid at *17 per month 
Penn M ai 
Motor Co. Pbuoa 5353. N arrow s Park. 


R A U IA Io N K I A t o t l D 
E P A i K k l ) 
H H h K H ) 
‘f \> K.’vf: m hHtU 


klechaai« and V alley bts. 


M O N UM EN TS — M AR KER S 
"RlH'IC or A G E S " 
D isplay t Bow ling t.reen . C ity k M eyersd»!* 
JO H N S O N 
M E M O R IA L CO 
8am uel Sm ith —Sale» 
M gr 
C all » 1 - R 
Howling G ie e n . Aid 


A Ü T 0 A 4 O R ILX 
losu ran ca 
to 
»over 
Sta ta 
L a w 
*31 
Also W o rk m to 's Com pense 
tioa 
ptrs 
O lsn a W atson. Phon» 341 


Tropical Fish, Aquanum Supplies 
«25 EL WdOD 8T 
PHONE 1193-W 


U S E D 
clothing 
tn 
excellent 
condition 
.hpeclal on M en's O vercoat*. The T h o lt 
«hop, TU4 Brookfield Ave 
Bicycles & R epairs 


Schw inn 
and 
English 
Bicycles 
w ith 
3- 
siieeds 
All sires in stock 
W hu aer motors. 
tr*cycles 
and 
toys 
W agon, 
trik e 
and 
Bcuoter wheels retired 
W e Service W hat W e Se ll! 


V E T 'S B IC Y C L E S A L E S tk S E R V IC H 
Queen 
C ity 
Pavem en t 
at 
Union 
S k 
T E L E P H O N E 
IttMVR 
Bicycle R epairs 


R epairs 
% 
R apainting. 
All 
Uskea. 
C s r r s g e 
Wagon. 
T tik # 
W heels 
R etirad 
C O tM R O V * C Y C U L 2*2 M Centre. Ph. »09 


Bennett t tìottlixj G oi 
New Low R ates 


*2 Bedfor« m. 
Phen e » M l 


.Men’s and Boys' 4-Buckle 
Galoshes 
___ $3.98 and $4 98 
The HUB ^‘Tp.TenVr 


F O R S A L E 
New and Used W C and W D trsrfo rs 
Used F-20 E a rm a ll, SC! C ase, Jo h n Deere 


Used H G Cletrac**^ w ith 
high 
lift, 
E-42 28— M «le Help W «nt«d 


C'letrac 
.. ------ --------------------------- 
All .Sires c ra w le r tractor* w itll bulldorers 
All Sires O liv e r frscto rs. gas and diesel 
New Holland Forage B lo w e r, (n ew ) 
IS*“, 
off delivered price 
Complete line of planting and harvesting 
m achinery 
Complete 
rep air 
aervlce 
for 
f a r m 
m achinery 
W e 
now 
have 
the 
new 
HM3 
W D 
A llis 
Chalm ers 
tracto r 
with 
the 
helical 
gear 
transm ission, constand mesh. 
Come In snd look it over 
TH F. F A R M E Q U IP M E N T CO. 
Som erset, P a 
Phone 4344 k 5347 
Sales 
Se rvire 


23— Florists, Flowers, Plonts 
Funeral 
BOPP'S 
^lowers 


24— -Fumocos, Heating, Stoves 


Wantec 
ASSEMBLER S 


Age 18 to 35 


Top R ate, 
Pension, 
In­ 
surance and Hospitaiiio- 
tion Plon. 


Domcstts A Com m ercial 
puai O ll» 
i 
O A R JU tm ) 
P E T R O L E U M 
CO 
I 
12-14 w . R oberta S t Phon* 3074— *»5 - W 


Apply to: 


M A R YLA N D STATE 
EM PLO YM EN T SER VICE 


301 S. Mechanic St. 


CUM BER LAND, MD. 


Let • 
lieenaed eapert solve your 
h s a tlR i 
and 
plumbing 
problem tl 
. ________________________________ ___________________ 
■ W oodvard 
Phon» 7*»9 j Q U A L IT Y siik spotter. TIp^Top C leaner«, 
. . . - 
■ 
' 3.T7 
*- 
R A Y M O N D J 
G R A B E N S T K IN , tb n tra rto r 
S Hf f t 
.Wetn l 
— W tlUn g 
Hra ttn g 
Phone 643(1 M 
«25 V irgin ia Ave 


W avne 
A v e „ 
Cham beraburg. 
Phones 1951 J or 1951 R . 
Pa . 


Building Materials 


Po«nf — Lumber — Hardwore 


I - 
K ST IM A T ESI 
D E L IV E R Y ! 
PA R K IN O f 


PEN N SYLV A N IA 
LUM BER & POST CO. 


R oute 40 West. Narrows Park 
Phane 5940 


31— Situations W anted 


Practica) o u r « « aod oooaekeepen 
Ayailabi* by ggy 
«»«g 
bssu. U m m b « 
Pbona *2t4-J 


32— Instructions 


JA N U A R Y R E G IS T R A T IO N 
CONDON KINDER GAR TEN 
Agsi 
4 to 4 
fra n e p o rtatio « 
Accredited by Stata 
Board of 
Educating 
601 C E N T R E ST . 
P H O N E 3514 


Accepting enrollment now tor 
January class 
TR I-STATE SCHOOL OF 
BEA U TY C U LTU R E 
116 V irgin ia A ve 
Phone 2244 


T IR E i P e C I A L S I I 
Uaed «<MFt«. f7d t5 , (Md^lt A-1 
Hi-Tread Urea 45 up 
R ecap»- Exch an ge, 
t 
in 
I. 
M d-lt |7 M i 
»50-14 
»9 M i 
m 
i s 
M M 
Dunlop T ire k B a lie ry Se rvic e — Pb eae 2344 


Terra Cotta Pipe 
Drain Tile 
THE C UM BER LAN D 
CEM EN T & SUPPLY CO. 
Rpbt 419 N Centre 
Phon« 292S 


PhUM »W 
"The room has a very pleasant t lew 
Tlmes-Seus Want Ad said,“ 
}io>t like my 


PER M-A-PLASTIC 
Photo«. CTip^nga. C ards. Etc. 
Seated In P laM ic 
A LV IN 
p l a s t i c 
m 
MONOGR AM 
IW Heary St. 


O A W ^ N T E R W O R K -OBIfBR AL R B P A IM 
R O O rW O r e p a i r --PAtMTIMO 
PHO W M U _________________ 
Excavating 
HOUT CONST. CO 
Phono 2678-R . Night 2324-W 


W ELL D R ILLIN G 


MfgiP Uaatauatioea ■ *- *-irit«g ca a ta s 
_ 
_ 
_ 
44P-— m iJdeni 
tw et 
aeuipaaam* 
Btndencm Aysl Ption. 6434 J; J, 
¿S i 


STA-DR I 


The Wonder Waterproofing 
tor that wet C ellar; Cisterns, etc 
CEM ENT PR ODUCTS CO. 


I I 
Y o u 
Ilk* 
to draw , 
sketch or pain* 
writ# for Talent Test 
(N o 
F e e l 
G iv e 
age 
and 
«Mcupation 
Boa 
9 15-AX. 
c • 
Tim es N e w , 


33— Musical Merchondiso 
9 


Nora 
peopla 
m y 
V arlitaer 
Plenos 
IA*« 
fkoM 01 eay oiker 
aem ef S o it eeJp «4* 
Seifert* 
ro mp ttn g To rmo 
I I Preeerfe* 4t. 


35— Miscelloneous 


Q O IN TIN L O R IP T e f 
B IT IL O IN O OO NTR AO TCM I 
B X B R B L t k 
MO 
P H O R I M lt- J 


TWELVE 
THE CUMBERLAND NEWS, CUMBERLAND. 
MD., TUESDAY, JANUARY 13, 
1953 
Phone 4600 for o WANT AD Taker 


Local 
CLASSIFIED 
ADVERTISING RATES 


itiactira labeuory I, l9il 


The Tlimes Cr News 
Cumberland, Maryland 


2— Automotive 
2— Automotive 


Number 
It Word* 
Pt>r Each 
at Day* 
ne lea* 
Mora than 
I Days 
........... i i se 
14* 
I Day* 
........... S3 IO 
14* 
4 Day* 
........... 83 48 
14* 
I Day* 
.......... 83 *0 
la* 
8 Days 
......... 
84 *) 
34* 
I Day* 
*4 34 
sam 


]9'>2 Bt Ii K Sup*! Riviera 4 Dam. Dvnaflo 
po« i’i steering 1952 Bunk buper Riviera 
2 Door. Dvnaflo 
1950 Hiilrk Super K iel­ 
er* I I)o*ii 
All fullv equipped 
Inquire 
hrerh Pharma* v, MXI Virginia Ave 


Try Our Service Departm ent 
Lincoln-Mercury 


r -ompare Our Cars A1 Bud A Ed * 


And Pricer Before You Buy 
FAYLOR MOTOR 


5— Auto Repair*, Service 
IO 


BURLEY RADIATOR SERVICE " 


Phone 3744 


-Financing, Money to Loan 14—-Unfurnished Apartment* 20— For Sole Miscellaneous 


On Your 


25— Building Supplies 


Mechanic 
Rh 6402 


CAJU3 OF 
PH A WK* 
Morning and rran in* 
Dally 
or on* tm # Sunday 
I I N 
mot wo acraod 
id nnaai 
OI 
MFM* »MA MF 
IF U n aa or 'aaa 
l l 84 
lOouni t Word* pot 
itnoi 
F.orh Una mara than IO - odd too 
MALL TCM ID AD W ITH RUM FTI ABCB TO 
Went Ad Department 
Ttmeo- No wa 
Cumberland Md 
PHOTJF YOUR Ana OUVTBT) 460f 


Card of Thanks 


We 
wi*h to extend our thank* in our 
fnrnda and neighbor* tnt their kinrtn**« 
and sympathy 
shown during (he 
rn ant 
heieavemenl 
ot 
our 
father. «.aorta I. 
Haha# 
DAI till rf BA 
In Memoriom 


In loving memnry of Arthur Wolf, who 
via* killed 
I year ago today, Jan 
ll, 
J 952 
<hit 
Boy grown up to man a natal#, 
ho fit to do hi* part. 
An«uarad tha summon* of hi* I *1# 
Fro hi* man’* wmk atmid *tarfl 
M av hi* *tan*h apl tit nolilv ti*n 
To carry on 
in Pa radian 
Sadly rn rosed hv. 
M o T llt It 
t ATM K R , NI.STK RN 
a m in im its 


In loving mnmorv of our dear atm and 
hiothor Sgt ( art F 
Moyie who w it killed 
in Halgiiim January ll. I Att 
Somnwhnin ha* k of tha anneal 
W ha rn (ha lovallnan* navar din* 
Ha live* In a land of glory 
With tho blur and gold of tha aking 
Nadir missed bv hi* 
Para Rig, *i»iar and 
ma* a 
I — Announcements 


K o ADH FN 
Why k aop 
ami Ruorh Film*, 
tha new invisible palnt-on killer I* tar* 
p11 lr 
Ro«anbaum’* Hnuaaeaiea Daparl- 
marii. 


H O SPIT A LISA TIO N 
NP Rf IF. H V 
White Cross Plan 
lh r. 
FR AMPIN 
M A T T IN G LY . 
IM O M E 
IAIA M 


F R IE N D 'Mf KH F N a franrt to Kina loam 
(or Moaning rug* anti uphnUiety 
Ho.rn 
haum'* Houarwarr* Itopartmant 
2— Automotive 


FT CUMBERLAND MOTORS 
1452 Packard 
dnmonatt afor, 
ulfrarnafic. 
power 
hi aka. 
radio, 
heater, 
white 
lire*, 2701) mile*, new car guarantee 
ISSI Pa* hard IOO *rd«n, ult*amati*-, radio. 
boatel, aaa I titia n , IV *w*0 mile* 
ISSI Parkatd club sedan, ultramalic. rad 
to. heater, anat rover* 
IFMI Pontiac 
sedan, 
hvdiam atlr. 
radio. 
haatei, anat rovers, white tile* 
19.50 studehaker sedan, overdrtva, heater, 
twat cavel* 
I9YJ Willy* 
pickup 
tun k 
(newt 
I wheel 
drive 
INV! Willva Jeep 'newt I wheel drive 
1951 WMH* Station Wagon I wheal drive. 
9 duo mile*, like new 
1950 W illy* station Wagon I wheel d ill a. 
overdrlvo, heater and delroater 
Packard-Willy* Sajea-Anrvic# 
361 P R E D K R IC K H I, 
PHONE SMIrth 


or 
ight 


Pontiac - Cadillac 


S P O E R L ! O A R A O l 
PHONY KW 
SA LE 
20$ 
R 
Ma*-he fit* 
NI 
SER V IC E 
IF 
Ii 
Oaort* 
St 


T O W I N G ' f t ' 
TAYLOR MOTOR, Phone 395 


Frantz Oldsmobile 
Oldsmobile Asia* hervire All Make* 
Body. fender and Radiator Sci vt* e 
IAI R K IlH iH D SI 
PH O N E 1994 


PA SK TRAC T o fts A MAI W IN T R Y 
P o w e r 
u n p in , h a * a 
d f .i s k l 
I, M P T R iff KS A HUSKS 
Collins G M C. Truck Co 
RDI TF, 4*1 KAST 
PHONE. 422 J 
'LO Ford 
2 Dr 
IxtndrT .CyL 
$1 ,0 95 


HAR0I D'S FRAZIER 


Open 0 'til 9 


U S S . M e c h a n i c S t . 
P h 9 0 8 7 
Nelson Auto Sales 


P l EA N U S E D CARN 
B u y 
Trade' 
Krill 
4 Pntomai St , Ridgeley 
Phone ATM 


19.™ Ply Cnbk Sdn . R 
H A O D 
lfir.2 Ford Sdn , Ii , II A Fordville 
1952 Pontiac Sdn 
RAH Like new 
19)2 C a d illa c 62 S d n 
RH Ai Hyd 


19.2 Plym 
r n bk 
C l 
O p e 
R Ai H 


119,r»2 D* Soto '6 ’ Sdn., R Al H 
19,ri2 
Ply. 2 dr 
U A H Ac OD 
1952 Dodge >2 T Pickup, like new 


15151 K a is e r sd n ., It At ll <V OD 
1951 Ch n Stylellne Hen R A JI PO 
1951 Chevrolet I Dr Sedan 


1951 O M C V/ ton p ic k u p 
19 id Hi tide 
C h a m p Kdn R A H 
1949 Ply. Sp. DI 
Sdn. R 
Ac H. 
1949 IMy 2-dr 
S d n , ft Ac IL 


1949 Ford Sedan 
R A 
H 
1949 Olds Sdn I 
R II 
and Hyd. 
1949 Nash Clb Ope, It Ac ii 


1949 iN»'h tm S d n . R H At. OD 


1949 Indian 
M o to rc y c le 
Uke 
N ew 


1949 Chevrolet 2 d r *dn 
R A H 


194H Cro* ley Sud , R A H 
1047 Chrysler Conv 
it At H 


1947 D e s o to Rd ii 
R A 
H 


1947 Plymouth Sedan, R A ll 


1947 R u lc k Sdn I 
R Ar. H . 
1946 MontlBr A Sdn R A- FL 
1941 Chcv Sdn . R A H . 
PMO Plymouth hdn. 
1999 Plymouth Cpi 
Nice 
1939 r,H rn Sdn R U H 
1937 Buick Sdn,, R. A If 


M any More to Select Prom 


McFa r l a n d a u t o sh o p 
PH O N E *>75*7-.J 
50.1 P IN E A V E. 


BUD & ED'S AUTO SERVICE 
507 Henderson Ave. 
Phone 3744 


iunature Only! 
L O A N S 
COMPARE! 
SAVE! 


Take 24 M onths To R ep a y! 


7— Butine** Opportunities 


For Rant 
Storeroom 217 N 
Me* homo St 
appro*Imaiely 1000 aq 
ft. 
('hon# »4<i W 
SACRIFICE 


J I B N 
M E C H A N IC 
P W N P 
19* 


F F HOI SON T R A C T O R ! 
FA R M MAI IIIN f nY 
Kighl'a Garage 
Halllmnra Pike 
Eh 


/r 


1071 
51 Plymouth 4-Dr. 
Cranbrook, 
CT I 'DAC 
Loaded. Special! ___ 
P ', * 
AJ 


11 ARO! D'S 


Open 9 'til 
Green A Allegany 


KAISER- 
FRAZER 


9 


Ph. 4032 


G U A R A N T E E D 
Rebuilt Engines 
I 
i henge Availahlr 
For Most I ai* amt I turks 
Let un a r m lik e in s ta lla tio n at 


y o u r fa v o r it e g a ra g e 
NO Do w n r'A V M K N T N Et ES SA R Y 
IHI F F R MONTH U P 
FTO F in or I AKI. tor E S T IM A T E 
AUTOMOTIVE SUPPLY CO. 
To*r lo*al motor rebt, ilder amt 
parti 
hfnftqnn'tfr I 
251 N ram ie 
Phone 47S2 
1*17 


; U s*.II CA RS, PA R T # 
No down payment 
required 
Sullivan * 
li*e*1 I ara, 
Part*. 
IAOO * ord A va, Phone .0*2 


KEYSER AUTO MART 
Armttrong a u m gxiended 
Phan# *2*31 
g aiter i I artful M n - im neb t tart O m it 
APELT AL* 
C H F.VR O I.ET 21.205 


put 
pf IN I IAI 
D F.L U X E 
C H IE F IA IN 
4 Dour Sedan 
Radio, Haatar. My iii amati*. 
Drive, 211 OOO a* tual mile* 
BRUCE MOTOR CO. 
Romney, W 
Va 
Phons 107 


A-l 


1953 


S P E C IA L S 
Plymouth Suburban 


Heater, paint and m e­ 
chanical condition 
Uke 


Very fine Restaurant busine** and equip I 
men) 
Also 
another 
Restaurant-* 
e*|Uip ! 
men! 
Writ# Ho* I I I AX <• o lim e* New* 


WH J , am i Hu a busine** in Keyser, W Va . I 
f«*r 
one fourth 
value 
I in umslan. a* j 
make it ne<e«marv to do so Person buy , 
mg should have sealing ability 
An ideal 
aet up tor man and wile vs ho want to ba ) 
their own bos* and gat ahead 
Our 10511 
bo*,*» will prove to you that an energetic- 
person with a little selling ability, rat, 
make $45n jier 
month 
up 
Selling all i 
right* for a measly 21,000 
W rit* Bo* I 
ISI, Everatt, Pa 


W A NT K I) 


Ca*»h You 
24 Monthly 


Receive 
Payments 


$ 302 40 
$15 00 • 
403 20 
20 00 
508 <)0 
25 OO 
613 60 
30 00 
740 32 
36 00 
1032 00 
50 OO 
;27».68 
62 00 


Any Amount Up To $1500 


Friendly, 
One-Visit 
Service 


F A M I L Y 


FINANCE CORPORATION 


40 N. 
Mechanic Street 


T PR K E 
ROOMS and oath 
Newly deco­ 
rated 
Ga*. heat furnished 
Private en­ 
fram e. front porch 
307 National High­ 
way, Ka Vale 
Phone 
HOI M 


T H R E E 
Rf KIM# and bath 
Utilities fur­ 
nished 
Also 
unheated 
garage 
214 
Oeratur S t . or phone Frostburg A4A J 


TH R E K 
ROOM 
A PA R T M F NT 
Private. Heated. 3rd f loor, $40. 
PH O N E 22 


TOI 


'» room*, private entrance, 
heat furnished 
Baltimore Ave, Phone 1702 M. 


15— Furnished Room! 


FO R R E N T 
S L E E P IN G ROOMS 
330 314 Virginia Ave. 
Phone 4210 W 


S L E E P IN G 
is# C.neria StT near 
Smallwoud 
Phone 
SA4*W 
or 
2743 M. 
Gentleman preferred 


Two large sleeping room* 
pnv»ia bath 
Reasonable rent. 
217 Bedford Si 


-Small kitchen and bedroom furniabed. 
booth Cumberland 
Phone 3.347 W 


19— Wonted to Rent 


healer for this area lo represent 
BKN 
S K I T R E A D Y CUT HOM E# 
Thta I* one 
of the oldest Readv-I ut Home < amparue* 
in busine** 
We prefer a man e*perienc*-d 
in home construction with the ability to 
sell of a man with Real Estate selling 
Your earnings are unlimited lf you are 
interested m making real mnney. 


Write? 


C h a i Ic * l f 
W it I kin# C o . 


996-907 Brooks Building 


Wilkes-Barre, Ba. 


FO R 
SA LK 
Beauty 
Salon 
downtown 
in* altun 
Owner 
leaving 
town 
Price 
ic .tannable 
Phone U M .I 


ll 


T e le p h o n e 3fi67 


-For Rent 


HOHF IT AL BEIRA 
PU* Bros. RL. 6, McMullen Highway 
PHONE IMT W OR M24 


CM hee* for rent 
(la rk Keating 
Building 
$0 Baltimore bt. 
Phone 4R2I 


13— Furniihed Apartment# 


i ROOM and Kitchenette, < 
refrigerator 
Adult*. M 
N. #mallw*>od bt 


urn private bath, 
-Mi lier week. 20 


TWO adulls want central four unfurnished 
room-, 
first floor, private bath. Phone 
323 after 5 30 
20— For Sale Miscellaneous 


K o s h e r D e l i c a t e s s e n 
Kline’* Market 700 N 
Mechanic 
PH. 2904 


P A R LO R S U IT E *25 
Bedroom suites 245. 
Desks 225. Dresser* HO; beds *3t sinks 
210; ga* range 210. Call lung R 


ONLY authorized Hoover sale* and aery ic# 
Home 
demonstration* 
A b o u t 
1832. 
Rosenbaum'* or 2274-J. 


TUKES KOOMb and ii a th 
**• od floor. 
155 Adult* only 
231 
Ha,timer* 
Mire#* 


gas 
heat, 
213 Carolina 


8— Cool For Sole 


Guaranteed 
Berlin 
I oat 
Prompt 
Delivery 
Phone 6448 


*4 (MI ton 


M E V E R A D A L E COAL 
- MSO TON 
Immediate Delivery 
Phone 24#'* M 


Ouaran'eed 
Benin Coat 
lf in ton 
l l 20 I ton* or mort 
Phone 4514 W 


I WI* 
Rf K i l ls , 
autonoetic 
Ingidatre, washer, phone, 
St 
Phone 3500 J after V 


T H R E E 
R IH >Mb nu ely furnished, f-rigi 
rlaire, private porch, hot air heat, (hit 
dten allowed phone 343 J 


H U S T FLO O R . I rooms, all conventaitcaa, 
near 
Memorial 
Hospital 
Adults 
Rent 
reasonable 
MKO J after 3 p. rn. 


Three Room* completely furnished. 
Alin steeping rn#rn th week. 
West side 
Phone 5007 R 


Tho*# who car* th# most ehooe# 
IR W IN M EM O R IA LS 
BaltimoT* P ie # 3S74-W - Eroatburg. 22-J 
Tire Bargains 
Carpent** Mot#* tA#fvtca. Hyndman 12RI3 


Modern bedroom suite*. *114. 
•Shontei * Furniture Stor# 
124 N 
Centre St. 


E i l c r C h e v r o l c L In c . 
C H E V IU M n 
ha u n * aryl v ic e 
t i l N 
M*rh«. lr 
Phun* |«1 
AHI BURN 'SO 1EVR0LET CO. 
21 C R F V 
# 
U S D PG 
21 ( IIF V 
A 
I,. 4 ll PG 
42 I TO V 
A 
I 
*11 
4't PLV Mf ll I II -SP 
D E L U X E I D 
4* C HI V 
I 
I. 
A FR O 2 Ii 
44 ( H EV 
F 
M 
2 D 
44 BU IC K 
HUPF It 
2 D 
44 til TIS ” 44 ’ 2 l» 
47 n a m i "de#-* 4 n 
87 ( H EV 
I 
L 
A E B I) 2 D 


AHLBURN'S CHIVROLIT CO 
PHONki, 3?6 Hyndman, Pa. 


' MAKE MINE HUDSON' 


Thl* 
Horne) at via 
1449 ( nmmodul e Club 
Coupe, finished in ted leather itphnfalerv, 
ran h# tour* for only 144 per 
month 
Having all the quality of a new ear and 
lo mile* pei gallon overdrive, would bring 
In you lasting satisfaction that only Hud 
ann owner* enjoy 
Phone #211 for further 
interesting detail*. Penn Mar Motor yn . 
Narrow* Park 


1447 B U R K IU 11 DM A** I I ll 
Private linnet 
I .(Kid Runtier, 
I'horn 
2444 


4 I m h im 
Nice t ar 


International Harvester 
Authorised Dealer; Motor Truck* 
Farm Tractor# A Machinery 
T H E L IG H T A D E C K E R f it 
J U # Centi-# At 
Phone moo 


G U L I C K ’S 


Used Rut Not Abused Cars 


1949 Ford Custom Club Con pp VU 
Radio, Mentor, Buna 
tjTJCJCj 


305 & 25 So Centre Ph 1444 


Open Evenings ’till 9 


Day RH# 
1590 


Rom sr set 
Berlin 
Big 
Vein 
Pe* atokar, (Hove Lump 
(Hied 
Beaverdale 
Psa 


• hour delivery, clean lumpy coal 
27 ton 
G 
A 
Hensabaugh 
PH O N E 3117 


G U A R A N T I ED Berlin Coal 
VV» 
In >o 
Tao. 
Prompt 
Delivery. 
4044 I 


Lump 
Phone 


Ladies' Dress & Coat Sale 


.Sites 7 to IS — I I to 44 
Sykes Style Shop 


805 Maryland Ave. 
Hour* 9 to 4 
Ph 2028 
Open Mon . Wed . and Erl. till 9 P 
M 


R E G IS ! FIR ED 
Cocker 
Spaniel” Yuppie* 
Blacks, 
Red* 
Buffa, 
Blonde* 
Harold 
Meek 
Vale 
.Summit. 
Phone 
Froatbuig 
1104 W I 


DUPONT PAINT 
W * 
D ELLY VK I 


T ry : “ Pennsip Phone 5940 


ODD DRESSERS 


Chests and 
~ ) ^ 0 L H 
P F 
Night Tables . . . 
,‘Q >-)l » 
Odds-'N'-Ends 
K L IN E F U R N IT U R E CO 


405-413 Virginia Ave 
Phone 2708 


We 
Buy A Sell 
Anything A 
Everything 
Auction Every Friday Nile 


T R IS T A T E S A L E S 
M< Mullen Highway 
Triple Lake* 
PH O N E 3I9S-W ll 
O P E N 9 to 9 
1950 GAS RANGE $35 


Good Condition. 
Phone 4170-J 


STO VE w o o n At 
mil! 
or delivered *o 
home 
Inquire Ksao Bervie# Watterson)-* 
Pa 
Phone JS38 


S P E C IA L —Sewing 
machine 
adjusted 
in 
your home. l l 50 Alan electrify and Buy 
mammee 
Phone 4544 or 8523-J 


T Y P E W R IT E R 
I B M 
KI.F:( T R IG 
Reconditioned and Guaranteed 
Phone 3H87 


B A T T E R IE S P R IC E D LOW AT W A R D S' 
Value* like the*# — tpve I, exchange 
Battery 
Guarantee 
Price 
Commander 
12 
Month* 
* 7 t i 
Standard 
24 
Month* 
112 95 
Heavy Service 
34 
Months 
*16 43 
Sale End* Wednesday* 
M O N TG O M ER Y W A RD 
Baltimore St. 
Cumberland 


S A V E W ITH A R E B U IL T MOTOR 
Term* 
a* low a* t i l 60 down. *10 00 monthly. 
F'ord. 
Chevy, Plym , Dodge 
Chrysler. 
Desoto, 
Buick, 
Pontiac, 
Oldsmobile, 
Studebaker 
Guaranteed just like a new- 
car 
Dodge '42 ’52 exchange 
$137 95 
M O N TG O M ER Y W A RD 
R h Hi more St. 
Cumberland 


Print your own photograph*. 
PH O T O G RA PH Y IS FUN 
Beginners aet* start at 
*4 95 
C U R L S C A M ER A SHOP 
SO N. Centro St. 


G E O R G E C R E E K 
BIG 
V E IN COAL 
J 
W 
Ansel, 41 Penn Av#. 
Phone 3644 


2 BOOMS sink frticidairr. utilities furnish­ 
ed. laundry, telephone Private entrance, 
____ __ 
Khar* bath 
Reference* J.IU2 H. 52 Oak KROEHLER 2 Piece laving Room Butte S C H R IV E R 'S 
St 
lik e 
new 
Originally 
*479. 
Saertfic# ‘ 
-- — ----- — — 
$200 
Phone 1149 
W F.s I 
S ID I 
I room .i pa it mr nu com I _ _ ............. 
T 
pletely 
formatted 
Private 
hath 
and - 
porch 
Adult* only 
Phone 1126 


Modem 3 room*, bath 
Private 
I or 2 adults 
j 
a teamsters, 429 N. (entre 


I WESTINGHOUSE 
CABINET MODEL 
SEWING MACHINE 
WAS $209 95 
NOW $169 95 


A-l 


Lumpy Bertin Btg Vain A Pe* Stogey 
B C V .r d .I. (RI 
P h o n e 
1 7 2 2 
Treated Pea — 
new Mileage only 11.000 ___________________________________ 
I on net 
For pleasure ar COAL snmmmi eta vain eta at >*at 
. 
... 
. . _ . 
, . 
4 *| 
Amount 
Clean. Lamp* 
business, it s the buy of A irpiry 
the year 


50 f ord DU. 


Heater 


A-l 


ONLY $1,575 


2 Door 
, undercoat 
P e r­ 
fect paint and m echani­ 
cal condition 
I Owner 


Fu lly guaranteed 


Phono 3176 M 


LUM PY HOM EHRET 
COAL 


5 0 5 3 W 


CLRAN 
I i RN KHAL HA ULIN O 
It W Campbell Phone 


St. 


M O D ERN 
F I Fit ll M Y 
apartment, 
pri 
vale 
entrance, 
hath 
automatic 
heat! 
$4 weekly 
407 Mat viand Ave 


HGI I.E V A R D A PA R T M EN T # 
2, 3. 4 room apartment* 
Also sleeping 
room* 
Reasonable 
4 all 2737 
Ann Wain 
gold 
Managei 


T H R E E IU MIM v kiuhs-netie. private bath 
Automatic 
beat 
Utilities 
furnished 
Iteleiem i 
wanted 
Adult* 
2(16 flak St 


M O D ERN S M A LL A PA R T M E N T 
CLF W 
AND ( n /Y 
312 P A R K SI 


Winter Supplies Headquarters 


We have snow shovels, snow pusher*. Ice 
chipper* and rock **lt 
It you *re *fr*id 
of tailing wear a pair of our Ic# creeper* 
on your shoe*. 
Liberty Hardware Co. 
51 N. Liberty St. 
Phone 550 


ATOVKA — STOVE# — 8TOVE# 
Heatrola*. 
Frost 
Killers. Cooking 
Stove* 
Large assortment 
Have 
been repaired and Will aell at 
W prtr«, 
124 Federal St 
Phons 1497 M 


176 
Baltimore 
St 
PHONE 872 


P R IC E S R E D U C E D ! 
On all 1952 lawn*rd Fliertrf# 
Refrigerator* and Ranges. 
See us today for price* 
1953 M O D ELS COM ING BOON! 


So u th ern States C u m b 'd Serv. 
8 George S t 
Phone 8456 


OUR 
ekpert 
factory 
authorized 
Hoover 
Service la a* clos# aa your telephone, 
1722 


L U M P Y COAL, P E A ST O K ER 
WOOD - G E N E R A L H A U LIN G 
G E O R G E 
M U R R A Y 
PH O N E 
17$ W 3) 


t lean, lumpy Pennsylvania t oat. 
Prompt Service 
Phone 3449 ft day and night 


O N L Y 
$ I 
I 4 5 i K E R L IN Guaranteed Big vein 7 VV lumpy 
J 
coal 
16 Vt ton 
Sotnerae* 
Best 
Pea i 
Stoker, guaranteed 
2* ton 
Phone 1440 ! 


TU RF F: 
ROOMS 
11., ii, # 
t lectrK 
Phone 4 ,Vi M 


i i MiMiMs furnished 
electric, 
linen# 
located 
42o*t H 


private 
hath 
Ref rifer atm. 
and en 
La Vale. 


F’rtgidair* 
furnished 
heat. ga*. 
( entrails 


A-l 


Spc< 
11 
’cia 
'49 c h evrcx.lt a e r o 


Radio. Heater 
Sun Visor 
........ 
Harp Motor ^olps 


219 S M EC H A N IC ST PIIONF.4997 
Lowest ta 


Dodqe fv Plymouth 
GURLEY'S INC. 
IM * Liber*# St 
Phonn SIVB 


1947 Chevrolet “ 


4 Door, Radio mid Ilra trr 
Triangle Motors 
322 S. Centre St, 
64 THOMAS ST 
PHONES 6464 & 2728 
— iW 
d e s o t o - 
Custom 4-Door Sedan Flutd 
Drive Spotless Guaranteed 


P L Y M O U T H 
j t O 
I N 
l Q 
S 
D ESO T O 
I 
Phone 25:»0 / \ - | 


A-l 


L U M P Y 
CO AL 
4157 


| 7.i% Lum py 
Im m ediate H ellier u 


I W IN S O N Ar F L E T C H E R 
P H . 5451 


50 Ford Dix "6'' 2 Door 


Heater, new Iw h t qraV 1, 
v'.A 


finish 
Tires 
excellent I Prompt Delivery Phone 


F o r 
economy 
minded 


buyers a perfect buy 


ONLY $1,095 


49 MERCURY CLUB COUPE 
Medium 
green 
finish 


Fu lly Guaranteed. Here's 
m o d e r n 
styling 
and 


transportation at a price 
thai w ill amaze you 


ONLY $1,095 


50 FORD DLX "6“ BUS CP 


H eater, New Paint. The 
best buy in town for the 
young couple or a sm all 
fam ily Priced to fit yow 9 
budget 
j — 
ONLY $995 


4 
ROOMS 
service 
Allegany 


private hath, utilitiri 
Entire 
second 
fluor, 
Phone 424 R 


phone j 
ii* a I 


Airway Sanitizer 


SA LES Ac SE R V IC E 
IM N. Centre St. 
Phone *3555 


USED 
FURNITURE & RUGS 


bed. ehe*t, and 
I Pc. 
Bedroom Suite 


Ruberold Roofing Products 
Try: •Penney" Phone 5940 


INSELBRIC 


a 
W 
Young 
Route J, 
Bedford Road 
Whore 4851 
- No Down 
Payvienl 


O A K 
F L O O R I N G 
Kiln Dried, End Matched, Bun* 
died. manufactured to Associa­ 
tion rules. 


25/32x2'V* 
Per Bd Ft. 
Clear Red ........................ 22e 
Clear White .................... 22c 
Select 
Red 
.................... 21c 
Select White ............... 20c 
No I Com R. or W. .. 17c 
* 


No 
2 
"iTi mon 
lie 
I 
1st Grade Ha^d Maple 25c 
2nd Grade ................. 
22c 
Quarter Round. Bi.se Shoe 
and Scotia 
2c I in. ft. 
Oak. 
Kiln 
Dried 
Treads 
and Risers. 


Allegany Hardwood Flooring Ca. 
M ill—Everett, Pa. Phone 202 
Visit Plant—Seeing Is Believing 


HAGERSTOWN BLOCKS 


R ay M 
Athey. 
Phone 1849-M 


DO YOU NEED AN 
EXTRA 
CUPBOARD? 


— Plywood 
— Shelving 
— Cupboard Doors 
— Cupboard H ardw are 


SOUTH CUMBERLAND 
PLANING MILL CO. 


Queen St., at B AO. 
Phone 2911 


Used 
Sewing Machines 
$9.95 and Up 


drv#s*r 
.a ,................... 


__ 
Double door metal utility cabinet 
14—-Unfurnished Apartments ‘Pr °*k 


Singer Sewing Center 
2.19J65 Baltimore S t. 


n o 


GARAGE DOORS 


Your car deserves good housing 
too! 


Any car w ill m n better and last 
longer when protected by a good 
garage door. 


We stock the best: 
FR A N TZ 
O V E R H E A D 
G A R A G E 
DOOR. 
B A R 
COL 
O V E R H E A D 
G A R A G E 
DOOR. 
RA D IO 
CON­ 
T R O L L E D - E L E C T R IC 
O P E R A ­ 
TOR. 


These 
doors 
complete 
with 
in­ 
stallation at prices that w ill amaza 
you. 


G U A R A N T E E D 


A-l 


Freeport Coal 
FOR SALE TO TRUCKERS 


Stoker — Pea — Nut 


— Lum py R un of M ine — 


Mm* 
Im ated 
4 ml 
from 
Westernport 
Drtv# up W p m t Hill to Arran* Hun 
I 
r. 
r E L I .2.Ii I D A L CU 
in*- 
Bo* j ‘» Westernport. Md 
t all 25311 


B E H L IN ( D A L , guaranteed. Vt 
I? 
ton. 
2 
ton 
or 
mor# 
24 Vt 
3715 W 


FDI It 
HOHM 
Md DF’.HN 
HEATED 
A PA R T M EN T , 
P R IV A T E 
Piton* J i l l 


rtlR F.F room a, prisnle h;,th and entiance, 
heat, ga* form-bed, lo minute* to Haiti 
more St 
1925 ft 


J Room apartment S II N 
centre St.; 
) room apartment. 17* N Centra 
Phone 40*4. 


4*16 B E A L L ST . Cumberland. 4 room* and 
hath, steam heat furnished, private en 
tranre Newly de, orated Large front and 
bark 
pore he* 
Phone 
Me validate 
233 


pry V R ROOM APARTM EN T 
On Washington Bt. near Lee at 
Rent R*a*<m*bl#. 
Phone 19l*-M 


kitchen 
cabinet 


•IO; 


with 
220 
j Lull 
size 
w hit# 
I 
porcelain top 
j I wo 4*12 wool rug* 
HO eac h 


WOLF FURNITURE CO. 
WAREHOUSE 


rear German Brewing Bottling Ca. 


Premier Vacuum Cleaners 


Sales A Service 
Phone 1722 


lumpy. I 
Ph.,ne !1 
* 
* 
ROOM 
first 
floor 
apartment* 
B'ldea St., 
Ridgeley 
Phone 
194* 


-Electrical Work, Fixtures 


219 S. Mechanic St 


T h # 


C H Y 
Prices! 


BM Al lib M K 
MOTOR B A I L S 
ti# Green# Street 
I ’buna lit s 
O T EN 9 TO • 
Cumberland Motor Sales 


i»9i f o r d 4 d b 
it 
6 it 
|44« I IIF A RDI F r SED A N 
R A H 
im* p o n t ia c 4 D R 
m 
a m 
1947 ( MFA R ill F T A F R O 
R 
A 
H 
1*46 Pl 5 Mi *1 I ll 
4 DR 
R 
A M 
l«42 I HF V R D l.F r 4 DR 
R 
A ll 
1*41 I HF VHDl E T I I H 
( P F 
H A N 


48 PONTIAC TORPEDO 


Heater, Sun Visor. Black 
Finish Fully guaranteed. 
You can't go wrong at 
this price 


ONLY $795 


ST. GEORGE 
MOTOR CO 
Corner S. Centre At Salem St. 


E L E C T R IC W O RK 
Motor Mr pa it mg 
Wiring and Fixture* 
Q U E E N C IT Y E L E C T R IC CO. 
t4>«fiag6„a«e Apparat** Agent 
ll* tho F 1 cdr 1 irk HI 
Phone 117 
—— - ............................................................... I 
IO— Financing, Money to Loon 


• room*, the vary be*L 
For particular* apply 
1*5 Washington Bt 


I RODM 
until rn robed apartment, private 
bath, heat, 193 Vngtnia Av* 
Apply 405 
Prince (.corge at 


WALLPAPER 
fnchran P*ln(* — Hardware 
Nr-cr Knowingly l'9ifer*ofd 
Qi lent bt M R u e 
19 iromg Ave 
Ph 4370 
Open 7 day* wk 
9 a 
rn l l Midnight 


W A SH EK Ai 8W E E P E R R E P A IR S 
D»cd Washer* bought and told 
Ebon* *40* 


Need Money? 


M UICX 
L IB E R A L 
GOANS 
On jewelry or Anything of V*lu* 
including Men * a u lu and Topcoat* 
*t M BI RI AND LOAN 
42 N M EC H AN IC 


I ROOMS, private bath, steam heat, fir*! 
door. private entrance. Apply 19 Laing 
Av#. 


112 F D I HTH ST . second floor, J rooms, 
hath. t*orch, newly pa tiered 
Ga*, elec­ 
tric. heat. 933 Glenn Watson, Piton# 341, 


TRAILER HOMES 


Assorted Sizes and Models 


Dtbert (Tat,cr Bale* 
Fbi 
2*3 
Everett. Pa 


Rebuilt Washers 
P H O N E 4(121 


Antique sideboard, mat hie top, 
720 ( tldtow n Road 
Phone 5331 J 


SIN K 
42 inch cast iron single drain hoard 
cabinet sink, like new 
Phone 1707 R he 
tween 47 p rn. 


IT ’S A P P A R E N T that transparent” ^!*-™ 
plastic 
type coating 
add* beauty 
and 
end* 
waxing 
linoleum 
Rosenbaum’* 
Houseware* Department 


LA DI FIS (D A T S sue 
12 
Black 
Persian j 
I jim h 910; Black seal fin. Blaek rloth | 
fur (nm 26. Red cloth S3. 37*2 M, 502; 
Fayette St 


N EW S P R IN (,7 ;L D H Y FO RSY T H IA "W ith 
out question the loveliest and most pro 
luxe bloomer of all the Goldenbelis When 
seen in bloom It is a sight not easily tor- 
gotten 
Masse* of yellow flower* in early 
spring literally bend the branches Two 2 
to 3 ft 
Blooming Size Plant* Offer No i 
2 10 *3 25. Postpaid 
F re e , Copy 56 page j 
Planting Guide Catalog in color sent on ; 
request 
Salespeople wanted 
W A Y N ESBO R O N U R S E R IE S 
W A Y N ESBO R O . 
V IR G IN IA 


Phone 394 O ur 
representative 
w ill 
be at 


your service night or day to help 
you w ith your building needs. 


BUCHANAN 
LUMBER COMPANY 
>49 N. C E N T R E ST. 
PH O N E 1270 
C U M B E R LA N D , MD. 


1 N S E L B R K 
A SBESTO S SID IN G — 
RO O FIN G 
odd lota 
Very Special while supple last* 
INSELBRIC STORE 
419 Henderson 
Ave 


26— Help W anted 


IF YO U like to draw, sketch or pain* 
see Talent Test ad in Instruction Col­ 
umn 


27— Female Help W anted 


Furniture Bargains 


Piece 
Krochler 
Living 
Room 
Private I Room and Bath 
second tloot apartment 
*04 Piedmont Ave 
Phone 2535. 


I S u it. 
I Now 
Was $269. 
$169 


*52 Buick S u p e r R io R H A D y n 
'62 Cadillac Sd . almost new 
‘12 Studr s Lite ( pe Like New 


Pontiac "C a ta lin a ". L o a d e d 
•51 Chet 
fie! Air Loaded 


'50 Mercury \dn . R H 
A O D . 
'50 Plym outh Sdn R A H 
'50 Ford, Clean 
*50 C her F Line 4 Dr Sdn 
*50 St tide LC sdn , RH A Hyd. 
’49 Desoto Sedan R A H 
’49 C h n relet Sdn 
R A ll 


49 Olds Cl Cpe R A H 
'49 Ford Cl Cp Very clean, 
'4A Plym outh 4 Dr., 
A H 


§4A Nash Sedan F A H 
’4v Dodge sdn , R A ll 
’48 Chee Club Ope R t H 
’41 Mercury sdn . R A ll 
•47 Ford 2 dr R A H 
'41 Pontiac sdn . R A H 
•40 B u n k Super Clb. Cpe. 
•40 Plym outh Sedan. R A H 
'40 Chevrolet Sed 
‘39 Nash, clean 
‘38 Chevrolet Sedan. 


Red's Used Cars 


T22 G R E E N E ST 
PHONE MTO 


POTOMAC 
MOTORS 


*61 Ford Dix V -8 t Dr. 
’So Ford VS Dix 4 Dr. 
'50 l'hr\>. 
New Yorker 4 Dr 
*50 Buick Special Sedanct 
‘50 Pontiac 8 Silverstreak ? Dr. 
’50 Chrysler Royal Clb. Cpc. 
'50 Plymouth 2 Dr Sdn. 
'49 Ford V-R C u s to m 
*49 Dodue Cstm 4 Dr tat Sones 
’48 Chevrolet Clb Cpe. 
'48 Chrysler Windsor 4 Dr 


‘4T Olds “ 98" 4 Dix»r 
47 S'ucteoaKPr 4 Dr 


‘42 Chrysler 4-dr. 


*41 Packard 4 Dr.. Perfect 


*41 Pontiac 2 Dr. Clean 


40 Plymouth 4-Dr 
38 Chrysler Imp. Bu. Cpe 
UStD CAR LOT 
120- 12V Harrison Street 
CHRYSLER PLYM OUTH 
M I S George 
PH 


It Wmenw St 
Opp 
AA P Super Mkt 


/ e n 
J U 


2 D o o r 


> I loaded 
Chevrolet 
$1,095! 


HOME LOANS 


Phones 560 - SHO 
Interest Reduces M onthly 


~r~Y(il„ 
I FIRST NATIONAL BANK 


A u fimin/tuf 
W holesale Jobber 
■ 
#* . * #<* 
M A D E O il 
Shafer Motor Parts L O A N S 


; J Room*, bath, private entrance and potch 
225 month 
316 Pac* St. 


j 20' 
Filth 
si , 
kctund 
H>wt 
private, 
4 
I 
rooms, hath, partly heated, 227 month 
IG I EN N W ATSON 
PH O N E 341 


[Mi Henson's 
317 Va. Ave. 
Ph. 2347 


4 room* 
LaV 
Phone 


heated. 


i m J 


HAROLD'S 


Open 9 ’til 
250 N Mechanic 


KAISER- I 
I RAZER 
9 
Ph 36H 


Time for a ( ’hanpe! 


Drtv# your old model car up to Collin* 
Mtidehakrr (.stag# and *e# why thev'r# 
raving so mm ti about tha new Studabakar 


50 Cadillac 


Hyd 
'6?' Sdn 


$2 875 
Acme Auto Solos 


R A 
H 


2-Tone 


19.2 arum BAKF H 
J ----------------- 
Heavy Duty 3 ton rah A rha*t* 
Trad# 
. 
_ 
that ga* ho* in for a real work bota* 
A U I U 
L U A N J 
Hoad test it and you'll ti* sold! 


John Newcomer 215 Va. Ave 
2 « h r«»m* private hath. 
I 
____ _ _ _ _ _ 
______ 
_ _ _ _ _ i 
entrance 
Second 
floor. 
306 
Mt, 
V t#w 


~ WE LOAN MONEY 
' I ”m# Phon* 4W* 
___________ _ 
UA 
PF1NN 
AVF 
Mitt 
floor, 
3 
room*, 
On \patrhea. Diamonds Open 'til f 
an n private hath and porch 111 month 
" l l >ou need money Se# Sam ” 
Glenn W alton 
Phone 
tai 
Southern Jeweler#, 131 N Mechanic p r i \At* 
I " 
— ' 
1 
; 
V»-netts* 


VACUUM CT,KANER 
part* * repair* 
Piton* 1733 
IS I N Contr# 


*44 F A R M A L L Super A Tractor with 2 way 
Plow. 8 ft 
Mower It cultivator 
W 
G. 
Rentier, Phone 300. Meyersdale, Pa. 


W A LLP A PER 
- 
M at* your saltation at 
bom# 
Bx pert paperhanging. 
Intr 
coat 
Call 14*4 for sampl##. Hartley W iffltld. 


F our 
Mum 
Blind* furnii 
104 Maple Sti 


us. 
hath, 
heat. 
.bed, 
F runt, back I 
ret. Mapleville 


443 N 
M echanic 8t 
P h o n e 3996 


Thompson Buick Corporation 
LUBRICATE — $1 OO ONLY* 
ti omelet* I iitn(ration plus Invpemani 
U9 N M EC H AN IC 
rilO N F; 1478 


191 M I DI It VBF H 
Meg.,I ( ommanitet . 
mileage 
I ow net 
I mtrii-oat and Un 


4 Door 
tI i een 
I ow 
14 mat 
actual 
nines 
let 
Like new' 


194* STUDF BA KF M 
Regal (ontm * ode I 4 Door I ow mileage 
ALI new rutitiei 
I ar in good condition 


1949 
IN T K K N A HON Al 
UA ton flat tied with remnvabt# rack# 
Good body 
paint, motoi and lira# 


in 3 Minutes 
N A TIO N A L LUAN, 2U1 S. G E O R G E 
“ Z n L 'X y r \rr^ 
rtik g 
su 
I 
HIU.,i. - 
_ _ — _ _ _ _ _ 
»• 
—_ _ _ 
. I 
| room* and bath and 5 
room* and 
I YOUR r if u n 
*tep inward financtat 
rn 
b^,h A 
, 
rru „ 
Llh#lty TruW 
I 
dapendenca. bomi ownership and future j 
« „ 
••curdy may ha th# Bul# wast a.- paw I _ _ _ _ _ _ _ _ _ __ 
.... 
— 
■■ ;• 
— 
place today to ,re st a room 
D on* de- 
\ tar** room* 
M O N U M E N T S 
lay start today . 
. us# want ad* for; 
automat- 
beat 
bot 
water. 
your attars want 
' 
Phone 
its W . 


RENTAL— FLOOR SANDERS 


T ry - •P e n m n T P h o n e 5940 


KITZMILLER MEMORIALS 


M O N UM EN TS and M A R K E R S 


All the hest marble* and grand# til 
chiding ‘‘Rock of Age*” grand# and 
''Barr# Guild Memorial#” 
Ph 379 or 1871 W 
SMM WHAT YOU B U T "* 


KOR S A L E 
New and Used W I 
and W D tractor# 
I ted F 20 Furman, AC l ase. John Deer* 
R 
A HG (Tetrar 
D*ed HG Cl#trac 
with 
high 
lift. 
E 42 
('tetra# 
All Sire* crawler tractor* wtt8 bttlldorer* 
All Sires oliver traitor*, gas and diesel 
New Holland Forage Blower, (new) 15^, 
off delivered price 
Complete line of planting and harvesting 
mar hmet v 
Complete 
repair 
service 
for 
f a r m 
macftinet y 
We 
now 
hav# the 
new 
195J 
WD Allis 
( Palmer* 
tractor with 
the 
helical 
gear 
tranamtaaion. conatand mesh 
( ome in and look it over 
T H E F A R M E Q U IP M E N T CO. 
Somerset. Pa 
Phone 4348 A 5247 
*»'«*• 
Bervie# 


Experienced cook A wade*## 
wanted in amal) restaurant 
Reference# 223 Virginia Ave 


Lady with car for part tim# work. 
Write. J. Eddie Cand# Co., Ine. 
Bridgeport. W Va 


28— Mole Help Wanted 


23— Florists, Flowers, Plants 
Funeral 
BOPP'S 
c lowers 
TS B t lt lm o r e S t 
Phong 2583 


MARKERS 


QUICKIES 
Bv Ken Reynolds 


"R O C K O F A G E S " 
Displayi Bowling Green, City A Meyersdale 
JO HNSON M E M O R IA L CO. 
Samuel Smith—Sales Mgr 
Call 921 R 
Howling Green. Md 


24— Furnaces, Heating, Stoves 


Domestic A Commercial pu#T OU, 
~ 
OAKLAND 
P BTR O LE UM 
CO 
If- ti w . Roberta BC Phone J078- S325-W 


W an ted 


A S S E M B L E R S 


Age 18 to 35 


Top Rate, Pension, In­ 
surance and Hospitaliza­ 
tion Plan. 


Apply to: 


MARYLAND STATE 
EMPLOYMENT SERVICE 
301 S. Mechanic St. 
CUMBERLAND, MD. 


Let • licensed expert anis* your 
heating 
and 
plumbing problem*! 
; 
____________________ 
* W 'w , * * rd 
Phore ?*9S QI M H Y 
silk spotter 
TtjvTop Cleaner^ 


1951 
IN T E R N A T IO N A L I i 
tandem 
IO IMM 
Mules 
II 
new 
Price 247(10 Will tratte NM smaller I 
Irtiih 
622 ItUHiktield Ave 
1*49 $1 


JO H N S O N S 
U SK O C A U S 
838 N Mechanic Phone 2227 


193* 4 he vinic! 
Good vivnditU)# 
Will sell leamnable 
Phone #572 J 


|94o 111, Id* MOB I LF 
I dom 
sedan, 
motor 
lust o v n hauled 
seat covet. 
Good ton 
ddton 
Apply 
Watty 
Keeler, 
iHtnlop 
lit e and Battel v Advice, a William* bt 


HE A V Y I 'I I 5 ' hev rote! coal t ruck. good 
condition. 
Awk, 
1941 
Plv mouth 
sedan. 
•MB 
427 Valley ai 


1941 F u R ll I' 
ton vtake IhhI v 
new mofot 
usdt slighti.v. govvl tire* 
Phone *043 or 
750 
Truck can he 
seen at Gulf 
Bulk 
Plan!, on 
Boule 
to. west 
at 
Narrow* 
Park 


ton 
L l 
174! 1*39 OI DRMOBI1 > 
W B 
lik e 
S Duor Redan Giveaway pi < 
v * 
C O LLIN 1 


NASH 


Select 
USED CARS 
At Your "NASH 
Deamr 
Atlantic Service Station 


C orner H rndrrxon At G im p S U 
M G K MOTOR CO 


221 G len n S t 
Phone 2300 


Studebaker Garage 
75 Hem lf rson Ave 
Phone 1542 


I New 1952 St tide 
V * 
5 Pas* 
I p#. 
Special pi ti e A ti aile in on thta 


TH Stud* V * 2 dom sedan O O 
»t.*50{ 
•Sd Mud# Champ Aedan 
Loa.led 
ftL-396 
’Mt st ml# heave duty dump Duck Equip 
ped with 2 «peed axle and 13 It 
factoi v 
dump bed and bout 
81.4*5 
‘50 Stud# Champ 2 dr sdn, R A H 
l l 295, 
*t* t hev 
F ill 
vcd 
HAH 
*1 t*$ 
*44 Stude Conn., 2 dr attn ov drive 21.295 
47 t hey 
5 pas* epa., mea 
2 8**’ 
•17 «tills 
sdn 
Hvd 
RA »l 
« *'*$ 
IT I hrv 
I dr 
sdn, BA H 
« 795' 
’41 Did* 
Spas* 
Up# 
R It 
2 2*5 


RtEVES STUDEBAKER 
Wasterttpork n a 
Pt»#n# M f! 


y V . 
, 
_ 


4— Auto Gloss 


1951 F i i RD 4 DOOR 
1937 pi \ m o u th t ixmsr 
Cloud Motor* 
Phone Frostburg 441 


Glass lnstatledT~T.« 
BEERMAN AUTO WRECKERS 
153 Wineow S t. 
Thonc 2270 


-Auto Repairs, Service 


I 1956 Ford 
"8” . 
B B H 
e<>od Pres 
$122J 
CaU 
5414 M 


1948 S T U D E B A K E R TRU C K 
5 
Nome set ond hand truck* are ai amid aa _ 
new arm this i tun. 4 speed mod*! ,, no 
SCHADE S Radiator Service 
I O J * I exception 
It* 
alee! bed ta one of the 
; fines* we have seen suitable tor a 4 ton 
l"5 AHIA TOR RF MON F D 
j load id coal or gravel All licenae and tax 
' 
R E tO K F .D 
lice* prepaid at *37 per month 
Penn Mat ' 
E V FI R S F f i t SH LD 
Motor Co. Phone 5353, Narrows Park. 
N Mechanic and Valley bt*. 
Phone 5(W 


AUTOM O Rnat inaurance to enter State 
La * 
238 
Als# Workmen'* C-Hiberna­ 
tion 
Fir* 
Glenn W iUon, Phone M L 


Tropical Fish Aquarium Supplies 
625 E l we O D S I 
PHO NE U 9 3 - W 


RA YM O N D J G R A B E N S T E IN , < ^tractor 
Sheet Metal _ Welding 
- Heating 
Phone 6830 M 
*25 Virginia Ave 


337 
Wayne 
Av#., 
Chambaraburg, 
Phone* 1951 J nr 1951 R 
Pa. 


Building Materials 
L’k FD 
clothing 
in 
excellent 
condition. 
-J 
special on Men’* Overcoat#. Th# Thrift' 


V t 
_________ Polnt — lumber — Hardwor. 
Bicycles & Repairs r n r r 
in m ates, 


H r K 
l 
I 
d e l i v e r y t 
. I i 
I n A- L- 
PARK IN G 1 


31— Situations W anted 


Practical nuraa* and oouaetaepera 
aeailabla ba day 
week or bolar 
Ph#n# 


32— Instructions 


JA N U A R Y R EG IST R A T IO N 
CONDON KINDERGARTEN 
Aff#* 
I to 8 
Transportation 
Accredited by stat* Board of Education 
6(11 C E N T R E ST 
PH O N E 3515 
Schwtnn 
and 
English 
Bicycle* 
with 
5- 
apeed* 
AU aire# in atock 
Whizzer motors 
trrvcle s 
and 
toys 
Wagon, 
trik# 
and 
scooter wheal# retired 
We Service What We Sell! 
V E T 'S B IC Y C L E S A L E * (k S E R V IC E 
Queen 
City 
Pavement 
at 
Union 
S t 
T E L E P H O N E 
IK 6 R 
Bicycle Repairs 
Repair* % 
Repainting. 
AU 
Make# 
Carr ag* 
Wagon, 
Trike 
Wheel# 
Retired 
COBO RO VE C Y C L E 285 N centre. Th. 509 


P E N N S Y L V A N IA 


LU M BER & POST CO 


Route 40 West. Narrows Park 


Phone 5940 


Bennett s Bottled Go* 
New Low Rates 


S3 Bedin*# Bt 
Wtane IS81 


Men s and Boys* 4-Buckle 


Galoshes 
. 
$3 99 and $4 98 


The HUB " T 
X 
T 


The room has a very pleasant n e w — fust like 


Tim es-Neus W an t Ad said 
m y 


T IR E S P E C IA L * !! 
teed 880 16. 670-15, *50-18 A l 
Hi Tread tires IS up 
Recap*- Exchange, S in 
I. 
hon I* 17 95, 
830-18 $9 95; 
r n 15 $• 95 
• Du mop Tira A Batter* Servica—Phone 2344 
PERM-A PLASTIC 
Photo*. Clipping*. Card*. Eta. 
Seated in Plastic 
A LV IN 
PLA ST IC 4* 
M ONOGRAM 
CD. 
105 Henry St. 
Phone 6647 M 


Terra Cotta Pipe 


Drain Tile 


THE CUMBERLAND 
CEMENT *, SUPPLY CO 
Rear 41$ N O ntra 
Phon« 252S 


Accepting enrollment now for 
January class 
THI-STATE SCHOOL O F 
B E A U T Y C U L T U R E 
U6 Virginia Ave 
Phone 2244 


ll 
YOU 
like to draw, sketch or paint 
write for Talent le st 
No 
Fee) 
Give 
age 
and 
im pupation 
Bo* 
915 AX. c a 
Time* New* 


33— Musical Merchandita 
0 


Mora gaopia aug WmrUtaar nam os tAa« 
tho*# or gag pf A#» a amal Boid amit att 
feiieet, 
rem of lag Tarot* 
ll reeaeeiek t i 


35— Miscellaneous 


QUENTIN L 
O R rP P ET 
S U lL D m o CONTRACTOR 
■ L L E R B U k 
MD 
PHONE M I 1-4 


STA- DRI 


The Wonder Waterproofing 
tor that wet Cellar; Cisterns, etc 
CEMENT PRODUCTS CO 
406-11 Henderson Av*. 
Pnont 5434 


A* ^ E ? I E R W ORR O E N Y R A L REPA JR 4 
ROO P W O REPAIR-- PA UfTtH O 
________________ PHONE W U 


Excavating 
HOUTCONST CO 
Phone 2678 R, Night 2324-W 


“ W ELL d r i l l i n g 


Pu b ic En* la nation* Qaieaeiaed caatBg 
J 3 _ rT* 
»*P 
modarn 
im*: 
aquipnaaa* 
P t CAH PEN T ER anSLL O R J I J I G JO . 
P. a Box 355 C m 
l Rh Ridgatey W it 


Cumberland R EALTOR S, members of the 
CUMBER LAND R EAL ESTATE BOAR D 


ond the National Association of R eal Estate Boards . . . 


Invite You to Investigate the R EALTOR -Listed Properties Below 


MOST C)CSlR AfeL'E------ 


B A L T IM O R E P I K E L O C A T IO N 


14 Acres of Land and a 6 R oom BricK 
Setni-BunKalow, 
Nicely 
situsted 
on 
a 
slight elevation some distance back of the 
Highway making a very deairabte location 
and 
one 
of 
the 
Baltimore 
Pike'a 
most 
attractive settings. 
The frontage of this property is wide 
and quite valuable as a business location 
and It also provides at least one other 
good dwelling site facing the highway 
l.ocated 
about 
2 
mtles 
beyond 
City 
Limita on right going East near Minke‘s 
and just beyond Broadwaters new dining 
room and the Kaso Service Station next 
door. 
Price for all, acreage h dwelling $13,500. 
R OBER T W. 
YOUNG 
R ealtor 
Phone 4070 


“ 
l o w -p r i c e d p r o p e r t i e s ~ 
108-110-112-114 Colum bia Street. 
R ow houses each with .six rooms, 
bath, sm all basement. Long lots. 
C entral location. B ric k and fram e 
Modem brick bungalow contain- 
r n n c tr iT t in n 
V>rioo 
tm i o u ch 1 
kitchen, 
c o n s tru c tio n , t r i c e 
»d,0(K) e a c h . 
¡three 
bedrooms 
and 
l a r « paneled 
den 


407 
EaiSt Oldtown R oad. 
F ra m e with wood burning fire place. 
Two com­ 
plete baths. 
Kull concrete basement, with 


Display Clossified 


Personol Soys: "Yes!" 
$30 For 30 Days 
TOTAL CO ST 90c 
Personal Finonce Co. 


rhsne 721 
201 liberty Trust 


A D M IN IS T R A T R IX NOTU K 
March Of Dimes 
Seeks Volunteers 


Market Continues Reaction 
Phase With Slight Decline 


GO O D S T 0 R .\ G E o r R E P A I R 


S H O P 


Situated in the rear of 132 Polk St 
is this well built 2’Story brick bldg . 
sue 32x40 and having both wood and 
concrete on first floor, second floor 
supported by steel beams, also steel 
beams supporting drive in doors. 
Sani­ 
tary 
toilet. 
All 
in 
good 
condition. 
Suitable for storage, auto or furniture 
repair shop or as a shop and dwelling 
apartment 
The price is le.ss than W 
of cost of replacement 
Small down 
payment, balance 
like 
rent. 
Owner 
retiring. 


GLENN WATSON & 
SONS 
IN SU R A N C E 
R EA LT O R S 
213 Virginia Ave. 
Pbona 311 


HOME AND BUSINESS 
This 
pmperty contains store 
room 
on 
street 
level 
and eight 
rooms 
and 
bath 
above. 
Hot 
water 
heating 
plana. 
Being 
located at No 
»27 Ki-ederick Street. Just 
opposite school, owner should do a nice 
business. Good residential area. To close 
an estate. $7.000. 
THR EE APAR TMENTS 
Thla 
property 
situated 
No 
314 
North 
W averly 
Terrace 
contains 
three 
apart­ 
ments, each with private bath. 
Hot air 
heat Good rental income and a rare bar­ 
gain at $5.750. 


D. P. MILLER CO. 
Insurance and R eal Estate 
No. 1 N. Liberty SU 
Phone 433 


New Maytag 


$129.95 


Cumbarland 
Maytag 
l l - U 
N 
MecKank 
R tiane t*T9 


813 ASHLAND AVENUE 


Situated 
In 
very 
desirable 
residential 


dwelling with five rooms, toilet, 
hot a ir furnace. Im m ediate posses­ 
sion. Needs some repairs. Nice lot. 
In 
business 
zone 
opposite 
St. 


M a ry ’s Church. P ric e $3,000. 


THE J. H. HOLZSHU CO. 


IN SU R A .N C E- R K A LT O R S -BO NDING 


21 So. Centre St. 
Phone 458 


garage and front cellar. 
Forced Air heat, 
copper piping and fully insulated 
Large 
beautifully landscaped corner lot 78’ x 153’ 
with rock 
garden and 
patio. 
Price on 
application. 


W IEBEL and WOR KMEISTER 
R E A L F..STATE 
IN SU R A N C E 
115VX i-rederick St., Phone 3453 


FOR SALE 


C U M B E R L A N D ST., Brtck dwellm* with 
4 rooms, bath, on 1st floor, 5 roomt, bath i 
on 2nd floor, « rooms, bath, on 3rd floor, 
new steam furnace, gas fired, private en­ 
trances. properly 
in excellent condition, 
good income and home combined 


P ric e on application 


D EC A TU R 
ST., 
Brick, 
containing 
10 
rooms, hallways. 5 rooms on 
1st floor, 
5 rooms on 2nd floor, baths, hot water 
furnace, 
gas 
fired, 
arranged 
for 
small 
apartments, 2 garages, nice level lot. buel- 
ness location, and home combined. 


P ric e on application. 


J. L. HOWSAR E 
I 
124 Bedford St. 
Phone 4143 i 


Car Owners Rea d Th iel 


Omt $30 <• $300 quickly on yeut roi 
If you ows now 
get o 2nd Mortgo«« 
Auto toon up ie $300 wHKeui »efinon 
cinq 
$ioo in ot ohene 


Aetna Finance Co. 


T H IS IS "TO G IV E N O TIC E. That the 
subscriber has obtained from the orphans’ | 
Court of Allegany 1‘ounty, Maryland, letters ; 
of Adminlsti atlon on the estate of Marvin 11 
Paul 
Bohon, 
late 
of 
Allegany 
County. I 
Maryland, deceased 
All ix-isnns having^ 
claims against the deceased are hereby 
warned 
to 
exhibit 
the 
same, 
with 
the j 
N E W Y O R K , J.w i. 12 
-The stock m arket continued its r e a c U o a 


^ 
'<«■ -d<lit¡o..al M .rc h „ t 
1,kI».v w.th . m o d .ra t, decune. 


June, 19S.3 
They may otherwise by law Dim es Volunteers was issticd Sat- 
A.s.sociated Pre.sR average of 60 stocks lost 80 cent* and closed 


be excluded from all benefit of the 
i 
y bv W infield Adam AllcKanv 
$113 .10 with the Industrial component off $1.40, railroads off W 
estate 
All 
persons 
knowing themselves I 
• 
■’ 
c-vuaiu, / M icn tiiiy , 
,i- * 
on 
Indebted to said estate are requested t o ' c o u n ty c a m p a ig n d ir e c t o r . 
, 'c n ts . an d u tilitie s O lí ¿II ce n ts . 
¡make Immediate pavmeni 
••TK» 
rocrv.n«« 
CeiitraJ was the d ay’» most acU vc issuc up Va at 
f,.r 
^ 
^ 
'"ll-’w c l bv B vn su rt Con---b 
- 
December, 1952. 
for volunteers this month was verv 
, j 


A N N * M A V W A N D LES». 
| c « ! . " 
M r , 
.Adam .„id . 
•■II 
Ih ;» “ ’ ''I*'* ;;''', 
“ V 


,n,. 
„rd in a rv va ar 
in tho fich l 
‘ 


Bowmans AddUion. R oute No j 
‘ 
M ilw a u k e e 
R o a d 
up •’St 
a t 
2H4. 
against ixrlio, the number now at 
* c 
.u 
r- 
, , , 
. 
^ 
J 
»# 
. 
Stnithrrn ( o. off 
at 16. 
work might have proved sufficent 
, 
. 
, 
¡ 
^ c?, 
* 
j 
ija*.. ... „ 
cu 
i 
L . 
Low er .stnck.s included Standard 
How ever, this is not an < frdm aryi„ , 
«* 
/* 
. . ___ . 
... 
,. 
¡Oil 
<NJ> off I's at 75»s, Tcxa.s ( n. 


Tr» i tvi.- MiiTii'v 
Th I ih 
* 
* 
Atlantic Coa.st Lin e R ail- 


subsciibers have* obtained from the iu* 
that the road D , at 114, Southern R ailw ay. 
iphans* c'ouri of Allegany t'ouniy. M arv' ^piciomics Of 1952 nit an all tiiiie j 
77*a, 
A m erican Telephone 


land, letters Testamentsry on the estate h ig h 
in 
in c id e n c e , 
an d 
th a t 
th e 
ifio 
rliiP n n t 71* at Q4 
i V n o r a l 
of 
Benjamin 
W 
R ice 
late of 
Allegany 
n ;_____ ^ 
^ 
t .e n c r a l 


M arch of Dim es suffered a cor- i-;|(.cfnc 
1'^ 
.it 
69, 
Intern.itional i 


respondingly heavy blow. 


.Adv. 
t umberland, Md 
N Dec. 13 30 Ja n 
« 13 


K X E C I'T O a S ’ NOTICE 


N. CkNIR k 51 
eHONt i 2n 


Oakland Paper 
Blasts Bread 
Truck Pickets 


• 
INSIST ON 
• 
GENUINE FORD PARTS 


SI. GEORGE MOTOR CO. 


*VM ir f r ê ité h 
O eafet 


S. G M rg c St 
Cainberlantf 
8|iofM S B 


t ounty, Maryland, deceased 
All persons 
having claims against the deceased are 
hereby warned to exhibit the same, with 
the voucheis thereof duly authenticated, to 
the subscriber on or before the t»th day of 
_ 
_ 
„ 
............... 


b^"exci!ded K 
ITu V n i o r o f * t h 7 ss* d | 
f»“ *" fund-raising d rive ,” he 76 and United A ircraft 
I at 36. 


estate 
All 
persons knowing themselves j said. “ W e must give every Citizen 
H igher 
stocks 
included 
Cities 


mske**mmedmte pll*m en*'* 
jof Allegany County an optKirtunity .Service up 
at 92^x, Am erican 


(Hven under our hand this 19th day o f . to contribute. W e do not know what Woolen 
»4 
at 
264 
Douglas 
Air- 
ITcrember, 19.52 
E A R L E 
M A N G ES. 
THOMA.S N. B E R R Y . 
F.xecutors. 
Law R ulldtng, 
Cumberland. Md. 
Adv.- N-Dec. 23 30 Ja n «13 


Display Classified 


For R ent 


W e have a desirable W est Side 


home for rent to responsible party. 


Also five apartm ents vacant. 


"see PER R IN obout it" 


Perrin Bldg on Pershing St. 
Phone 422 


803 PIEDMONT AVE. 
MODER N SEMI-BUNGALOW 


Here is one of those charming small 
homes situated in the popular R oeder’s 
Addition 
section, overlooking 
Holland 
Street. 
Attractive brick design, con- 
lidning 3 rooms on 1st floor; 2 bed­ 
room* and bath on 2nd fItMir, 
Bnck 
garage attached. 
Kull basement, gas 
hot 
water 
furnace, 
beautiful 
Maple 
floors, atorm windows, copper screen*. 
Just the home you’ve been looking for... 
Call today. 
Price $12.000. 


M. D. R EINHAR T AGENCY 


k IN.SUR ANCE 
Liberty Trust Bldg. 
R E A LT O R S 
Phone 189« 


T IM E F O R A C H A N G É — if you 
are tired of buying rent receipts. 


We offer West Side home, 840 Gephart 
Drive, seven room two story dwelling in I 
excellent condition 
First 
floor: 
Front 
SKirch, vestibule, 
living-room 
with 
fire 
place, dining room, kitchen with built in 
cabinets, powder room. .Second fltKir: Hall, 
four bedrooms, modern bath, insulated, 
weather stripped 
and 
screened, full con i 
Crete 
basement 
with 
outside 
entrance,“ 
oil 
furnace, 
steam 
heat, 
lot 40 x 
120. 
Priced low to sell, $8,5lK) IK). Please do not 
disturb tenant 
to Inspect, contact 


CAR L F. SCHMUTZ 
fN SU R AN CE 
R E A L EBTA TE 
Corner Bsltlmore A South Liberty Streets 
2nd floor — Phons 1180 


EGGS fresh from 
HAPPY HILLS 
FARMS 
*1.43 


the polio score m ay be this ye ar; craft *4 at 65^4 and Arm our & Co. 
but it is noted g rim ly on the record 4 at 11. 
that 
m ore 
people 
suffered from 


polio during the past five years • 
than in the previous 20 years com- N c W Y o r k S t O C k t 


‘ 
, 
N EW ' Y O R K , Ja n . 12 Ufl Stock 
There are m any Jobs to be done.jiist, today’* close: 
'M r. Adam said. Among them ; nn-iAii R edn 
j.swering phone.», addressing M arch 
of Dim es card.s, placm ent of coin a i i i s t hsi 
collectors and distribution of cam- 
.''‘Y 
Am s Nn 
I Am ( 
h'd 


4 nO Z. S M A L L 
V ** 
medium $1.69; large $1.89 
No. 1 Potatoes .... 79c p«r peck 
No. 2 Pototoes .... 49c per peck 


HAPPY HILLS FAR M R ESTAUR AHT 


23S B A lT IM O li A V I. 
C UM BfR lA N O 


lot of work and 
Ytm g *a V. 
paign placards and posters. 
"T h e re ’s a 
need a lot of good folks to help do Am 
R dr 
... 


it." chairm an Adam said. " W e ’ll | 
try to fit the job to your available Am Tob 
time. So 1 urge A llegany C ountians; 
’ 
to phone or 
stop at the Central Anacond« 
Y .M .C .A . and 
sign on for a worth- i 
n I III Du 1 « • 


while cau se." 
ai a sf 
... 


FO R 
S A L E 
Ix>catcd 212 Cecelia Street ts thla modern 
eoncrele 
block dwelling lontaining eight 
room* 
and 
two 
baths, 
heated 
by 
coal 
fired hot air furnace with register in earh 
room 
Lot 30x100. Moderately priced. Poa- 
•etalon within thirty days. 
$ OR 
S A L E 
Located on Milt Street, I.aVate. is this 
modern duplex heated by hot water, gas 
fired, and with two car garage. 
FO R 
S A L E 
I.d>rated 21,5 S. Lee Street is this modern 
brick dwelling heated by hot water coal 
fired furnace. Garage for one car. Inspec­ 
tion by appointment and price upon ap­ 
plication. 
Possession 
within thirty days. 
JAM ES W. BEACHAM 
R E A L E S T A T E - IN S U R A N C E 
309 S. Centre St 
Cumberland. Md. 
Evening Phone 2778-J 
Phone 3844 


Do you want to sell 


your property ? 


If so, let me list it. If it can 


be sold, I can sell it. There is 


no 
charge 
unless 
a 
sale 
is 


made. 


HAR R Y B 
SIMPSON 


R EA LT O R . IN8UR ANCB 
113 Predertck St. 
’Pbooes 133 end 3M4-W 


LA VALE 
The lovely new 2 story «room cement 
finished dwelling along National Highway,' 
opposite Cash Valley R oad. This property | 
must 
be 
seen 
to be 
fully 
appreciated 
Owner built aame for hia own home and 
is most complete, modern and repreeent* 
the very best of construction. This prop 
erty naturally represents a heavy Invest-, 
ment but owner is willing to sell (due to 
locating in another city) at less than coat. | 
Builder spent considerable time and ef- i 
fort in purehasing the beat material at 
the lowest figures and taking advantage 
of every discount. Liberal financing can be 
arranged 
and 
early 
poaseaaion 
of 
the 
property can be given the purchaser. 


R OBER T W. YOUNG 
R ealtor 
Phone 
4070 


HOME OWNERS SPECIALS 


Ja n u a ry Price» R ed u ced o n a ll ln »ta lla tio n »t 
• ROCK WOOL INSULATION 
• ROOFING 
• ALUM INUM SIDING 
• INSELBRIC SIDING 
• KEYSTONE ALUM INUM W INDOW S S. DOORS 
• KOOL VENT ALU M IN UM AW NINGS 


No Do wn Pa y m en t! 
3-Yea r» to Pa y ! 
WELCH INSULATION CO. 


F O R T A S H B Y . W . VA . 
P H O N E F T . A S H B Y 2110 


Avtn Mig 
B and O 
Hendix 
Beth 
.St I 
Hoe 
Airp 
Borg W ain 
Hudd ( o 
Celan 
C and O 


38 
Kenn Cop 
78 >4 
.. 
4k* 
KMiger 
... . 39V« 
. 
74H 
1. O F Gl 
41 
.. 57H 
Martin 
Gl 
I5‘» 
.. 14*4 
Mon»anlo Ch 
91'4 
.. 3 .5I-» 
M Ward 
82'4 
.. ;«> 
Nat 
R ia 
35'.» 
.. 83*4 
Nat 
Pia 
.... 
. 22*» 
.. «7*4 
Nal 
SU 
... 
50» 4 
.. I4 S 
NY Cen 
... . 24H 
. 
41\4 
Norf Wean .. , 51»» 
I«U 
Nor Am A» 
iftH 
«un.» 
Ohio OU 
53 V« 
5844 
()»ena III Gl 
. 7« 
.. 
9 \ 
l'ai-k 
Mtr* 
. . 
5»» 
. 43«« 
fa n A W A . 
»'» 
.. 41L» 
f arami 
27»* 
II 
fa 
HR 
22’» 
. 1(MI*4 
fhel tmd 
. 3»’» 
.. 
7% 
fh il M m rti . . 4«»» 
.. 28*4 
flym Oli 
. 30'» 
.59’ * 
fond Crk P 
44*4 
.. 54»* 
ftillm an 
. 42'% 
.. 41»» 
f u r OU ....... . «144 
.. 79L« 
R ad ( ip .... . 27»* 
.. I5H 
R ep 
SU 
.... . 4«'» 
.. 37 
Srs R oe 
.... . 58’» 
.. 3U>» 
Hot Vac 
.... . 3« 
.. »1*4 
Sou fa e ,,.. . 441$ 
.. 14’» 
.Sou H » y 
... . 7«'» 
.. 2i'» 
.Sper t i p .... . 4(1’ * 
.. «<) 
■Sta 
Hr 
. 27'4 
.. 
8'9 
S o thd 
___ . 78»4 
. 
«S’ 4 
H t» N J 
... . 755» 
.. R S'ii 
Sludehaker 
. 3«'4 
.. 45*4 
Tldew Oli ... . 23<» 
.. 45»» 
Ilm k 
R h 
4554 
73»4 
Twent Cent 
14 
«9 
Un t arhide 
71 
.. 52«4 
Un Airr 
38 V4 
. 
«5 V» 
Un ( ai tion 
39 
. 
7« 
Un 
Corp 
55» 
i3»k 
U.H R ubber 
29»» 
. 
12»* 
il» 
St 
. 42H 
.. 73>4 
vite R y 
34», 
,. 4.5’x 
Warner f lr t 
. I3H 
19*4 
We* Md 
28H 
39W 
Wes Elee 
4«'» 
39 
Yng 8 T .... 
45 


Priced For Quick Sole 


E l.L E R S I.IE , M D.: Just a plain good buy 
— 7 room modern frame dwelling with 
garage and workshop, hot water heat, hath, 
nice level lot <75 x 100». 
l.ocated on .Main 
Highway. 
Good condition. 


700 Y A L E 
S T R E E T : 
Good 
substantial 
home, corner lot, five room* with bath, 
warm air heat, double garage. 
I.ot 75 x 
110. 
Can give immediate possession. 


HOWAR D M. SPIKER 
R E A LT O R — IN SU R A N C E 
20 South centre Street 
Phone 8576 


Ixicated In Bowling Green, 4 room bun­ 
galow. 
hath, 
furnace, 
appruximatety 
Vk 
acre land. 
Vacant, $8.000. 


R owling Green, «room concrete block, 
bath, gas-fired furnace. 
Large basement 
made into business place. 


10 room 
brick 
dwelling 
and 
business 
place. 
125 W. Uldtown R oad. 
This u a 
reel buy $10.500. 


5 room modern brick, located 810 Shades 
Lane. 
$12,500. 


I.otsT 
Martin’s 
Mountain, 
R ldgcley and Bedford R oad. 
R oute 
220, 


C. A. JEW ELL, R ealtor 
12 Bridge Street 
R idgeley, W. Ye 
Pbon* 1849 or 2997-R 


FOR SALE 


6.38 H IL L TO P D R IV E — House for « 
fam ily — nice living room with fireplace, 
dining 
room, 
reception 
hall 
and 
large 
modern kitchen on first floor. Three bed 
rooms on second floor — ample closet 
space, Bunroom and bath. Full basement 
— gas hot water heal — automatic hot 
water tank — recreation room — large 
front 
porch. 
Double 
level 
lot 
70’xl30’ 
Priced for quick sale $13,000 00. 


D. C. GOODFELLOW Agency 


R E A L E S T A T E 
S T O R A G E- IN .SU R A N C E 
131 N. Centre Street 
Phone 2993 


35— Miscellaneous 
i 46—-Radios, Service 


BLO CK 
LA VIN O 
CEM KHT 
W O R K 
W 
A 
SgcKlnney, 810 Ashland Ava 
PHONB $877 


O KNKR AL R A D IO SKR VtC K 
itKPAIH ANY MAKK P IC K U P OCLIVKR Y 
• 18 P A r r iR S O N 
AVK 
PHONB M78 


50— Upholstering 


ieleviaton Insiailatton 
k 
repairs | 


Opbolataring and Supplica fumltursx 
truck-Auto seal rapaira 
UBO 
BR A U O 
Pb 6045-J 
UtVALK. U D 
■R PTIO tA N K B C LEA N ED 
Modern equip- Expert 
meni 
Bl-8iate Dispo.sai Service. 
Write Pickup delivery Big sporu guide availabie i BAR k 
KKBTAUKAN'I 
U PH O L«TKR IN U 
or Phone 
Gonacooing 4401 
I Prea Burkey » 
178 N Centre Pb Ì221-M 
PenKter* Saeoeere«, 
«rufers Piaeltes 
Uso a Warner 
13*3 Va 
Ave. Ph 34*9-84 
Power Shovels 
and Bulldozers 


C x cK V K tlng — rret*(^ Digging 


Oradlng 


VraegA Pumpe Air Oompreeaora a M Ortlu 
Per R oct R xeeveting 
PUl Oroend ead Tep Boll 
Boughman Contracting. Inc 


Phone «issii 


I DOLAN’S R A D IO 
T ELEV ISIO N S E R V IC E 
j All 
Makes R epaired 
Pick 
Up. 
Delivery 
t1 N Oeorg* St 
Cumb. 383 
Pbg 
I0S3-J 


R E G * \ L T V 


i ' r e e T r i a l — 
C a l l 5 5 80 - R 


S T A P L E T O . N T V S A L E S 


UPHOLSTER ING 
John Trokeil 4M Bowling Oreen IIIS- W 


R K PA liU N O 
O P H O U irK R lN U 
Pnm lture Work Ouaranteed 
»osaelfe 
131 Wveflarir» et 
»hnn* U M W 


Papor h at r)3'‘s. U. S. StviM 'it 
O A K L A N D — The Oakland R e- 


"D u rin g the month of Ja n u a ry at 42''«, Bethlehem Steel 4 at r>4N , P“ hUoan 
editorially 
ha* 
rapped 


we must enlist every pos.sible per- C'hry.sler ’ « at 90^4, Goodrich 2 at,Cum berland bakery driver* for pic­ 
keting in G a rre tt County in effortj 
to enforce the no-delivery of bread 
on W i'dnesdav by four Allegany 
County bakeries. 
I George H ansi !s editor of Ih# 
paper. 
'Hie editorial sjiid the com m unity 


has come face-to-face with "O n e of 
the most un-American trait.» among 
certain labor groups — that of pic­ 
keting.” 
R ecognizing labor's right to op- 


gani/.e and strike if the m ajo rity 
of those involved want to, the edi­ 
torial 
eontinued: 
"B u t 
we 
can 
never go along with the idea that 
labor or anybody else has the right 
to prevent some one from working 
who wants to work or force a m an 
to join an organization in order to 
b«* able to hold a job. 
Fu rther­ 
more, we can never hold that ■ 
man 
should 
be 
prohibited 
from 


working by force or upon threats 
of violence. 
"T h ere ha* never been anything 


A m erican in such a proce«* and 
never w ill 
be. 
But people who 


elalm to follow the teachings of 
liberty 
are now trying to fore« 


.stale 
bread 
down 
the 
people'* 


throat* every W ednesday. 
It isn't 


as bad as that, of course, because 
day-old 
bread 
makes 
wonderful 


toast — but it is the idea of bakery 
truck drivers trying to tell you and 
me — the consumers — that w# 
can’t buy fresh bread on Wednes­ 
day if we want it. 
W hat m akes it 


even worse is that the picketing 
truck drivers are from across coun­ 
ty lines—-Allegany County.” 
The editorial said that apparent­ 
ly Allegany bakeries have agreed 
not to deliver on Wednesday* in 
Allegany or in G arrett and th« 
truck drivers are trying to prevent 
W est Virginia bakeries from doing 
the same when "th e W est V irg in ­ 
ians don’t want to be told when or 
how to deliver their supplies." 


47— Real Estate for Sale 


O A KPEN TR Y, block lajrin«. cement work. 
ttnlchtBs vork. floor aaodlnc 
patntmc. 
piumbtnf Wm Nartticraft PhiMis 6580-J 


K IT U H F N ” C A BrN K Ts” "cuat(»m” built’’ and 
Instatied. 
Commercial 
cabinet 
work 
Complete remodeling Carlomany Cabinet 
Works, Phone 1^7 J 


3 A P A R T M E N T house, 3 baths, gas heat, 
private 
entrame 
.Near 
Cumberland. 
Yearly 
income 
11440. 
Price 
810.300. 
Phone 6737 


UA YBU R T-PO LA N D R EA LTY AOENCY 
R EA l 
B n ATE 
B R O K E R « 
P R O N I PIEDM ON'I «Oli 


L. B E R N ST E IN 
W A R EH O U SE 
1S2 UNION ST. 
New and Ut«d Furniture ond 
Appliances on EASY CREDIT I 


36—-Wotch, Clock Repair* 
THE.sk a r e A IX GOOD B U Y 8 I 
| 
4 R iKtm Dwetiing. hot air furnaie, bath. 
— 
, 
- 
full 
basement, garage in basement, ap-I 
r itm . Hamillon. Omega. Longine WiUnauer 
land. lU mil* South! 
and oth’r famous waUhea . . . 
• , 
R nomev 
R oad. 84750 
Sold and 
Ouaranfeed 
by 
| AR onm Dwelling, 
gaa furnace, bath, IM 
A L B E R T J. fiE L l. - 87 Perilling St, 
R idgeley 
Wi. 
«-»A. 1 
iv x v e -r« orvB-r a.l-i. i/-r 
6 «"<»•« modem home on R oute 28. OM 
Phone 2248 J — N E X T TO PO ST OH* It E „j,j, north of Fort Ashby. Lot 90 k 128 
I 
— 
^ 
^ R oom dwelling, 8 acres 
land. R oute ■ 
37— Metol Weotherstripping 
12«. shon Gap 
_____________________ _________ 
______ ________ I 
185 Acre farm . 7 
and 5 
room houaca, 2 
Defiance Weatherstrip Co 
' 
< 
A JE W E L L . R ealtor 
rR E U E R iC K C HAAS 
PHONE 80«J R ,qge,,v. W 
Va 
Phona 1849 
38— Moving, Storing 


JO H N A P P E l trantfer local and long dis­ 
tane« moving 
Agent tor Orsyvan Lines. 
Inc 
Pbon* 1623 


MCDKR8 
rR A N SPC R 
LO CAL 
LONO 
O IBTAN CE 
A O EN l NOR TH AM ER ICAN 
VAN L IN E S 
PHONE 8«4 
I I K I * T f- P J Com plete M oving, 
U 
N 
I 
C U ' service Call 306Ü. F 


W 
VA. - 2 mitea from town on black top 
road, you can find a lovely 7 room hcruae, 
running waler, phone, electricity, lovely 
laivn, shade tree*, flowers, fruits, spring | 
Ideal location fur fish pond, new barn, 
gaiage, rhiiken houae, hog pens, other' 
out buildings. 21 acres, 14 in gras*, alt ; 
fem ed 
Taxes 816 
year. 
Now 
vacant, i 
87700 O F W ID .M YEH Phone 330, Berk- 
ley .Springs, W. Va. Bargains 11*( free. 


Service Call 3060. t jt a iT K(K>.M house, two closed porches,' 
54 West Main .Street, Eroatburg 
Phone 
2')i81, Wexternport. 
j 
KLAVT HN TR ANSI-F R 
AGE.NT M A Y H .O W K R T R A N SIT CO 


I.ot AL, LONG 
DLSTANt E 
PH O N E 
353 
39— Painting, Paperhanging 


CTOP and look, wails and floor shabbv 
get free evtimatex now 
Lonnie Nexxel 
rodte, Phone 5019 J 


N EW 
4 
R DDM 
B R K K 
M U N G A U JW 
(.arage 
l 4irg« lot 
ixrhlund Ava. Price 
on instiection 
Phone 5774 J 


• 
R (K)M 
4 
room 
modem 
houaee, 
1 
acres, Haten Hoad, near Lake Gordon 
$6.000 
lSl-J-3 
40— Personal* 


E X P E R T Ouaranreed /ur rsstyling 
R ea 
sonable 
Capes 
Stolia 
Topper* 
ueddy 
Purrler* 
agent 
Mr* 
Br«nt 
R Son* 
«195-W 


S HUTTON, R ealtor 
PHONE 5845 
R idgeley, W Va. 


E K S.4V$;i) over tlOU when we found out s ix 
H(»(iM 
houxe, 
furnace, 
hot 
water 
hiiw to use that odd sire bed ol ours 
Now 
everyone aavx tt* thè iiiost <oin 
firtabie bed in thè houve 
W> gol 
a 
swell matliexs, m ille tu order, froin thè i 
t'umberland Mattrex» l>'actory 
Itili J 
| 


tank 
Md 


FOR ALL TIME! 


Fiberglass Awnings 


Sealed In 
- 


rolor* 
( an 
\ 
I v / 7 ~ i ') 


peel 
vot ehlp. 


ar 
erark 


Can 
he 
« a ili 


id easily 


KIRSCH 
DRAPERY RODS 


R ulK by the leader In the huaineas. 
Smooth a* allh 
HUNTER 
ALUM INUM 
Storm Windows 


Sliding 
R elf-Ntorlng 


Cnnbtnallnn Htndnwa W ith S rrc tn t 


Storm Doors 


f a r 
Mummer 
and 
W inter 


Kualproof 
Hhrtnkpronf. 
and 


W arpproaf 


John E. Sharp & Co. 


V en e tian 
Blind 
la u n d ry 


401 
N. M echanic 
Shone 4177 


Write 
Box 
144. 
< orriganvUle, 


STENOGRAPHER 


TO WOR K WITH 


PR OFESSIONAL GROUP 


W RITE 


THE R ALPH M. PAR SONS COMPANY 


BRADDOCK HilGHTS, MARYLAND 


' .it 
a 
a 
i w 
n 
i H 
i 


‘Mammoth’ Card Parly 
Being Planned Here 


A public card p a rly that. 
' 
ing to it» sfxiiLsors. can only be com soiv *! 
described as "m am m o th ” i.» in thc F“ "* V.*,' 
’ 
. 
, 
^ '(H it 
W r 
. 


early stages of planning but its i»„ug Air 
date has been set for Thursday, 
. . . 
. . . 
Eaatm Kiid 
Ja n u a ry 29. at the A ll ( , han Shrine Katmi Mfg 
Country Club, starting at 8 p. m 
Sponsored by the W ester« M ary-U;*« Fd* '! 
land 
Bridge 
Association 
for 
the 
Mire . 


. 
.. 
. . . 
. 
¡(¡«Midrich 
benefit 
of 
the 
A llegany C ounty ¡(¡„.«lyi^ ... 
H eart A.s.sociation. the party 
the am bition» goal of raising $UHM). jim n T)!-. 
John A. M ot^ rlv, suj>erintendent •'** t 4 f 
. . . 
. 
Inlsl I'epi 
of M em orial Hospital, is chairm an i,i ( m u 
of the affair. 
Patrons m ay play any gam e they „ 
■ . 
, . 
• 
Jilee— if enough people can be found D O lillT lO f ® L lV B S tO C K 


to organize a gam e. There w ill b e “ 
B A L T IM O R E . 
Ja n . 
12 


bridge 
fdupHcate 
and 
contract).j 
holdover* 200, 
Five 
Hundred. 
Sam ba, 
Ganasta, i 
f,28-j43* lb. slaugh- 
G in R um m y, H earts and Casi no— 
sU*erg 
23.00-28 00, 
including 


with prizes in all categories. There, 
load latter weight at 25 00. 


m ay be tables even set aside for 
29 00-25 and part load 
checkers 
and 
chess 
and 
“ W hat 
1274 lbs. 30.50, few 
have y o u ?" 
| utility and rom rnereial around 875- 
A m eeting this week wiH com-; ,(,50 
«jeer» 18 50-21 50. few sm all 


plete plans for the w in te rs 
r^^'Hy ¡ 
good heifer* scaling up to 1100 


m am m oth” card party, according p,, 
19 («-2 2 00, canner and cutter 


to C hairm an M oberly. 
heifers 13 00-16 00, utility and eom- 
m ereial 
17 00- 19.50, 
com m ercial 


cows m ainly 18 00-20 00, including 
part load m ixed utility and com- 


Benjam in F . Kam ens, W ashing-! 
^o 18 25. utility cows most- 
ton and 14-e Apartm ents. South Lee ly 1« 
»8 00. canner* end cutter* 
Street, w as adm itted to M em orial "'a "> ‘y I2 0CVI5OO, sume mixed eut- 
s u r g i c a L u t i l i t y 16 00 and odd shelly 


K a m e n s H o s p it a liz e d 


Officer Bitten By 
Dog As He Rescues 
Young Girl 


A 12-year-old girl attacked Su iv 


d ay by a stray dog escaped In­ 
ju ry hut an officer who went to 
her aid was bitten on the right 
hand. 
Diane T aylo r, daughter of M r. 


and M r*. Casper R . T aylo r, La- 
Hospital 
Sunday 
as 
a 
„ ...................................................... 
. i. *x. 1 , 
„»lien t. M r. K a m rn . h . . born 
ro n .irr, 
lo lOCW, 
rrnall 
b .tlV A lr, w „ 
uprm by Ih f .n im .l 
„(ficlA l 
thr 
Khnc 
Kurnitiir- ' 
yr-'rlinB 
b rrf bull. 
2 5 .15. ¡•"'unday .bou t 3 55 p. m, » .h * 
eom m ereial 
s.iusape 
bulls 
21 0 
0 
at the entrance of the R os- 
23 fKi, 
u iilily 
17.00 19 00, 
p a c k a g e eribaum store on Baltim ore Street. 
AnMiNisTR ATR ix N0 1 H K 
gf»od 666 lb. siockcr steers 
26 0ij. jThe dog grabbed her coat, 
which 


T H IS IS TO G IV E N oTK E . 
I hat the 
medium and 
good 
4.50-1049 
lb, ¡w as badly torn, but did 
not harm 


■uba« rll>er has obtained from the Orphan* ’ -jujAi-p,. « 1*4! fn pH p r k te e r* » n ri stn e k U h e g ir l, 
fourt of Alleeanv < ouatv, Maryland, letters 
« '« « 'K e r 
S te e r* a n o SIOCK uit 
K in . 


Com pany for a num ber of years. 


of Adm inistration on the estate of 
H o i a | C a I v e s 21 75 1?5 00, most good 779 


E lle n 
Bohon, 
1st« 
of 
Allegany 
( b u n ly . ig jp 
24 00-25 Of J. 


Maryland, dereaaed 
All peiaona having, 
¡ 
j 
. 


.Ia lin a 
against 
the de.eased 
ar# 
he.et.y | 
( alvCS 
300. 
individual 
prim e 


* 
O fficer 
Ja m e s 
W . 
Brow n 
at­ 
tracted to the scene, caught the 
dog but in subduing him w as bit- 
lof 
choice ten on the hand. 
He took the ani- 
warned 
to 
exhibit 
tha 
sam e, 
with 
I * '', ve.*iler tO 
39 00, 
tl UCk 


Iubín7i^r‘'’« n 'tr'’ iiV ri¡‘Thr^^ 
P»‘»n** vealer to 39 00. truck m al t o a room at C ity Ja il. 


June. 1951 
ihey may otherwiaa by law | lot 
choice 
aiid 
prim e .18 50, few ! 
Yesterday, 
the dog 
was 
tura- 


“ . . " ‘■'“".'i '¿ " . V . ''. ': . '; ™ . '’! * ; ! '. . " ? . ''''“’''-'* «'>«' 'b 
P'-“""- 32"0-M 00.|.’d uvur I« P e lc r P . K .rr.to , hu- 


Indebted to 
said eatate 
ara requaatad io| U tility and com m ercial 
16 00-26 00, “ m aiie officer, 
for test* to 
deter- 
maka immadiaia p »»'"'"' 
10 fJO-lO 00. 
mine if it has rabtes. 


EHvefi unfler my hend thii Itth. dey m 
i*. 
Datamber. 1952 
**^8 « 
choice 
170-240 
lb 


ANNA M A K W A N D i.ESS. 
j bar TOWS and gilts 19 75-20 00, scat- 


n rm a 'ilL T d d u * ;« . R out. Ne l . , l» ’re d lots N o i A 2 around 19.V215 


Adv 
t umbel land. Md 
N Dee 23 30 Ja n « 13 


Display Classified 


5 Pd. Glass Sand Corp. 
Strike Is Ended 


Dependable Quality 
Potaloae Always 
Low Fric«t On 'B' Six« 
And Others 
MAGirs sutf* ftun MAticn 


At 
Lover's L»ap 
EGGS 


I . A K G F G r a d e " A ” ( o u n trjr 


(u a rn n te e d fre sh 


Dozen 59c . . . 3 doz. n . 6 9 
HAMS 


Swift’s Premium 
lb. 57c 


R lAOY-TO-fAT— t- lS a v * , lb 
41«— l i lb* 
and e»#t 
lb 


lb 


SflECT, can 


I 


41 — Professional Services 
n-State Detective 


NtgR t 
W ateh-aa ane R auoi acvvie* 
AU 
Typê 
(«eastleatM/« 
24 
Homn 
ÍM Ut 
R booa n e i 
Sl« U B E R T V n t UR I 


43— Piano Tuning 


Piono Tuning and R eooinng 


L a u r e n e » G r i f i t t h 
P ^ o n » 
i4 4 i 


k-nartegj) «oeirty of Piar.i 
fune. 
Tecbaii-ian member 
Baby (.rand fur aal« 
St-'Ciari tiureiana 
sbboiMmrri* 
miy 
«(Mta-w t'i 5| 


C A N 
8 F L L 
Y O U K 
P R O P E R T Y 


O P T E A N N A N 
P H O N E S6I » 


5 KridM hungalovk. lire proof aluminum 
viding 
Hath 
in.ompiete 
$2.V»<i 
M. 
Mullen 
High* ay, 
Hawtinga 
Phone 
: 
H4'| W 12 


K ) K I 
AHHIIV 
Sine 
R oom 
atufro over 
tile Home 
Hot water heat 
Phone Ft 
Axhbv 
24)1, 
morningk 


1 
R (M»M 
Hot •vK. 
trame, 
over 
2 »ar 
gaiage 
hui't in 
ki(< hen 
. abinet xink. 
»ater and ele.tiK 
Price $17W 
Phone 
r iintvtoi'*- 2424 


k lt<e»m bouse, 
siaoo 
Phone 5257 M 


-Plumbing, Service 


E F I I.F H ’S 
Guaranteed 
Plumbing, 
Heal 
tng 
Best quality 
Matenals. 
Worgman 
ship 
Jooa 
financed 
Cat im atea 
fra«' 
«44« Fiedmont. W 
Va 


46 — Rodios, Service 


HI-:Sf»l':R M)N 
A VF , 
Inrorna 
prop 
ertv 
store room 
and 
4 
apartments 
Monthlv rental* $155 Brit k . unatrui tion 
lilt 24 1x124 
MVM 
Irving .Mitlenaon, 
•47 


”" ( (»M M EH I lAI 
Hir$ 
fronting ltd ft 
on Mi Mullen H igh»ay In 
«■ It V iirriita, kuitable for u*ed < ar lot or 
' other «ommer. iai use 
Pri. e $211*1 
' 
t.araru* and Treibai 
Phone 327« 


USED TRUCKS 


19 SI Inttrnotional 
1 ton »ith stake body, duel 
tire*. 4 (peed tranxmUslon 


194f W illyt Pickup 
Heavy Duty with Cattle R arks 


I9 S0 International 
*4 ton 
pickup. 


1935 Internotionol 
] ton 
Exretlrnt eonditioa. 


1945 Intcrnationol 
3 ton KB8-1 iofif « Btsl basa. 
3 speed sx<s 


Inttrnotional 
.5lodei KBB-12 trsrtor. 2-tp«ed 
axie, 8tn ahssl, saddit U n at, 
10 00 tire* 


1946 Cbevrolct 
l ‘ i ton vu h ttaxt body. 


1949 Internetionol 
*4 ton witb pnr.ei body. 


5 ib» 


3 
ik* 


59c 
35c 
79c 
$1.00 
$1.00 


HAMS 
HAMS — SWIFTS BR IMIUM SHANkllSS FICNiCS . ......... .. ... 
OYSTER S — FSiSH —- STANDAiO, can .............. 
69c 
SALT FISH — TASTY lA k I HfBIINO 
. . . . 
,. 
. . . 
......... 


SAUSAGE — FR ISH COUNTR Y AU FOR K — 3Vc IB 
......... 


BEEF, Choice for Boiling or Stew, lb. 29 c............4 lbs. $1.00 
BR AINS, fresh 
5 - - S1.00 
Bacen Sugar Cured 
3 '^*$1.00 Oleo laaw Ouaan . 
. 
. 
5 “b. $1.00 
Bacen Ends & Pieces 4 '“>• $1.00 Butter Beans T.v;' 8 
$1.00 
SI.00 Grapefruit r r .l. 
5» $1.00 


lbs, to city butrhor 20 25, 240-260 


19 fK), fpw o v fr .Wl lbs. 17 25 riown, 
* 
. , 
. 
.i. 
« 
. 
120-140 lbs. 17 25-IS25. MO 100 Itij 
* 
'ÎT 
j i 
Iho 
Pfnnsylv40l4 
I5.VM 9 25: 
.o w , 
undrr 
l(»l 
|h, 
Corporation .1 B o rk y. 
1 5«) lo m o ,lly 15 50. 100 I -21 lb, 
S » ™ « " ' » . V ... w . . c . l W 
M .50.15 .50. over 450 lb. M 50 down 
" " Saturday 
»(^ ;n - « n 
by 
th. 


S h ..p 50: 
I 
,<»,1 
"'brnt-bra or Ih- C IO O la ... Cera- 


. h o ir- «5 lb. w o o l- d la m b , 24 00. ™ 'b a n d S ilic a S a n d W o r k c r i a t 4 


lb - 
to p 
,,n o tâ t,.,n. 
odd 
c u ll 
p , '" ' b t m * a t th e W ;..h in ,t o n H o t t l 


rh o u - 
- W - , 4 00-7 M . 
t.,p r , u o t i . | ‘ " ’ f“' 
» b f ‘ V ir g in ia c o m m u n ,ly . 
turn c o „ ,.d c r - d to la- a ro u n d 
S 00. 
“» b c o rd m g U, f r a n k W ä c h t e r , 
. . c 


rH a ry of the company. 
W ächter said the com pany has 


Ijpfii notified the strike called Ja n ­ 
uary 5, has been railed off 
and 
( H K Af»0, Ja n . 12 'J ' - A R olling 
vvttrkors repurled lo work yes- 


Miuall swept over 
grains Lite in j^rday, 
W ächter said no further 


the M h.sion toflay, wiping oui har-l 
have been scheduled 
lier g.iins and dumping all corn 
f^,. j,, 
k„evy. 
(..ritracLs iriUi new low ground for 
The strike was started after the 


the si’bson. 
muon claim ed it had been unable 
(.losing prîtes 
p, reach an agreem ent with tha 


JuTy'a (2 ji 
i w . * 
* 
com pany on wages and other worlt- 
( oMN 
Mar.h ihi'odi 
5i#y 1 «35» <4; mg condilionb. There are 220 work- 


’ o V / s ' M . , r a ' ' ' : ; r . o ' M ; ; , . s . , , u .i, '-r» mvolv-d. Enoch R, Ruat. ,n- 
71-4 '* 
septeiriiu-, 79 
lem ational 
representative of th« 
I los H. July 
,g handling the situation for 


C h ic a g o B o a r d O f T r a d e 


H V r 
MsMh 1 75'r». 
Xtkv 


1 82 «I « 
Se;Hein)>ei 
I $:i i 
M lY H E A N * 
Jknuarv 
2 875, gg, 
M airb Ihtf WOf kerx. 


2 9<i<, I-,. May 2'*<i ,. Ju h 2 89, SeiHemtiei 
2 7'»' 
I.AR D 
Janukiv 9 17. M kiib 
II) 17. Julv 
1<I 55, Hep(ibi,,l,«'( 1(1 , 


( ASO w n r A f 
Nr.rw 
( rrrii 
No 
2 >el 
Uiw 
1 »>2 «2 4 
N« 
i. 
I W52-4 
Su 
4 
I4 9 i , 5 r . . 
.No 
5 
145'.; 
samplr gtaiie 
1 475. ’>' «' 5 
Nii 
1 »hite 2 09', (!*(* No 
1 
»)llle '*} 91 


ftkiiey 
iiuDtinai 
.5i*iii(ig 
I 15 81 
leed 
tim o K * a iid 
O h io R a ilr o a d 
a lo n g 
1 25 45 
rieid 
*er,f 
peí 
huti«lie<l»elght 
('.-..«i. 
.-Utoff W aS C leat- 
noi.nrikl 
l*»eel 
, ovei 
9 18( 7'. 
red 
(o,, 
I all* I OllS Ul * eX tU lO U w a s v í r a i 


.(i (*I 19 m alkike 28 5b 29 "W, timiKhy 13 
«O 13 5<). (, d clovei 
28.0 29 511 
S..5»(«.knk 
No 
I 
vello» 2 81*4 
lllinoik oiigin li- .k 


cMuntiv 
»(kiKín 


«•> B & O T ro c k Is C le a r e d 


A ft e r 3 C a r t D e ra il 


Till westtxiund track of the Bal- 


Small 
■rilcss 


ENTER PR ISE 
rEUIVISÎON 
-o 
„ 
a- 
, 
•eie» * Servie* '48— Rooting, Soouting 
«flaeaia 
’ 
. 


i 0*u k 
MEW R tfijFTNO o u r r m m o o n d d r t o r h 
iSe*n«fbM«M 
Stromb*r§ Cmntom 
„ 
- 
llbbiie r V 
Tetur tUmiobM« Uueskvor* I 
igetei Wars ell types 
I'M N. CcBUe «A 
Pboaa 3S33 S i yr«. Exp. 


R oof Fein ttn « 


ALIA aCiiUTK. 
CitiJ 33M 


Liver - 
Wieners 
Lard Furs, Mb Fk«* 


Milk 
.. 


ib S9 ( 
3 lb» 


2 '^* $1 .0 0 


6 >^ $1 .0 0 
7» .$1,00 


Grapefruit 
Orce Fleur 
Fleur 
Petatees 


Filltbury’t letf 


With 4(k Ceupen* 


U S targe 
30-ib. tog — $} 39 


8 


15 


25 
$1 *69 
25 
$1«99 
pk 69c 


N . Y. E g g s A n d B u tte r 


P r n c ' 


OPEN 
EVENINGS 


t1 N. Front St. 


OPEN 
SUNDAYS 


316 Boltimor« Ave 


fd 
by 
m aintfnance 
crew * early 


yesterday 
morning 
after 
thre« 


em pty 
coal 
hdpjR -rs of 
a 
west- 


ixiund fi( ight derailed alxiut 8 30 
p. rn. Sunday. 
Due to the w reck, the National 


N K W Y fiH K . Ja n 
12 *4* Price 
Lim ited 
was 
rerouted 
through 
were unch.ingf-d in the wholefiide Cum berland <»n it* w ay west, 
egg n ia rk it fod.i.v 


hgg 24 U22 sp lily 
P o sitio n O f T r e o s u r v 


New York sijtti (juot.ition.s, b,i (*d 


largely on ext hange irading, fol- 
W A h H IN ti'l'D N , Ja n . 12 
— The 
low 
Position ot the Treasu ry for Ja n . 
N earbv 
White*» 
l*,xtra 
faiic> 8. 


lieav> A eighth 53, medium;, 
4i> pul- 
Net 
budget 
reeeipLs 
1185.120.- 
lets 4.1 
681 25. 
budget expenditures 1233,- 
H iow ic 
K x tja 
faiicy 
heavy- 927,464 9 4. 
ca&h 
balance 
$5,327,- 


weight 
r»2 
rnediunih 48'-^ 
pullct.s i>89 295 43. 
eu.stom.s 
receipts 
for 


43 
month 
$12 229 176 51, 
budget 
re- 
Hutter 678 948 
easy, 
leipt.s fiscal year Ju ly 1. $28.022,- 
W holesale 
pneei. on 
bulk 
car- 338 I6ij 47, budget expenditures fis- 


Uin.h 
eal year 137.920.987.962 60, budget 
C reafnery, higher than 92 score d efin t $9 898 619.796 13; total debt 


<AA' 
fip' h 
«7‘ i 69 'z 
ceiith, 
92 $267,329 934 661 60; 
increase 
over 


hcore *Ai frchh 66’ «, ‘to 
core 
B “ previous» da.v S I 7182,716 29; gold Ex- 


Irchh fi6, 89 score <Cf fresh 65. 
id s 123,136,544,738 91. 


Phone 4600 for o W ANT AD Taker 
THE 
CUMBERLAND NEWS. 
CUMBERLAND. 
MD., TUESDAY, JA N U A RY 
13, 
1953 
THIRTEEN 


Cumberland REALTORS, members of the 
CUMBERLAND RFA! ESTATE BOARD 


and the National Association of Real Estate Boards . . . 


Invite You to Investigate the REALTOR-Listed Properties Below 


- 
s 
m 
r f w 
z n u 
j 
x 
T . ---------- 


B A L T I M O R E P I K E L O C A T I O N 


14 A cre* of Land and a 6 Room B rick 
Sem i Bungalow. 
N ice ly 
situated 
on 
a 
slight elevation some distance back of the 
H ighw ay m aking a v e ry desirable location 
and 
one 
of 
the 
Baltim ore 
P ik e '* 
most 
attractive settings 
The frontage of this 
property 
is 
wide 
and quite valuable as a business location 
and it also provides at least one other 
good dwelling site facing the highway. 
Located 
about 
2 
m iles 
beyond 
(Tty 
Lim its on right going L a s t near M inke’s 
and just beyond Broadw ater* new dining 
room and the ISaao Service Station nest 
door. 
P ric e for all, acreage k dwelling $13,500. 
ROBERT 


R ealtor 


Display Classified 


Personal Says: "Ye*!" 
$30 For 30 Days 
TOTAL C O ST 90c 
Personal Finance Co. 


Phone 721 
201 lib e rty Trust 


A D M IN IS T R A T R IX 
N O TH IC 


w 


G O O D S T O R A G E O R R E P A I R 


S H O P 


Situated in the rear of 132 Polk St 
is this w ell built 2 story brick bldg , 
su e 32x40 and having both wood and 
concrete 
on 
first 
floor, 
second 
floor 
supported by steel beam s, 
also steel 
beam s supporting drive in doors, 
Sa n i­ 
tary 
toilet 
All 
in 
good 
condition. 
Suitable for storage, auto or furniture 
rep air shop or as a shop and dwelling 
apartm ent 
The price is less than Vs 
of cost of replacem ent 
S m a ll down 
paym ent, 
balance 
like 
rent. 
Owner 
retiring 


GLENN 
WATSON 
& SONS 


IM B U S A N C B A R E A L T O R S 
213 V irgin ia Ave. 
Phone J U [ 


813 ASHLAND AVENUE 


YOUNG 
Phone 4070 


L O W - P R I C E D 
P R O P E R T I E S ~ 


108-110-112-114 Columbia Street. 
Row houses each with six rooms, 
bath, small basement. Long lots. 
Situated 
in 
ve ry 
desirable 
residential 


Central location. Brick and frame 
Modern brick bungalow contam- 


r o n s t r u r t in n 
P r i c e » 
V K I c c h 
I ,n* 
liv,ng 
r,K)m’ 
din,n* 
room - 
kite had, 
C nsirucuon. I lice So.OOO eden, 
[three 
bedrooms 
and 
la rg | 
paneled 
den 
407 
E a t f t 
Oldtown 
Road. 
Fram e W ith wood burning fire place 
Tw o com 


dwelling with five rooms, toilet, 
o ™ ' S 
T 
J 
S 
' * « . 
Immediate posses- copper piping and fu lly insulated 
Large 
beautifully landscaped corner lot 78’ x 155* 
with 
rock 
garden 
and 
patio. 
P ric e 
on 
application. 


HOME AND BUSINESS 


Thin 
property 
contains 
store 
room 
on 
street 
Irs el 
and 
eight 
rooms 
and 
bath 
above 
Hot 
w ater 
heating 
plans 
Being 
located at No 
927 Fred erick Street, lust J 
opposite school, owner should do a 
nice 
business 
Good residential area. To close j 
an estate, $7,000. 
THREE APARTMENTS 


This 
property 
situated 
No 
314 
North 
W a v e rly 
T e rra ce 
contains 
three 
apart , 
merits, each 
w ith private 
bath. 
Hot 
air j 
heat 
Good rental income and a rare bar 
gain at $5,750. 


D 
P MILLER CO 


Insurance and R eal 
Esta te 


No, I N. L ib e rty st 
Phone 433 


New Maytag 
$129.95 
Cumberland 
M aytag 
11-35 
N 
M s d io n k 
N 


k k s in 
1*79 


March Of Dimes 
Seeks Volunteers 


T H IS IS T O G IV E N O T IC E . That the 
subscriber has obtained from the Orphans' 
lo u rt of A llegany County, M at viand, letters 
I of Adm inistration on the estate ( I M arvin 
I Pau l 
Hohon, 
late 
of 
Allegany 
County. 
;M a iy U n d . 
deceased 
All 
poisons having 
claim * 
against the 
deceased 
are 
hereby 
w arned 
to 
exhibit 
the 
sam e, 
with 
the 
voucher* thereof duly authenticated, to the 
. 
„ 
, 
, 
, 
»» 
. 
subs* lib e r on or before the 
19th day of 
^ 
^ 
additional March Iii 


Ju n e , 1983 
They m ay otherwise by law Dimes volunteers W a s issued Sat- 


eatat#C,U a!u 
persons'1 knowing °them a*re*« j u r d «.v by Winfield Adam. Allegany 
indebted to said estate are requested to county campaign director, 
m ake im m ediate paym ent 
G iven under m y hand this I St tv. day of 
D ecem ber, 1952 


Adv.- 


ANNA MAF WANDLESS. 
Administratrix, 
Bow m ans Addition. Rout* No 3 
t um bel land. 
Md 
N Dec 
23 30 Ja n 
8 13 


K X K C t'T O R H ' N O T IC E 


hot air furnace 
sion. Needs some repairs. Nice lot. 
In 
business 
zone 
opposite 
St. 


M ary’s Church. Price $3,000. 


THE J. H. HOLZSHU CO. 


IN S U R A N C E - R E A L T O R S 
B O N D IN G 


21 So. Centre St. 
Phone 458 


W IEBEL and WORKMEISTER 


R E A L K S T A T E 
IN S U R A N C E 
115% fre d e ric k St,, Phone 3453 


FOR SALE 


Car Owners Read Thiel 


CHH $50 re $300 quickly en yow eof 
lf you owe now 
ae' o 2nd U o o g a f* 
Auto loon up to $300 without ••tinon 
cinq 
Moo in O' ohono 
Aetna Finance Co. 


4* N 
C IN l i t 
51 
CMONt 
3293 
" 
ad* > — 
ar 


C U M B E R L A N D ST ., B ric k dw elling with 
4 rooms, bath, on 1st I loci, 5 rooms, bath i 
on 2nd floor. 6 room*, bath, on 3rd Hoot, 
new steam furnace, ga* fired, private en ; 
trances, 
property in 
excellent condition, 
good incom e and home com bined 


Price on application 


D E C A T U R 
S T ., 
B rick , 
containing 
IO 
rooms, 
hallw ays. 
5 
room* 
on 
let floor. 
5 rooms 
on 2nd 
floor, baths, hot w ater 
furnace, 
ga* 
flied , 
arranged 
for em ail 
apartm ents, 2 garage*, nice level lot, bual 
ness location, and home com bined. 


Price on application 


• 
INSIST ON 
• 
GENUINE FORD PARTS 


ST. GEORGE MOTOR CO. 


* Y our 
frie n d ly Ford Oma im ' 


G eorge S t 
C w m b«rlo*d 
fk o ii* k l 


T H IS 
IS TO G IV E N O T IC E . That the 
subset there have 
obtained from 
the 
o i 
Phans' Court of 
Allegany County, 
M a iv 
land, letter* Testam entary on the eatate 
of 
Ben jam in 
W 
R ice 
late 
of 
Allegany 
[t nun!v. M arylan d , deceased 
All person* 
having 
claim * 
against the deceived 
are 
I hereby w arned to exhibit the kame. with 
the vouchers thereof duly authenticated, to 
the aubacriber on or before the l»th day of 
Ju n e , 
1953 
They m ay otherwise bv law 
be excluded from all benefit of the said 
eatate 
Ail 
person* 
knowing 
them selves 
indebted to said eatate ar# requested to 
m ake Im m ediate paym ent 
G ive n under our hand this 19th day of 
Decem ber. 1952 


F A H L T. 
M A N G E S 
T H O M A * N. 
B E R R Y . 
Executors. 
L aw Building. 
Cum berland. Md 
Adv 
N Dec 
23 30 Ja n 
9 13 


Market Continues Reaction 
Phase With Slight Decline 


N K W YO RK . J , kn. 12 'JV The stock market continued its reaction 
jhase today with a moderate decline. 
The Associated Press average of 60 stocks lost 80 cent* and closed 


it $113 30 with the industrial component off $140, railroads off 80 
cnts, and utilities off 20 cents. 
New York CentraJ was the day’* most active issue up V* at 25‘4. 
It was followed by Rcnguet C on-*- 
-------- 
— 
-------—■ 
solvated Mining up ’a at 134, Gen- 
a a 
■ 


Oakland Paper 
Blasts Bread 
Truck Pickets 


O A KLAN D — The Oakland Re- 


"During the month of Jan uary at 42-V Bethlehem Steel 4 at M N publican 
editorially 
has 
rapped 


we must enlist every possible per- Chrysler 7* 
at OO3*, Goodrich 2 at Cumberland bakery drivers for pic- 
son in our fund-raising drive.” he 76 and 
United Aircraft I at 36 
kiting in Garrett County in effort# 
said. "W e must give every citizen 
Higher 
stocks 
included 
Cities to enforce the n o - d e liv e r y of bread 


of Allegany County an opportunity Service up 
T* at 92N, American on Wednesday by four Allegany 
to contribute We do not know w hat; Woolen '« 
at 264 
Douglas 
Air- County bakeries. 


4 at 6534 and Armour A Co. 


“ The 
response to our request 


for volunteers this month was very 
[good," Mr, Adam said. " If this 
were an ordinary year in the fight 
against polio, the number now at 
work might have proved sufficer^ 


erai Motors off 14 at 654- The 
Milwaukee Road up N at 214. 
and Southern Co, off 4 at 16. 
, 
l,owor stocks included Standard 
However, this is not an tfrdinary ~ 
, . 
,, ,. 
. 
^ 
......... X ,..... y, 
,x........ .. 
Oil 
N J 
off 14 at 754. Texas ( o. 
year for your March of Dimes, 


Mr. Adam pointed out that the 


epidemics of 1952 hit an all time 
high 
in incidence, and that the 


March of Dimes suffered a cor* 
! responding^ heavy blow. 


4 at 55. Atlantic Coast Line Rail­ 
road 14 at 114. Southern Railway 
I at 77 4, American Telephone 4 
at 160. duPont 24 at 94. General 
Electric 14 
at 69, International 


Paper 4 at 534. U. S 
Steel 4 


Display Classified 


the polio score may be this year; craft 3 
but it is noted grim ly on tho record 4 at ll. 
that more people suffered from 
polio during the past five years 
than in the previous 20 years com- N e w Y o r k S t o c k s 


= jb in e d " 
N E W 


124 
J. L. 


Bedford St. 
HOWSARE 


Phone 


Mr. Adam said. Among them 
an An Redn 


swenng phones, addressing March 'J* , ‘ 0,r>P 


4142 


For R ent 


We have a desirable West Side 


home for rent to responsible party. 


Also fi\e apartments vacant. 


"see PERRIN about it" 


P e rrin Bldg 
on Pershing St. 
Phone 422 


803 PIEDMONT AVE. 
MODERN SEMI-BUNGALOW 


Here I* one of those ch arm ing sm all 
homes situated in the popular R oed er’i 
Addition 
section, 
overlooking 
Holland 
Street 
A ttractive brick 
design, con­ 
taining 3 rooms on tat floor; 2 bed 
room* and bath on 2nd floor 
B rick 
garage attal bed 
Fu ll basem en! 
ga* 
hot 
w ater 
furnace, 
beautiful 
Maple 
floors, storm window*, copper screen* 
Ju s t the home you've been looking for. 
< all today. 
P ric e $12,000 


M. D. 


R E A L T O R S 
Phone 18% 


REINHART 


* 
AGENCY 
IN S U R A N C E 
L ib e rty Trust Bldg 


T IM E FO R A C H A N G O - if you 
are tired of buying rent receipts.! 


We ofter W est Side home, 840 G ephart 
D rive, seven room two *lory dw elling in 
excellent 
condition 
Flrat 
floor 
Fro n t j 
porch, vestibule, 
living-room 
with 
fire 
place, 
dining room , 
kitchen 
w ith 
b u iltin 
cabinets, powder loom 
Second floor. H a ll.! 
four 
bed rooms, 
modern 
bath, 
insulated, 
w eather stripped 
and 
screened, 
full 
con 
crete 
basem ent 
with 
out side 
entrance 
oil 
fu rnace, 
steam 
heat, 
lot 
40 x 
120 
P riced low to sell, $8500 00 
Please do not 
disturb tenant 
to inspect, contact 


CARL F. SCHMUTZ 


IN S U R A N C E 
R E A L E S T A T E 


C om er B altim o re A South Lib erty street* 


2nd floor — Rhone 1180 


EGGS fres h fro m 
HAPPY HILLS 
FARMS 


* 1 . 4 2 
t n o r . SMALL 
medium $1.69; large $1.89 
No. I Potatoes . . .. 79c per peck 
No. 2 Potatoes . . . . 49c per peck 


HAPPY HILLS FARM RESTAURANT 


221 S A LT IM O SE 
A Y I. 
C U M B tR l AN O 


Am 
A tli 
.. 
Ain Can 
.. 
Am C Fd 
Am C yan 
.. 
Am G A P. 


lot of good folks to help do 4m 
Rdr 
• • ii;,,T I Am Sm elt 
w e ti A TT 


Am 
Toh 
Am 
Viscose 
Am W W k* 


collectors and distribution of cam ­ 
paign placards and posters. 
"There’s a lot of work and we 


need a 
I it,” chairman Adam said 


try to fit the job to your available 


I time. So I urge Allegany Countian* 


to phone or stop at the Central Anaconda 


I Y M C A. and sign on for a 


while cause.” 


F O R 
S A IF . 
lo c a te d 212 ( ecelia Street t* this modern 
concrete 
block 
dwelling 
lontaining 
eight 
rooms 
and 
two 
baths, 
heated 
bv 
coal 
flied hot a ir furnace with register in each 
room 
Lot 30x100. M oderately priced. Pos­ 
session within thirty day*. 


F O R 
S A L E 
Located on M ill Street, L aV ale. is this 
modern duplex heated by hot w ater, gas 
fired, and with two ca r garage. 


F O R 
S A L E 
Located 215 S. Lee S t ie d is this modem 
Brick dwelling heated bv hot w ater coal 
fired furnace 
G arag e for one car. Inspec­ 
tion by appointm ent and price upon ap­ 
plication. 
Possession 
within 
th irty 
days. 
JAM ES W. BEACHAM 


R E A L E S T A T E - IN S U R A N C E 
JOO s. Centre St 
Cum berland. Md 
Even in g 
Phone 
2778-J 
Phone 
38441 


Do you want to sell 


your property ? 


If so. let me list it. It it can 


be sold, I can sell it. There is 


no charge 
unless a sale 
is 


made. 


HARRY B 
SIMPSON 


R E A L T O R - IN S U R A N C E 


113 Frederick B L 
'Phone# 832 end 2994 W 


LA VALE 


The 
lovely 
new 2 story 8 room 
cem ent 
finished dw elling along National H ighw ay, 
opposite (a s h V alle y Road 
This property 
must 
be 
seen 
to 
be 
fu lly 
appreciated 
Owner built sam e for hi* own home and 
is most com plete, modern and represent* 
the v e ry best of construction 
Thta prop 
erty n atu rally represents a heavy Invest 
men! but owner is w illing lo sell (due to 
locating in another r ity ) at less than coat 
Bu ild e r 
spent 
considerable 
tim e 
and 
ef 
fort 
In 
purchasing the best 
m aterial 
at 
the lowest figure* and taking 
advantage 
of e ve ry discount Lib eral financing can be 
arranged 
and 
early 
possession 
of 
the 
property can be given the purchaser. 


ROBERT 


Realtor 


HOME OWNERS SPECIALS 


January Price* Reduced on all ln»tallation$/ 


• ROCK WOOL INSULATIO N 
• ROOFING 
• A L U M IN U M SID IN G 
• INSELBRIC SIDING 
• KEYSTONE A L U M IN U M W IN D O W S I DOORS 
• KOOL VENT A L U M IN U M A W N IN G S 


No Dow n Paym ent! 
3-Year* to P a y J 
WELCH INSULATION CO. 


FO R T A SH BY . W. VA. 
PH O N E FT. A SH BY 21 HI 


worth- 
*** 
Arm our 
Al A 
SI 
AVCO 
M ig 
R and O 
Hand tx 
Beth 
XII 
. 
Hoe 
A lrp 
Borg W a in 
Budd 
t o 
('elan 
r and ( I . 


A public card party that, accord- ‘ h.r>Y 
r 
r 
* 
, 
I id 
G a* 
mg to it* sponsors, can only be:com sot# 
described as "m am m oth” is in the J'""1 <*‘l 


. 
i- 
. 
Curt 
W i 
early stages of planning but its m,,,, *lr 
date has been set for Thursday,, 
January 29. at the AH Chan Shrine 
Eaton Mfg 


Country Club, starting at 8 


‘Mammoth’ Card Parly 
Being Planned Here 


Eire *! 
lien 
lie n 
Id s 


land 
Bridge 
Association for the 
M,7# 
J 
. 
. . . 
, , 
Goodrich 
benefit 
of 
the 
Allegany 
County 


p. 
rn . 


Sponsored by the Wester* Mary- 


Heart Association, the party 
the ambitious goal of raising $1000 


hun ! tlrei Ii A 
Mere Pow d 
Int N t a*. 


H K , Jan. 
12 tIP 
vStook 


c lo s e : 
18 
Keno Cop 
78% 
.. 
4H 
Krug f i 
38% 
Y4H 
I. (I F GI 
41 
M artin 
G I 
15% 
.. 14** 
Monsanto ch 
81 1 4 
35>% 
M W a d 
82' 4 
.. lh 
Nat 
Bl* 
33<* 
U U 
Na! 
Ill* 
22% 
h7>, 
Nut 
SII 
50% 
.. M S 
N Y 
Cen 
24% 
<1 >4 
Nm ! W **n 
51% 
tho 
Nor Am Av 
l« % 
MMI 
Ohio o il 
33% 
M U 
Owens III G I 
78 
'• I 
P a rk 
M tr* 
3% 
42'. 
f a n A W A 
8 % 
41 <» 
I'a ram t 
27% 
ll 
Ca 
HH 
22% 
I IHM * 
Chel I Hid 
38% 
7<» 
Chil M orris 
48% 
. 
28 '4 
Clym 
o il 
30' a 
58% 
Coml Crk C 
44% 
.. 54** 
Cullm an 
42'4 
C ur OII 
81% 
.. 781* 
Had • tp 
27% 
.. IS H 
Hep 
SU 
,. 
4h% 
.. 17 
hrs 
Ro# 
. . . . 
38% 
. 
ase* 
Hor' V ai- 
. . . . 
38 
.. 8114 
Son 
P a r 
. . . . 
44% 
.. 14% 
Sou 
H w y 
.. . 
78% 
. 
21% 
Sper t i p 
.. 
40% 
ho 
St* 
Hr 
2714 
.. 
8% 
S O Iud 
. .. 
78% 
85% 
» O N J 
75% 
85% 
Studebaker 
3814 
45% 
Tldew Oil 
22% 
45% 
Tlm k 
lib 
43% 
71% 
Tw ent t ent 
14 
. 
88 
Un I irhtd e 
71 
52% 
Un 
A lrr 
38% 
85 % 
Un 
t a i lion 
38 
. 
78 
Un 
Corp 
3% 
. 
53% 
U S 
Kubber 
28% 
12% 
U S 
St 
42% 
73% 
VU g R y 
34% 
43% 
W at n*i 
C trl 
13% 
10', 
W *s 
Md 
28% 
28% 
W *a E IM 
48'$ 
28 
YOS S T 
85 


w . 
YOUNG 
Phone 
4070 
Baltimore Livestock 


Priced For Quick Sale 


E L L E R S L I E . M D ; Ju s t a plain good buy 


— 7 
room 
modern fram e 
dwelling 
with 


garage and workshop, hot w ater heat. hath, 


nice level lot <75 x 100». 
lax ated on M ain 


H ighw ay. 
Good condition 


700 
Y A L E 
S T R E E T : 
Good 
substantial 


home, corner lot. five rooms with bath. 


w arm a ir heat. double garage 
Lot 75 x 


HO. 
Can give im m ediate possession. 


HOWARD M. SPIKER 


R E A L T O R - IN S U R A N C E 


20 South (e n tre Street 
Phone $57$ 


I-or ated In Bow ling G reen, 4 room bun­ 
galow. 
bath, 
furnace, 
approxim ately 
Vt 
acre land. 
V acant, $8,000 


Bow ling G reen, * room concrete Mock, 
bath, gas fired furnace. 
Larg e baaement 
m ade into busineaa place. 


IO room 
brick 
dwelling 
and 
business 
place 
125 W 
Oldtown Road 
Thia ta a 
real buy 810,500. 


5-room modern brick, located 810 Shades 
Lane. 
812,500. 


lo t* 
M artin 's 
Mountain. 
Rid geley and Bedford Road. 
Route 
220. 


C. A. JEW ELL, Realtor 


t j Bridge Street 
Ridgeley. VT Vs 
Phone 184$ or 2997-R 


FOR SALE 


638 
H IL L l O P D R IV E 
— 
House 
for 
a 


fam ily — nice livin g room w ith fire p lace. j 


dining 
room , 
reception 
h all 
and 
large 


modern kitchen on flrat floor 
Three bed 


room* 
on 
second 
floor 
— 
am ple 
closet 


space, sunroom and bath. 
F u ll basement 


— ga* hot w ater heal — autom atic hot 


w ater tank — recreation room — 
large 


front 
porch 
Double 
level 
lot 
70'xl30‘ 


Priced for quic k sale tlJ.UOO GO. 


PRICES SLASHED! 
IO Element Yogi 
S I O Q C 
Johnstown Antennae I v i V V 


WHILE 


THEY LAST! 


George Hanst Is editor of th# 


p a lie r . 


'Hit- editorial said the community 


has come face-to-face with "One of 
the moist un American traits among 
certain labor groups — that of pic­ 
keting ” 
Recognizing labor’s right to or­ 
ganize and strike if the m ajority 
of those involved want to, the edi­ 
torial 
continued: 
"B u t 
we 
can 


who wants to work or force a man 
to join an organization in order to 
be able to hold a job. 
Further­ 
more, we can never hold that a 
man should 
be 
prohibited 
from 


working by force or upon threat* 
of violence. 
"There ha* never been anything 


American in such a proce** and 
never will be. 
But people who 


claim to follow the teachings of 
litierty are now trying to fore# 
stale 
bread 
down 
the 
people’* 


throat* everv Wednesday. 
It ian’t 


aa bad as that, of course, beraus# 
dav-oid 
bread 
make* 
wonderful 


toast — but it is the idea of bakery 
truck drivers trying to tell you and 
me — the consumers — that w # 
can’t buy fresh bread on Wednes­ 
day if we want it. 
What make* it 


even worse is that the picketing 
truck drivers are from across coun­ 
ty lines 
Allegany County.** 
The editorial said that apparent­ 
ly Allegany bakeries have agreed 
not to deliver on Wednesday* in 
Allegany or in Garrett and th# 
truck drivers are trying to prevent 
West Virginia bakeries from doing 
B A L T IM O R E . 
Jan . 
12 
Of 


contract!, j u s I) A—Cat ti# 1*00; holdovers 200, Uie same when "the West Virgin- 


Now available— IO element Yogi for 
Pittsburgh and Washington channels. 


A Headquarter* for T V Suppliea 


D C. GOODFELLOW Agency 


R E A L 
E S T A T E 
S T O R A G E 


131 N. C entre Street 
IN S U R A N C E 


Phone 289.3 
H 
A 
R 
O 
L 
D 
' S 
118 S. Mechanic St. 


KAISER- 


FRAZER 


Phone 2087 


John A. Moberly, superintendent J** 'r * J" 


. . . 
. . . . 
. . 
i 
Int** 
Dept 
of Memorial Hospital, is chairman Ul trh v 
of the affair. 
Patrons may play any game they 
like—if enough people can be foundt 
to organize a game. There will be 
bridge 
(duplicate 
and 
Five 
Hundred. 
Samba, 
Canasta, 
K,Kjd and c|gotc« 828-14,18 lh slaugh- j tans don’t want to be told when or 
Gin Rummy, Hearls and Casino 
u,r 
steers 
23 00-28 00, 
including how lo deliver their supplies.” 
with prizes in all categories. There p.irt ,oad ,a(1(>r Wf,1|{bt al 25 00, 
may be tables even set aside for f(,w ga|e„ 29 00-25 and part load 
cheeker* 
and 
ches* 
and 
What mosl|y choice 1274 lbs. 30 50, few 
have you'.’” 
utility and commercial around 875- 
A meeting this week will com- |0V) !b stPor!, ih !S0-21 50. few small 


plete plans for the winter a 
really ■ j0|g good heifer* scaling up to HOO 


mammoth’* card party, according; |bs 
19 00-22 OO, canner and cutter 


35— Miscellaneous 


B L O C * 
L A T IN O 
C E M E N T 
W O R * 
W 
A 
M cK inney 
810 Ashland Ave 
P H O N * $877 


46— Radios, Service 


G E N E R A L R A D IO S E R V IC E 
R E P A IR A N I M A K E 
P IC K U P 
H E I.IV E R Y 
I I I 
P A IT E R SO N 
A V E 
P H O N * 
M H I 


50— Upholstering 


■ E P T IC I A N KH C L E A N E D 
Modern equip­ 
ment 
B i- Slate Disposal Aer vie*. 
or 
Phone 
b onaconint 4401 


Expert 
television 
Installation 
* 
repairs 
W rite Pickup delivery 
B it sport* fu ld * available 
Free 
Burney » 
178 N 
C entre 
PH 
J221-M 
Power Shovels 
and Bulldozers 
Excavating — ITet.cn Digging 
Oradlng 
T ra c ts Pam pa a ir Compressors sad Drill* 
Par I M I Ex cavatine 
M U G roan * and Tee anti 
Baughman Contracting, Inc. 


Phone ass* 


D O L A N S R A D IO 
T E L E V IS IO N S E R V IC E 
All 
M ake* 
Repaired 
Pick 
Up 
D elivery 
l l N 
George St 
C u m * 
382 
F b i 
I053-J 


U pholstering and Supplies furniture. 
truck auto seat repair* 
G B O 
B R A O O 
Pb SO 45-J 
UA V A L*. 
M D 


H AR 
A 
R E B J A U R A N I 
U PH O LD I E R J NU 
f a r a lia '* 
Seco re* sd 
trodden 
plastic* 
Geo a W arner 
IJS ] Va 
Ara 
PH 
J U S Ss 


UPHOLSTERING 
Troaeil SM Bow ling Green 
1811- 


M J.F A D U N O 
U P H O L S T E R IN G 
fu rn itu re 
W o rt 
G uaranteed 
>«*#'« t 
I I I Pveeteetr* at 
« h n s . igi 
REGAL TV 
Free Trial—Call 5580-R 
STAPLETON TV SALES 0Up,oy CUmif,ed 


C A R P E N T R Y 
block laying, cement work. 
finishing work. floor sanding 
painting. 
Plumbing 
W m N u rth cratt Phone 65M-J 
irn• HFN CAbTnFTHTTuatorrT" built' and 
installed 
C om m ercial 
cabinet 
work 
Complete rem odeling C arlom any Cabinet 
W orks, P IM M 
17 


36_W otch, Clock Repairs 


E lg in . Ham ilton, Om ega, Longute W ittnaucr 
abd other fam ous w a L h e * . . . 


Sold 
and 
G uaranteed 
bp 
A L B E R T J. b t L L - $7 Perahfng St. 


*hond 2218 J - N E X T TO P O S T O F F IC E 


47— Real Estate for Sale 


3 A P A R T M E N T houadl I hath*, gas beat. 
I 
p rivate 
en lian ce 
N ear 
Cum berland 
Y e a rly 
income 
$1440 
P ried 
$10,500. 
Phone 8737 


M A Y B U H T - P O L A N D R E A L T Y A G EN C Y 
R E A I 
C K I A I * 
B R O K E R * 
PH O N * 
P I E t) M ON'! 
4011 


37— Metol Weatherstripping 


Defiance Weatherstrip Co 


F R E D E R I C K C 
RAAB________PHONE SOA 
R ,d g e iqy, w 


38— Moving, Storing 


T H E S E 
A R F 
A L L G O O D B U Y S ! 
4 Room D w elling, hot a ir fu rn a ie , bath, 
full 
basem ent, 
garage 
in 
basem ent, 
ap­ 
proxim ately I « a t le land. I I m ile South 
of Short (.a p on Knoeuev Road. $4750 
4 Room Dwelling, ga* fu rnace, bath, IM 
M ain Street. Ridgeley 
6 Room modern nome on Route 28, one 
m ile north of Fo rt Ashby, Lot 90 a 125 
6 Room 
dw elling, 
$ acre* 
land. 
Route 
SS- Short G ap 
1$5 A cre farm . 7 and S room houses, 2 
barn*, located Greenxpring V alle y. 


( 
A 
J E W E L L . Realtor 
Va 
Phone 1549 


L. BERNSTEIN 
WAREHOUSE 
152 UNION ST. 
New and Used Furniture end 
Appliances on EASY CREDIT I 


SO H N APPET transfer local and long dis­ 
tance moving 
Agent for O ra y van Linda 
In c 
Phone 1823 


M E D E R * 
T R A N S F E R 
L O C A L 
LO N O 
DUTT A N C I 
AO ENY 
N O RT H A M ER IC A N 
VAN 
L IN E S 
P H O N E 664 


I I Kl I T P n ComPlete Moving 
U I N I I LU service Call 3060. 


E L A V I MN T R A N S F E R 
A G E N T M A Y F L O W E R T R A N S IT CO 
L O C A L . 
LO N G 
D IS T A N C E 
P H O N E 
353 
39— Fainting, Paperhanging 


S T O P end look, w ell* and floor shabby, 
get free estim ates now 
Lonnie Nessei 
rodte. Phone 5019 J 


W 
V A .—2 m ile* from town on black top 
road. you can find a lovely 7 room house, 
running w ater, phone, ele c tricity, lovely 
lawn, shade tire s , flow ers, fruits, apnng 
Ideal location for fish pond, new barn. 
garage, chicken house, hog pen*, other 
out buildings, 21 acre*. 14 in grams, all , 
fenced 
Taxes 
$16 
year. 
Now 
vacant. 
•77<W O E W ID M Y E R 
Phone 330, Berk 
lev Springs. W 
Va 
B arg ain s li*t free 


E IG H T R O O M house, two rioted port bes, 
54 Weal 
M am Street. Frostburg 
Phone 
2 UU. 
W esternport. 


N E W 
4 
R O O M 
B H H K 
B U N G A L O W 
(.ara g e 
la r g e lot 
Schlund A ve 
P rice 
on inspec tion 
Phone 5774 J 


4 
R O O M 
4 
room 
m odem 
houaeg. 
3 
a cres; H aie n Road, near Lak e Gordon 
$6,000 
111 J 3 


40— Personals 


E X P E R T 
G uaranteed /us restyling 
Rem 
aonahi* 
Capes 
Stella 
Topper* 
Leddy 
Pu-rtera 
agent 
M r* 
B ra n t 
Rhone 
4 i9 v » 


a 
1 
s y \ f d 
how to use that odd sire bed of our* 
Now everyone »a\s its the moat com 
fo ilab le 
bed 
in 
the houve 
We* 
got 
a 
swell m attress, made lo order, from the 
Cum berland 
M attress F a cto ry 
H IO J . 


S HUTTON, Realtor 
PHONE 5845 
Ridgeley, W. Va. 


S IX 
R tM iM 
house, 
fu rnace, 
hot 
w ater: 
tank 
W rite 
Box 
144. 
C orriganville. 
Md 


FOR ALL TIME! 


Fiberglass Awnings 


keeled In 


rotors 
( sn 


sot chip. 
peel 


•r crack . 


: an 
be 
o s ch 


rd easily 


STENOGRAPHER 


TO WORK WITH 


PROFESSIONAL GROUP 


W R IT E 


THE RALPH M. PARSONS COMPANY 


BRADDOCK MilGHTS, M A R Y LA N D 


to Chairman Moberly. 


Kamens Hospitalized 


Benjamin F. Kamen*, Washing­ 
ton and I .ee Apartment*. South Lee 
‘.Street, was admitted to Memorial 


Hospital 
Sunday 
an 
a 


patient. Mr. Kamens has lieen an 
official 
of 
the 
Kline 
Furniture 


Company for a number of years. 


Officer Bitten By 
Dog As He Rescues 
Young Girl 


A 12-year-old girl attacked Sun* 
heifers 13 00-16 00, utility and com­ 
mercial 
17.00 -19 SO. 
commercial 
cow* mainly 18 00-20 OO, including day 
by a atray dog escaped tn- 
part load mixed utility and com-‘)“ ry b,lt an officer who went to 
inertial to 18 25. utility cows most- ^ r aid was bitten on th# right 
ly 18 00-18 00, canners end cutters hand, 
mainly 12 00-15 00. some mixed rut-1 
I)lanr Taylor, daughter of M r. 
surgical tpr and utility 16 00 and odd shelly awl Mrs. Camper R. 
Taylor. La ­ 


ram ie™ diw n to 1000. rmall Jot Va,p* wa" 1 "<*t upon by the animal 
choir# yearling beef hulls 25 35, Sunday about 3 55 p. rn. ag sh# 
commercial 
sausai'e 
bulls 
21 OO I 
a 
t 
the entrance of the Ros- 


23 00, 
utility 
17.00-19 OO. 
package enbaum store on Baltimore Street, 


good 666 lh. stocker steers 28 OO, The dog grabbed her coat, which 
medium 
and 
good 
450-1049 
lh was badly torn, but did not harm 


A ti MI NIST a S T B I X 
N O T IC E 
T H IS 
IS TO G IV E 
N O T IC E , That the 
______ 
_____ 
‘-tiicker and feeder vtcctv and stock the girl. 


Jam es 
W. 
Brown 
l i ­ 
the scene, caught th# 


p r i m e 'dog but in subduing him was bit- 


Court of A llegany Cm iatv. M arylan d , letter* 
- t o e w* son 
* 
, 
| 
oi A'tmuuaiiatmo on th# estate of nm *! calves 21 75-^5 OO, most good 779- 
Officer 
Fllen 
Hohon, 
Isle 
of 
Allegany 
< .runty 
j,,,, |bj, 
24 00-25 00 
traded to 


M arylan d , deceased 
All pet ann# having 
claim * again*! 
the deceased 
ar# 
hereby j 
Calves 
300 
individual 


w arned 
to 
exhibit 
the 
tam e, 
with 
the 
voucher* thereof dulv authenticated In the 
subscriber 
on or before the 
19th d ay o f. 
Ju n e . 1*51 
They m ay otherwise by law 
he excluded from ail benefit of the aald 
estate 
All 
person* 
knowing 
them selves | 
indebted to said estate ara requested to 
m ake Im m ediate paym ent 
G iven under m y hand thla !*th. d a y of 
Decem ber, 1952 
A N N A M A E W A N D L E S S . 
A dm inistratrix, 
Row m ana Addition. Rout* N a J. 
( u m b elland, Md 
Adv 
N D er 
23 IO Ja n X I I 


Display Classified 


vralcr to 39 00 truck 
lot choice ten on the hand, 
He took the in l­ 
and prime vealer to 39 00. truck mal to a room at City Ja il. 
lot choice and 
prime 38 50, few 
Yesterday, 
the 
dog 
was turn* 
mixed good lo 
prime 32 00-38 OO, ed over to Peter P. Ferrite, 
hu- 
utllity and commercial 16 00-26 00 marie officer, for testa to deter- 


4 1 — P r o fe s s io n ! Services 
>To-State Detective 


Ntgnt 
Watr*---** 
and 
Fatrot 
aarvie* 
All 
t»P« 
'n cv iO e itlr n 
34 
H ' m n 
(MU| 
r*.oos n i l 
Sis I J B E R T Y 
m tl* 3 


43— Piono Tuning 


Piono T uning and R ep airin g 


Laurence G riftith 
Phone S44i 


*Ti#rtrqr 
Aoctety 
s t Flan© 
ru n #' 
Techn ician m em ber 
Bab y G ran d for sale 
kz.-oeri M u f'ia n d 
’ met • 
inly 
< M i-j 


I CAN 8 FXL 
YO UR PR O PER T Y 


O P T S A N N A N 
P H O N E 3669 


5 
R O O M bungalow, 
fire p ro o f 
alum inum 
siding 
Bath 
incom plete 
92580 
Mf 
M ullen 
H ighw ay, 
Raw lings. 
Phone 
S LI W 12 


K IR T 
A S H B Y 
Nine 
Hoorn 
stucco over 
tile Hom e 
Hot w ale r heat. 
Phone Et. 
Axhby 
2451, 
morning*. 


J 
BO O M 
H O U S E , 
fram e, 
o ver 
2-car 
garage 
bui't in 
kitchen 
cabinet sink 
w ater and electric. P ric e 81750. 
Phone 
Flintstonr 2424 


6 Room house. 
$1800 
rh o ne 5257 M 


44— Plumbing, Service 


K E L L E R 1* 
G uaranteed 
Plum bing. 
Heat 
ing 
Best 
quality 
M aterial*. 
W orkm an 
ah.p 
Jo b * 
financed 
Estim ates 
free 
6444 Piedm ont. W 
Va 


46— Radios, Service 


49 51 
H EN D ER SO N 
A V E . 
Income 
prop 
erti 
store 
room 
and 
4 
apartment* 
Monthly rentals 8155. Brick corset rue ti©* 
IM 24 ixI24 
$8500 
Irving 
Mdlenaon 
84* 
I 


C O M M E R C IA L S IT E 
fronting 140 ft 
on McMullen Highway In 
city limit*, suitable for used car lot or 
other commercial use 
Price $2IOO 
Lazarus and Treiber. Rhone 3270 


K IR SC H 
DRAPERY RODS 


Built b f the leader la th* business. 
Smooth a t silk 


H 
U 
N 
T E R 
A LU M IN U M 
Storm Windows 


Stifling 
Self Storing 
I n rn h in »I inn H in d o o s With (G reen* 


Storm Doors 


For 
Summer 
and 
Winter 
Rustproof 
Sh rink prool. 
and 
W srpproof 


John E. Shaip & Co. 


Venetian Blind laundry 
401 
N 
Mechanic 
Phons $177 


USED TRUCKS 


1951 International 
I ton »U h atake body, dual 
tires 
4 speed transmission. 


1948 Willy* Pickup 
Heavy Duty with Cattle Rara* 


1950 Intgrnalionol 
** 
ton 
pickup. 


1935 International 
3 ton 
Excellent conditioe 


1948 International 
3 ton KBH-7 long wheel Base; 
3 (peed alia. 


International 
Mode: K BS-12 tractor. 2-*p«ed 
axle. Sin sr.**,, laddie tank*. 
IO OO tire* 


1946 Ckevrolet 
It * ton with s ta t* bod;. 


1949 international 
*« ton s itb panel body. 


EGGS 


I . A R f t F : ( i n d r “ A ” C o u n t r y 


g u a r a n t e e d fr e s h 
Dozen 59c . . . 3 doz. 


Dependable Quality 
Potatoes Alw ays 
Low Prices On B' Six# 
And Others 


H A G E R 'S S U M I E * U n 
M A IK F T 


A f 
l o v e r i 
L e o p 


* 1 . 6 9 


odd culls 10 00-16 00 
Hogs 
1000 
choir# 
170-240 
lb 


barrows and gilts 19 75 20 00, scat­ 
tered lots No I it 2 around 195-215 
lbs. to city butcher 
lbs 
19 00-50, 
260-300 


19 00. few over 300 lh# 17 25 down, 
120-146 lbs. 17 25-18 25, 140 160 lbs 
18 50-19 25; 
sows 
under 
400 lbs 


15 50 to mostly 16 50 . 400 450 lbs 
14 50-15 50, over 450 lbs 14 50 down 


Sheep 50, 
small lot 


choice 85 lh. wooled lambs 24 OO, 
the 
top quotation, 
odd 
cull 
to 


choice ewes 4 00-7 OO. top quota­ 
tion considered to tie around 8 00. 


mine if it has rabies. 


Pit. Glass Sand Corp. 
2 
0 
Strike Is Ended 


Chicago Board Of Trade 


A 
strike 
at 
the 
Pennsylvania 
Glass Sand Corporation at Berke­ 
ley Springs, W. Va., was called 
off 
Saturday 
afternoon 
by 
the 
anti memh#r« of the CIO Glass, C ert­ 
if Kin ann ^ 
^ 
W orkfr| 
# 


meeting at the Washington Hotel 
in the West Virginia community, 
according to Frank Wachter, sec­ 
retary of the company. 
Wachter said the company has 


been notified the strike called Ja n ­ 
uary 5, has been railed off and 


(H K AGO, Jan . 12 (J*— A selling jbe workers reported to work yes- 
squall swept over grains late In terday. Wachter said no further 
'tic sealion today, wiping out ear- nag olla lions have been scheduled 
lier gains and dumping all corn so far a% he knew 


H 
A 
M 
S 
S"i,,,sP,emi“” it. 5 7 c 


HAMS — SEAOV-TO-fAT—8-11 ava. lb Alt—ll lb* and av#* ..................... ,b 59c 


HAMS — SW IFT S P t lM IU M S H A N K LES * B I O N IC S ............................ 
.........................................................*b 35c 


OYSTERS — IR IS H — ST A N D A SD 
ta n ............ 69c SELECT 
c a * 
79c 


SALT FISH — TASTY LA KE H E S S IN G 
........................................................................... 
J tb» 
SI .OO 


SAUSAGE — IS E S H C O U N T SY ALL B O S K — I l e L l 
. . 
. . 
. . . 
..................... 
3 ,b * SI.OO 


BEEF, Choice for Boiling or Stew, lh. 2 9 c ..................................4 lbs. $1.00 


BRAINS, fresh .............................................5 ......$1.00 


Bacon 
* ”■ ■ 3 *■ $1.00 Oleo"*’ 0""’ • •• 
5 lb‘ SI.OO 


Bacon Ends & Pieces 4 *• SI .OO Buffer Beans HZ 7 8 
SI .OO 


Liver - ............. 3 
$1.00 Grapefruit 
5 >« $1.00 


Wieners 
t!Z“.,b ”■ 
2 ib* SI .OO Oreo Flour 
2 5 ib b- SI .69 


Lard 
6 "• SI.OO Flour W ith 4<k Coupon# 2 5 ib b°* $1.99 


Milk * ........... 
7 — 
SI .OO Potatoes U X V 69c 


contracts into new low ground for 
the season. 
Closing prices: 


W H E A T 
M a rd i 
2 2»‘t . 
M ay 2 .3 2 S !# , 
Ju ly 
2 32 JIN ,. 
S#pt*rnli#i 
I I J S 
• H H V 
Mar* ti 
I X P . 61 
M ay I SJV* V$; 
Ju ly 165* / 
Septem ber j 64*. 
DA I S 
M ar. h 7 8 % # ,. M ay 78S 
Ju ly 
78*. la; Septcm hri 7S 
HYF 
Mar. h I 7*‘y, M ay I KP« <4; July 
I 82 811, 
Seplem bei 
I M i >, 
S O Y B E A N S 
Ja n u a ry 
I «7», »• 
M a .rh th e w o r k e r * . 
1 * 0 'v . M ay 2 'Mi « . Ju ly 2 8'i. Septemlret 
y r 'L f T X 'Z k J Z 'li”1 " " B I O Track It Cleared 
f A SH W H E A T 
Non* 
f nm 
No 
2 y#l 
low 
I 62 62'» 
No 
J, 
I ’th 62-v.. 
No 
4. 
1,48'« S31*. 
No, 
5, 146'.; 
sample grad# 
I 47V, 3%ly 
No 
3 whit* 2 US1, 
Oat* 
No 
I 
whit* Wi kl 
B a rle y 
nom inal 
M ailing 
I 33 8! 
lead 
I 23 45 
f ield 
seed 
per 
hundred weight 
nominal- 
Sweet 
< over 
<. no-7,3 
red 
lop 
38.00 38 00 
alsike 28 V t W SO. 
tim othy 
U 
WI 13 IU; 
red rln vei 
in M 29.30 
Soybean# 
No 
3 yellow 
2 81*. 
Illinois origin track 
i o intl v 
station 


The strike was started after the 


union claimed it had been unable 
to reach an agreement with th# 
company on wages and other work­ 
ing conditions. There are 220 work­ 
ers involved. Enoch R. Rust, in­ 
ternational 
representative of th# 


union is handling the situation for 


After 3 Cars Derail 


N. Y. Eggs And Butter 


12 
the 


iJP 
P r i c e ' 
N E W YO R K . Jan 
were unchanged in 
egg market today, 
Egg 24.922 steady. 
New York spot quotations, based 
largely on exchange trading, fol­ 
low 


Nearby: 
Whites 
Extra 
fancy 
heavyweights 53. mediums 49; pul­ 
lets 43. 
Browns 
Ext; a 
fancy 
heavy­ 
weights 52 
43 


The westbound track of the Bal­ 
timore and Ohio Railroad along 
Baltei unn Creek cutoff was clear­ 
ed by 
maintenance crews early 
yesterday 
morning 
after 
thro# 
empty coal 
hoppers of a 
west­ 
bound freight derailed about 8 30 
p. rn. Sunday. 
Due to the wreck, the National 
Limited 
was 
rerouted 
through 


w h o l e s a l e Cumberland on its way west. 


Position Of Treasury 


W A SH IN G TO N, Jan. 12 UFI - Th# 


Position of the Treasury for Jan . 


8 ; 
Net 
budget 
receipts 
$185,120,- 
081 25 
budget expenditures $233,- 
927.464 94; 
cash 
balance 
$5,327,- 
nodiums 48'2 
pullets 989 295 43; 
customs 
receipts 
for 
month 
$12 229 176 51, 
budget 
re- 


ENTERPRlSt 
48— R o o fin g, Sp o u tin g 
rr..EVISTON 
Sal*' 4- 3*'v;e* 
» « * n * 0 6 </*** 
SpleeaM 
St'ombevR Coalton 
tinttb 
sr VI ROO PT NO G U T T E R S CONDUCTORS 
Mobil* 
T V 
Testa* 
gam in**** 
O u«***or# I 
kgrta 
Work *1) type* 
Rnof Pain ting 
ITS N. C H U , St. 
Pboo* 
3S3J 88 y r * 
K ip . 
A L K A S C H U T E . 
C * ii 32M 


OPEN 
EVENINGS 


I N . Front St. 


5 l r l l \ » i : 5 .SI 
l l K L I S 
OPEN 
SUNDAYS 


316 Baltimore Ave 


Butter 678,948. easy. 
Wholesale prices on 
tons. 
Cream ery, higher than 


ceipts fiscal year Ju ly I, $28,022,- 
bulk car- 338.166 47; budget expenditures fis­ 


cal year $37,920,987,962 60; budget 
score deficit $9 898 649.796 13: total debt 
92 


I A A I 
f r e h 
67 > *-69* a 
cents; 
92 $267,329,934 661 60; 
increase 
over 


score (A i fresh 663<; % core ’ B > previous day $1 382,716 29; gold as- 


I Ire.sh 66; 89 score (Cl fresh 65. 
sets $23,136,544.738 91. 


POURTEEN 
THE 
CU M BERLAN D 
NEWS. 
CUMBERLAND. 
MO.. 
TUESDAY. JANUARY 
13, 
1953 
Phone 4 600 for a W A N T AD Toker 
Wea ther Brea k Help s 
Utility Resto ra tio n 


Crewmen Make Good Progress 


Repairing Damage In Garrett 


A "b re a k ” in the w eather y esterday enabled utility w ork ers to m ak e 
Kood progress in G arrett County tow ard the r« storation of telephone 
and electric pow er to i.snlated sertion.s of that lee l>ound area. 
Em ergency crew s, according to llichard K. H arrnan, m anager of 
the local office of the Chesafx-ak e and Potom ac Telephrme Com panv, 
-------------------------------------------------- ■ ♦ have restored service to all » x- 
g -^m 
I I I 
I 
changes ,servic<*d from 
Clear Weather 
Checks Grip Of 
Ice, Sleet Storm 


Crews Restore Power, 
Roads Are Opened 


The TrI-State are» got relief from 
the current siege of snow and ice 
y e.slerday as clear, stmny sk ies 
allowed repairm en to restore pow er 


the Cum ­ 
berland office. 
Y esterday 
aftcrnf» on 
telephone 
service w as com pleted to Grant.s- 
ville from here after high winds 
and 
srujw 
of 
Sunday 
afternoon 
k noi’k ed out the lincK. TTie forecast 
for Uxiay is fair and w arm er with! 
tem pi'ratures in the 
W eary 
crew s. 
H arm an 
added, 
are continuing their fight against 
the elem ents and it will t)« som e-; 
tim e lx?fore full service is restored. 
During the cjiur.se of the five-rlay 
siege of ice, sleet and wind, over 
2.'» 0 jailes w ere snapia'd in the G ar­ 
re tt County area under the strain 
of the ice. 
Frijm O ak land to K it/.m iller, » 
in (.a rre tt County and road crew s distance of « limit 12 m iles, IM) tele-i 
to clear highw ay s. 
'phone jjoles w ere downed, snap-; 
Th« 
W eather 
H ureau 
predicts 
pnes and cutting off serv-i 
m ore favorable w eather today ffTjicp^ Along K ey ser'a Hidge, about 
a t least two stiites. Today will he ^5 
gn« pjx>d and a t the jasik ! 
fair and w arm er with increased ,,f 
gPirm about l,2tMi telephones' 
out 
of 
service, 
H arm an 


Fo ur Po unds Per Fo o t 


cloudiness in M ary land and W est 
V irginia, but in W estern Pennsy l-igta^pd. 
vania, the H ureau forecast« som e 
snow or rain, iiow ever it will be 
cloudy and not so cold there. 
| 
M easurem ents w ere tak en of the 
T em pi'ratures are extM'cted to w eight of the Ice on sections of 
drop to betw een 15 and 25 degrees J'"®* 
w as learned there w as 
this m orning, but higher readings 
P^» unds of ice |» er foot of line. 
will follow later ti» day . 
Ro a ds Are Clea r 
G. B ates C haires. d istrict engine­ 
er for the S tale Hoads Com m ission, 
said all highw ay s in G a rre tt and; 
Allegany Counties w ere b« r*i last! 
night 
except 
for 
several 
sfxits 
around G rantsville and O ak land. 
S tate Police in all three states 
re(.)orted roads clear. Several icy 
SiXJts, how ever, w ere still evident 
over m ountain highw ay s In West 


Y esterday 's favorable w eather con­ 
ditions and iM'tter organl/atlon of 
work crew s enabled the com pany 
to get m uch accom plished, H ar­ 
m an added. 
The crew s comtxised of nlKiut 250 
m en from variou.s sections of the 
state will rem ain in the area until 
the current em ergency 
is over­ 
com e. 
'Hie trem endous Job of restr» ring 
service is in charge of I'hoinas 


AW ARDFIl PHOTO PKI/.I*;!^—Sue Ann H obinette, Ifl-moiith-old daughtiT of Mr. and M rs. G eorge E. 
Ibibinette, .10 We.sl F irst S treet, is shown proudly accepting her aw ard as a w inner in the 18th annual 
C hildren’s N ational H hotograph Contest. 
P resenting the fifth place pri 
7e is M rs. N orm an G oldblatt, 
daughter of M rs. M orris H osenbaum , as representative of 
H o.srnbaum 's Store photograph studio 
w htge Sue Ann’s w inning picture w as tak en. 
Besides being fifth national w inner. Sue A nn's photo 
tfKik fop honors In the C um tierland area content. The aw ard w as presented y esterday a t the local 
store’s photo studio. 


V irginia and around the Somerset!**- Sbme. CAP Te!« *phone C om pany ' 
a rea in Penn.sy lvania, 
j service forem an from Fri>derick .j 
CAP 
Telephone 
and 
P o to m a c , **« vld E m m ert. service forem an of 
Edison C om pany officials reported 
I 
and 
W illiam 
K eller, 
m am lines restored in all sections w ire chief of the local offir« 


Fing erp rint 
Is Lea d To 
Co nfessio n 


The Virginian 
|To Be Staged 
For Students 


y esterd ay , but crew m en still 
clean-up jobs ahead of them . 
had 


policem an’s 
m em ory | 
Students of Ciimb<'rland’s public 


Rumo rs Are 
Persistent In 
Meister Ca se 


H um ors .surrounding the my .ster- 


Stone lauded the efforts of the 
crew m en and noted the adverse 
Although roads w ere bare 
t h r o 
- !w eather 
conditions 
under 
which 
iighout the a rea, from one to eight 
Iwen w ork ing. The eom - 
inches of old snow covered a re a s ( 
St one said, de- 
iiear O ak land, T hom as, W. Va. and 
»’ntirely on w eather condi- 
D eal, P a. T em ta'ratures w ere gen-1**'” '* ahead. 
erally above freezing last 
but w ere dropping steadily . 
Hinds Are Hig h 
Strong northw est winds accom ­ 
panied two inches of snow which 
fell Sunday night and early y e.ster- 


Ari 
alert 
for an old fingerprint y estenlay ,-,nd parochial srhcxil.s will be given •f’us disapfM*arance of Mrs. Odes.sa 
w as credited w.ith ijringiiig eon- 
opportunity to see the forthcom - 
M olinari Mei.ster mush- 
fes.sinns to a scries of theft and 
B arter 
T heater 
prixiuctioii, nxim ed to huge proportion.s, over 
arson rase.s from a m an who was -T he V irginian.” 
, the week end and y e.sterday . but 
A .s|H-cial m atinee Is Ix'ing pianJ'« ve.stlgators on the ca.se said there 
ned on W edner;day , Janua ry 21, a t w as nothing tangible in any of the 


arr« ‘.Hted after a 
I,t. Jam es E. 
tavern braw i. 
Van. head of the 
City D efective B ureau, said F ra nk -13.30 p, m . in A lleganv High HcIk k .I 1 
lin W ay ne 
Hoffm an. 27, of 2<Kb 
lilock North C entre S treet, h.id ad- 
winds lYottcd to five tireak ing-and-enter- 
ing ra se s and one ar.son ca.se. 
Fig ht In Ita r 
Hoffm an w as arrested by Officer 
John G. Pfiwer.s after he reixirtedly 


night. 
Winds mill Hig h 
H annan noted tha t brisk 
continued b» ham jxT w ork m en y es­ 
terday although the sk ies cleared 
up. Main jxiwer lines in G arrett 
County w ere re piirtnl restored to 
day m orning from Fro.stburg w est service by Piitnm ac Kdismi Com- 
into G a rre tt County , Alx>ut 1.3 S H C 'p.,„y although crew s a re still work - 
*** 
Anchor B ar 
truck s w ere busy plowing and oin-jjng in the New G erm any area and 
S treet. Hoffm an brok e 
dering y esterday , but by last night 
C reek I^ k e section. 
aw ay from I’ow ers, tnit w as recajv 
W alter Kline, 
Piitom ac 
Edison 
*‘**®''* He drew a 15-dav jiiil 
m anager of the F rostburg are a .l 
said Individual p« ,wer users will l» el‘’" 
‘‘f drunk and disorderly 
given service as soon as reiMiirs 
are com pleted. 
Y esterday meml>ers of the F or­ 
estry D epartm ent t>egan « survey 


all roads w ere reiM>rted clear. Of­ 
ficials said y esterd ay ’s ra the r m ild 
w eather aided w ith the w ork . 
At 7 p. m . y esterd ay , wc-ather 
w as reported cle a r in « 11 sections 
with m ercury above freezing in 
m ost areas. Tcm|>erHtures show ed: 
C onnellsville, P a .. 34; Hock wcxxl, 
P a., 30; D eal. P a., 34; CumlH« rland, 
32, E lk ins, W. V a„ 30; Altiim ont. 
24; T erra A lta, W. Va.. 26; and 
B lazer, W. V a., 28. 
Coldest spot w as T hom as, 
W. 
V a,, 
w here 
therm om eters 
down to 16 degrees. 


auditorium . T here will be no re ­ 
served seats, according to A lbert 
H elm irk , chairm an of the Junior 
A.s.soeiation of C om m erce, com m it­ 
tee sixm sors of the stage play . 
The places w here tick et.s m ay b« ' 
purchased will be announced a t a 


Mr.s. M eister, who has bt*en m iss­ 
ing since S aturday , D ecem ber 20, 
ha.s been the subject of an inten- 
.sive police search for m ore than 
three wci'k .s, but not a single clue 
to her w hereabouts ha.s been un­ 
covered. 


Man Succumbs 
To Wound From 
Shotgun Blast 


Milton McNeill 
Dies In Hospital 


A 
V alley 
S treet 
m an 
fatally 
wounded him seif last night with a 
¡shotgun 
bla.st which police said 
I w as self-inflicted. 


I 
Milton McNeill, 46. of 16 Valley 
Street, died in Sacred H eart Hos- 
i pilal at 10;30 p. m ., five hours 
after fxJice said he placed a ,410 
.gauge shotgun again.st his lower 
; right 
abdom en 
and 
pulled 
the 
, trigger. 
O fficer 
Kenneth 
W. 
Morri.ssey 
said McNeill apparently shot him- 
, self intentionally , then w aited near­ 
ly an hour before telling any one 
about it. 
Nofcxxly heard the shot, but Mc­ 
N eill’s landlord, G eorge Herbold- 
sheim er, .said he w ent to M cNeill’s 
one-rfxim apartm ent when he heard 
noKses at about 5:20 p. m. 
M cNeill w as ly ing in bed, the 
.shotgun against the foot of the 
b*>d. H erboldsheim er said McNeill 
ask ed him to call his estranged 
wife, who lives on Colum bia Street, 
and tell her he had shot him self. 
H erboldsheim er .said he thought 
McNeill w as 
jok ing, 
since 
there 
seem ed to be nothing w rong with 
him . A m em ber of the Herbold- 
sheim er fam ily , 
how ever, 
called 
M rs. M cN eill’s hom e and delivered 
the m essage. 


M cNeill’s 11-y ear-old son, Milton 
J r., and Thom as Zem bow er, 14, 
w ent to the Valley S treet house to 
investigate. The McNeill boy said 
he talk ed to his father for som e 
tim e before be realized any thing 
w as wrong. 
Then, he said, his father pufled 
aside the btKlclothes and showed 
the boy s a gaping wound in his 
abdom en. They im m ediately called 
an am bulance. 
O fficer M orrissey , who rode to 
the ho.spital with M cNeill, said the 
K elly -Spnngfield w ork er told him 
he had decided to tak e "the best 
way out” of dom estic difficulties. 
McNeill 
w as 
adm itted 
to 
the 
ho.spila! at about 6:30 p. m . and 
received 
im m ediate 
transfusions 
and surgery . 


Police theorized that M cNeill had 
w rapp<d a blank et or his shirt 
around the muzzle of the gun to 
m uffle the blast. An em pty shell 
w as found in the cham ber. 


Lind ner Na med Hea d 
Of Po lice, Fire Gro up 


Firemen Sweep All Offices; 


One Policeman Is Trustee 


Thom as W, Lindner, a F’ire D epartm ent captain, la st night w a i 
elected president of the Police and F irem en’s W elfare A ssociation. , 
Lindner, who is stationed a t W est Side, succeeds Chauffeur Austin 
L, W arnick of C entral F ire Station, who w as a candidate for re-election. 
Firem en sw ept all four offices, but one policem an, O fficer John W. 
------------------------- 
♦Sny der, was nam ed a trustee. Only 
- 
one policem an. Officer J . H. Stitch­ 
er, had been a candidate for office 
(trea sure r), 
and 
three 
ran 
for 
trusteeships. 


Officers. Trustees Na med 


O ther new officers are: 
F irem an Ray mond E. Leidinger, 
C entral, who w as elected to his 
second term as vice president: As­ 
sistant P'ire Chief R obert C. Long, 
C entral, who was unopposed for 
a 
second term as secretary and C apt­ 
ain Vincent H. W egman of C entral 
F ire Station, re-elected tre a sure r. 
T rustees a re F irem an K enneth 
H. C astle, E ast Side Station; F ire­ 
m an John N. M orrissey , W est Side, 
and Officer John W. Sny der of tha 
Police D epartm ent. 
L ast y e a r’s trustees w ere Polic« 
Lt. John E. Sherry , F ire C aptain 
F rancis J . W allace of South E nd 
Station, and F ire L ieutenant Virgil 
V. M cClure, C entral Station. 


Amendment Ado pted 


The association last night also 
adopted an am endm ent to the by ­ 
law s 
providing full 
m em bership 
rights for m em bers furloughed for 
m ore than 90 day s or for an indef­ 
inite period. The m em ber would 
be 
required to pay his dues, but a fte r 
90 day s he would lose m em bership 
and receive a refund of his initia­ 
tion fee. If he rejoined the associa­ 
tion later, he would be considered 
a new m em ber. 
An overflow crowd attended th® 
m eeting, which w as held in the 
squad 
r o o m 
a t 
Police 
H ead­ 
quarters. 


THOMAS H . LINDNER 
Presid en t 


ROBERT C. LONG 
S ecreta ry 


later d ate. The entire production! 
C)ne of the mo.st persistent rum - 
wili b« » staged during the afternoon ors which w as going the rounds 


Contract Signed 
For Water Tank 


conduet and re.sisting a rre st. 
I,t. Van » « Id D etective Len E. P. 
Law 
w as 
questioning 
Hoffman 
when fifficer Hoy C. Ilaw se sud- 
to determ ine the m irnlier of trees 
som ething fam iliar 
dam aged by the ice and » leet. The 
**^® 
I r» » <’nor’. finger- 
two iH Trnanrnt radio stations and I ''**'**' 
14 m obile units in c a rs and truck s; 
who form erly w ork ed In 
of the d epartm ent, aeeording to *^® *^’*®®!‘''® 
W illiam H. John.s(» n, d istrict f« » r- 
w ere (>Kter, a re being used to m aintain 
com m unication. 
'l'Ile radio sy stem of the d e pa rt­ 
m ent w as m ade available to the 
telephone com pany and others for 
einiTgency m essages 
B etw een 8.5 
and ik l m iles of telephone lines of 
the d epartm ent connect strategic 
ixunts in state forests and park s 
of G a rre tt County . Johnson added. 
Alxjul 90 per cent of these lines 


a sc a n t'd, heurt - shapt'd pattern 


perform ance. H elm ick added. 
T ick ets for the evening ix'rfor- 
m ance which will get underw ay a t 
8 .30 o ’clock w ent on sale y ester­ 
day at S. T . I.ittle Jew elry Com­ 
pany . B altim ore S treet. 
Htibert P orterfield, fam ed found­ 
e r and direeti» r of B a rte r T heater, 
will head the largest cast ever 
tak en o n tour by this profe.s.sional 
acting group. 
Hecogni/*‘d as the first of the 
.so-called 
"w e ste rns” 
the 
Owen 
Wi.ster novel and play i.s still iin- 


Road Crash Victims 
Reported Improving 


F our persons, all of near Par^ 
sons, W. V« ., who w ere Injured In 
a rar-truck head-on collision last 
W ednesday on II. S. Route 219 near |w ent down under the onslaught of 
Parson.» , w ere reported im proving the lee. The I^iVale B arrack s of 
last night a t T uck er County Hos­ 
pital. 
Pfc. Otto Pennington, 24, driver 
of the car, suffered a crushed chest 
and a fractured k neec« p, while hit 


Sunday and M onday w as that a 
Ixxly answ ering the description of 
M rs. M eister had been found near 
C um berland. 
No Bo dies Fo und 
S tate Police said no bodies had 
b« 'en found any w here in the area. 
The discovery w as variously re­ 
ported to have tak en place a t Lak e 
G ordon. Lak e Koon, on Wills, Hay ­ 
stack and Back bone m ountains, on 
B raddock and Old F urnace roads 
and in B ow m an’s Addition. 
B ow m an’s Addition is the section 
w here M rs. M eister’s nearly em pty 


tjie 


from a print found a t the scene of 
I surpa.ssed in ix*pular appeal. The 
a break iiig-and-entering last 
S e p- i*xx» k w as w ritten 50 y ears ago. 
u 
la 
4 
u .u 
u 
I 
T ontat.v., 
P l : , . . 5 hav,. b..en ma de iho uld t-r.jy po 
p..ck etbook 
w a , 


to tak e this B arter production of 
"T he V irginian” to New Y ork after 
the January -F cb ruary tour which 
includes C um berland. 


the State I'tillce have l>een w ith­ 
out radio service since Saturday 
due t« i the sU» rm. A com m m ucn- 
tions line from the police 
atop D an’s M ountain brok e 
brnth» *r, 
Ja m e s 
Pennington, 
18, ¡the Ice and as y et has not l>een 
sustnined a crusht'd left leg, de» 'j> repaired 
laceration of the neck , fr« ctured 
M eanwhile an em ergence 
svs- 
sk ull and a severe laceration of tern has been set up by Sgt. A rthur 
the right ey e. Both w ere « dm ittr'd Burk e. 


tem lxT, 
Confronted 
w ith 
the 
m atching 
tnints, Vail h i h I Law .said. Hoffm an 
confessed 
to 
break ing 
into 
the 
Sullivan 
Auto 
Supply 
Com pany , 
237 North C entre S treet, lost S« *t>- 
teinl>er 26 and tak ing $2. 
At the 
tim e i» f the theft, the ow ners re- 
jwirted that $40 had IxH'n stolen. 
Admits (Hher Crime« 
O ther crim es to which detectives 
snid Hoffman confcs.sed w ere; 
B reak ing-and-entering a t R. W. 
N orns A S« » ns, 100 Wineow Street, 
tow er 
under I 
Theft of $1 
In stam ps from the 


PTA Will Hold 
Citizenship 
Forum Thursday 


in critical condi- 
"Im provi'd” 
last 
City Airport Boord 
Will Meet Tonight 


The M unicipal Airport Com m is­ 
sion 
will 
m eet 
tonight 
at 
7 ¡10 
0’eliH‘k in the Council Chamlx*r at 


to the hospital 
tion 
but 
w ere 
night. 
Two other pas.serigers in the auto 
w ere Pfc. Pennington’s wife, Mr» . 
Charlott» ' (L aw rence) Pennington. 
16. who » uffer« ‘d a chest Injury and 
m ultiple lacerations and abr.isions, 
and another brother. Hay Penning­ 
ton. 16. who sustained a fra c ture d ' Cilv Hal! 
Adolf Blunk . chairm an, 
sk ull and m ultiple lacerations and will preside. 
abrasions. Both w ere re|x>rted Irn-i 
Bu.siness will include actum on 
proving at the hosf» ital w here they the application of W arren G, Mul- 
wert* adm itted in st>rioiig condition. 
I l.'iiax to renew his cotitm et for 
The drive of thi- truck , Hoy H an-’ii'e opi'iatioii of th« Cuml» er!arHl 
M unicipal Airport 
M ullenax 
recentlv 
ask « Hi 
the 
M avor and Council to rinew the 
part, and that Ixxlv ie.c''r« ’d tlu 
rtquest to the airf.er* b'laro 
!'i «■ present pact. w*li n expires 
M .irih 
1, calls io>‘ a rental of 
th# fi#i I, plus five per 
gross 
Dr'*cecili 
above 


Feldstein Iron A M etal Company 
office at 116 Wineow S treet on the 
sam e night. 
V andalism and arson at H irsch 
B rothers office. 
106 C um berland 
Street, last (V totx'r 16, 
Di.sgusted 
at finding no m oney in the place. 
Hccffman’s statem ent said, he piletl 
pafM'is and records in a front rtxim 
and applied 
a m atch. Then he did 
the sam e thing in a re a r room . A 
pa.sserbv 
heard 
the 
office 
fire 
alarm go off and called firem en, 
^ 
E ntry 
and theft at the 
A 
u t o - ISiH-cial 
m otive Supidy Cc» mpaiiy . 251 North Pbo'vd 


found on D ecem ber 26. A fine-comb 
search of the surrounding 
are.i 
failed to turn up anvthing which 
pointed to the wherealx>ut.s of M rs. 
Mei.ster. 
T here w ere several stories that 
various "susix 'cts” w ere being held 
in Jail in connection w ith the case. 


I Police, 
how ever, 
said 
no 
such 
a rre sts had been m ade. 
A nother rum or which w as wide­ 
spread 
y esterday 
w as 
that a 
C resaptow n 
m an 
had 
adm itted 
m urdering the m issing wom an. 
Lilv a Giv es Views 
County 
Investigator 
Edwin 
R. 
The C resaptow n P arent-T eacher 
story 
probably 
A ssociation will hold Its 
J a 
n u a 
r y 
‘^®'8 ‘nated with the report, several 
m eeting T hursday n i g h t In the 
« ite r M rs. M eister’s disap- 
sch« x.l auditorium . 
** 
Hcxim visitation will b e g i n 
at {)*** 
m ade 
that statem ent in 
» 
7.15 p. m .. 
when teac hers will be Hn^ntow n tavern and had said he 


! 
M y er 
Roscfsk y , ow ner of 
Alto Salvage Com pany , Altoona, 
P a., y esterday signed a contract 
with the City of C um berland for a 
w ater tank for the N orth End. 
The $18,000 contract includes the 
cost of the used 75,000 gallon tank , 
electric m otors and controls, dis­ 
m antling the as.sembly , moving it 
to C um berland and assem bling it 
on supports erected by the city 
on Wills M ountain. 
The city will ask bids soon for 
the installation of the foundation 
iOf the tank and for the lay ing of 
1,500 feet of six inch, ca st iron 
pipe to connect the tank to w ater 
m ains. 
The salvage firm will begin it.s 
work as .soon as it is notified by 
the city tha t the foundations are 
ready . 
The pact w as signed a t 
a con­ 
ference in 
City 
Hall 
y esterday 
¡afternoon, attended by Rosefsk y , 
City A ttorney 'Diom as B. Finan. 
M ay or Roy W. E ves and G eorge 
M. 
Hitchcock , 
superintendent of 
the E vitts C reek W ater Company . 


Births 


in their rcHims to m eet parents 
131# business session will begin at 
8 p 
m. 
M em lx'rs of th« G irl Scout troop 
sjxm.scired by the PFA will have 
charge of th# otx'ning devotions. 
piano .selections 
will 
In* 
by John 
R. M cPartland, 


d ill Glnifi'lty , M clleiiiy , w.is not 
hurt In the crash, 
I 


News In Brief 
Th# M em birship com m ittee i» f 
the A m erican Legum Post No. 13 ts SI ;(Mí ftir 
requested to atte nd the* regular rent 
of 
post me t ting at 8 p. m. texiay . 
|$r» .(k )0. 


C entre 
Stre'et, 
Saturday 
night. 
Heeffrnan 'a id he dt i that job with 
Jam es I’. Alle*n, 20d-bl« *ck N« *rth 
Mt'ch.inle S treet, who w as at» pr#- 
hende'd Saturday night and adm it­ 
ted tak ing alxiut 50 cents from the 
store's cash registi'r. 
Reith lloffm sn and Allen are to 
U* 
feirmallv 
questioneei 
in 
the 
S tate’s AttorniA '.h Dffiee lexlav. 


Local Concern Makes Stamp 
To Encourage Industry Here 


A rthur C. M organ, preside nt tef'he'en stamjH'd with Metrgan’s de- 
A rtm or P lastics Corjxiration, 1003 
Oldtown Road, has n.m e up with 
a 
<*®sign shows 
a m ap of th# 


■m,e s,a,np 
.» „ h .-r w» y ,« 
- w 
.o 'Vh. 


Fort Cumberland 
Post Will Meet 


Fort C um berland Petst 13. Ameri 
can I.« ‘gion, will hold its regular 
m eeting temight at 8 o’clock . 
Jo.veph F. Challineir, m em bership 
chairm an, will re'jxirt on the peest’s 
c urrent 
cam paign 
H oward 
M 
Spik er and P aul C. Wei.sennulU r 
a re leaders of th# two team s in the 
m em liership drive. 
W ay ne Ge'org# urges each m em ­ 
ber tel be pre'sent and to bring a 


; lionaconing. 
A fivc-memlH r panel will discuss 
j” The SIX m ost valu.ible characte'r- 
•istiCR of a gexed citizen in the home, 
sehixtl, church and com m unity .” 
IncUide'd in the panel will be 
, WalteT 
N. 
He-drick . 
m exleratnr, 


' R e v . Ray meend M. Crttwe, church, 
■Christian 
Sk idm ore, 
com m unity ; 
I.e'vte'r Sherm an, home, and C harlc' 
IWe-ndt, -'•hextl, 


j 
H e ' f r e . s h m e n t s 
w i l l 
I x * 
s e r v 
e d 
b y 


' m 
e m 
b e ' r s of t h e > 
f a c u l t y , 
w i t h 
M 
r s . 


V i r g i n i a 
M 
i g n o l 
a n d 
M 
i « s 
L e l i a 


T h r u s h a s c e » - c h a i r m 
e n . 


Weather 


ctiuragt* new industry to com e to 
C um berland. 
M organ d u w up the design. Then 
he turned it fever to the engraver 
a t his plant who m ade a patte*rn on 
lam icoid, a hard b nlile substance. 
A rubber stam p them was m ade 
fro m the pattern by the Daniels 
K ublxr Stam p Com pany he-re. 
berland m ay 
All Art m or P lastics C(jr{x» ration stam p at the 
envelo|x*h 
and 
letterheads 
that ¡office. M organ 
have been m ailed around the coun- ' tern there for 
Uy since the iirbt of the y ear have,e.ited parties. 


with an arrow' pointing to it. It 
a.sk .s the question "Ixxik ing F or a 
Plant Site*” ’ Then is stated "F or 
St'Curity 
and 
G row th 
Potential 
Come to C um berland.” 
Any other business or industrial 
firm s which m ight lik e to follow 
M organ’s idea of botisting Cum- 
obtain 
a 
sim ilar 
DanieLs Comjiany 


Area Man Joins Army 


Roy E. F iehter, son of M r and 
M rs. H arry F iehter, RFD 1, H>nd- prtxliction calls fur fair and warm - 
m an, P 9,, has been enlisted in the er wt ather. Howevt r, there wiU be 


After nearly a week of had we.i- 
ther including snow, sleet, ram . fog 
and 
high 
winds, 
C um l'erlanders 
y esterday enjoy ed plenty of sun-| 
shine arxl*above-freezing tem tx'ra- 
* 
tur» *s. 
Dfficially 
at 
Constitution 
P ark , the high te m ix ra ture for the 
d.iy w as 39 and the low 26, M 8 30 
o’clock last night the reading w as 
30 degrees. H um idity a t 6 p. m 
w as 85 per cent. A nother pleasant 
day apfx'ars lik ely today as the 


was going hom e to com m it suicide 
Lily a 
got 
to 
the 
unidentifH*d 
m an’s hom e just as the "sla y e r” 
wa.s arriving, and a.sk t'd him about 
the statem ent. He said the m an 
tf>ld him? “ I’m probably the big­ 
gest dam n liar in the country .” 
Police said they have h;id just 
alx)ut a.s much luck in track ing 
down other rum ors about the ca.se. 
TrixijH'r First Clas.s W illiam F. 
B ak er, 
crim inal 
investigator 
in 
charge of the S tate Police investi­ 
gation. could not be reached for 
com m ent over the week end, 


Hedlth Department 
Clinics Planned 


\ num ber of clinics have been 
seheduU'd this week by the Alle­ 
gany County H ealth 13epartmeiit. 
A H eart clinic will bo held today 
from 9 a m. to n« x>n In City Hall. 
A Child Hvgiene clinic will be 
held W ednesday a t 9 15 a. m . m 
Westornrx^rt and a H earing clinic 
in City Halt from 9 a m. to 3 p. m. 
On T hursday , a Ch'ld Hy giene 
conference is set a t 10 a. m . in 
and a H earing clinic in 
Cl tv Hall from 9 a. m. to 2 p. m. 
Child Hviriene clinics ¿re sched­ 
uled F riday at 10 a, m. in I.ona- 
coning and at 9 30 a 
m. in E ast 
Side Scnfx^l 


Sacred H eart Hospital 
Mr. 
and 
M rs. 
H enry 
Collins. 
Rawlings, a d aughter y esterday . 
M r. and Mrs. Ray m ond Bridges, 
Mt. Savage, a daughter Saturday . 
.3Iemnrial Hospital 
M r. and M rs. W ilm cr M erica. 401 
Sfiringdale Street, a son y ester­ 
day . 
M r. and M rs. R alph E. McCloud. 
407 La mg Avenue, a son y esterday . 


Vote Slated 
Tomorrow On 
Water Post 


Action on a proposal for 
a full 
tim e superintendent of the city ’s 
¡w ater sy stem is slated a t a special 
I m eeting of the M ay or and Council 
W ednesday a t 10 a. m. 
Only routine action w as tak en at 
y esterd ay ’s council m eeting since 
¡C om m issioners Lucile W. R oeder 
¡and 
W illiam 
J . 
E dw ards 
w ere 
absent. 
' 
The E vitts C reek W ater Com pany 
has proposed tha t G eorge M. Hitch- 
icock , who holds the positions of 


I the firm ’s superintendent and city 
sm ok e ab atem ent engineer, devote 
his full tim e to the w ater job a t his 
present salary , $6,500. 
! 
His contract with the city expires 


j T hursday . 
! 
The Council has been divided on 
the proposal and one com m issioner 
ask ed to be provided details of 
H itchcock ’s qualifications for the 
w ater job. 


Enlists In Navy 


' 
Clay 
W illiam 
Brown, 
son 
of 
Police Officer and M rs. Ja m es W. 
Brown. 29 L am ont Avenue, has en­ 
listed in the U. S. Navy for four 
y ears according to Chief P etty Of­ 
ficer H arry M ead, recruiter. 
Brown was sent to B ainbridge 
N aval T raining C enter for boot 
training. 


Catholic Vets To Meet 


V ictor 
Tam bolleo 
Post 
1712, 
Catholic W ar V eterans, will m eet 
a t 2 p. m , Sunday a t the Knights 
of Colum bus Home, North M echan­ 
ic Street. P eter J . C arpenti, com ­ 
m and er, said plans for the y ear 
will be m ade a t the m eeting. 


Held For Investigation 


Ja m e s M am, 300-block V irginia 
Avenue, w as arrested at nocm y es­ 
terd ay and ordered held for inves­ 
tigation in City Ja il. D etective Lt. 
Ja m e s E. Van and D etective Leo 
E. P. Law m ade the arrest. 


Goodyear Store 
Will Feature 
Inside Parking 


New Departments 
Will Be Provided 


The G oody ear Service Store will 
move soon to 129 South M echanic 
Street, w here larger quarters will 
allow custom ers to park inside the 
building while shopping. 
I 
The store, which is now located 
at 217 N orth M echanic S treet, ex- 
ipects to move into the new quar- 
Iters w ithin a week or 10 day s. The 
building w as form erly occupied by 
the A stor Cab Com pany . 
Fixtures for the m odern super 
store will be installed soon by the 
■ G oody ear T ire and R ubber Com- 
Ipany , parent organization of the 
store division. 
D. E . Sheahan, m anager, said 
the new location will provide up 
to five tim es as m uch space as is 
available in the present location. 


I 
The first floor will have depart­ 
m ents for appliances, hardw are, 
household w ares, sm all electrical 
appliances. G eneral E lectric ap­ 
pliances and a radio and television 
departm ent in addition to tire dis­ 
play s and service. 
The re a r of the first floor will 
be used for tire service and wheel 
balancing. Service and additional 
park ing space will Ijp available on 
the second floor. 
A form al opening of the stor® 
:will be held within two or thrc® 
'm onths, officials said. 


Street Roped Off 
After Bricks Fall 


P a rt of Bedford S treet opposit® 
City Hall w as roped off y esterday 
after pa rt of the chim ney of th® 


I J. H. Holzshu building a t 100 N orth 
C entre S treet fell. 
Officials said 
nobody 
w as in- 
:jurcd by the falling debris. Several 
brick s w ere still poised on th® 
Bedford S treet side of the build­ 
ing which fronts on 100 N orth Cen­ 
tre Street. 
City E ngineer C harles R. Nuzum 
notified the owners to m ak e im­ 
m ediate repairs. 
The building is on the site which 
the city has had appraised as a 
possible park ing lot for the down­ 
town area. A group of m erchant* 
also w as interested in th® pro­ 
ject. 


Joycee Week W ill Observe 
33rd Anniversary Of Group 


U. s. Arm y for three y ears ac­ 
cording to M Sgt. R. W. S tew art, 
recruiier, 
F iehter, a K orean veteran with 
has left the pa t-|,lx y ears previous service, w as dis­ 
use by any inte r-'pa tche d to F ort G eorge G. M eade 
jfor processing. 


increasing eloudm e^s. 
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Equity Suits Filed 


T hree equity suits w ere filed y es­ 
terday in Allegany County Cireuit 
Court. The bills of com plaint w ere 
titl.d 
M ary C laudine Lease vs. 
I’hiihp F rederick Ia*ase. Betty L. 
M oorehead vs, R obert W. Moore- 
head and K enneth O. B utts vs. 


\ 
....................... 
u M argaret D. B utts. 


RITE.S PLANNED — A funeral 
-service 
for 
M Sgt. 
John 
P. 
Abe, 29, son of M r. and M rs. 
Clay ton .Mae, 252 E lder Street, 
who died of injuries sustained 
in an auto m ishap Thur.sday 
in M esa, A nz., will be held 
T hursday 
a t 
2 30 
p. m . in 
Second B aptist C hurch. 
Rev. 
K enneth 
M. 
H ay es, 
pastor, 
will officiate w ith interm ent in 
the Abe 
C em etery 
on 
Old 
F urnace Hoad. 
Full m ilitary 
rites 
will 
be 
accorded 
by 
H enry 
H art 
Post 
1411, 
Vet­ 
erans of Foreign W ars. 
The 
body 
will 
arrive 
here to­ 
m orrow and will be tak en to 
the hom e of his parents. 


i 
M ay or Roy W. Eves y esterday 
issued a proclam ation designating 
the w eek from W ednesday , Janu­ 
ary 14. to W ednesday , Ja nua ry 21, 
as Ja y cee W eek and in so doing 
called attention to the work for 
com m unity 
im provem ent 
which 
the C um berland Junior Association 
of C om m erce has been perform ing. 
The 
C um berland 
Jay cees 
are 
participating in a nationwide ob­ 
servance of the founding of the 
U nited States Junior C ham ber of 
C om m erce 33 y ears ago. The Na­ 
tional Jay cees, which now num ber 
m ore than 2,000 clubs and 140,000 
m em bers w ere chartered January 
21, 191K), in St. Louis. T hat is the 
reason that Jay cee Week alw ay s 
ends on Janua ry 21. 
F irst national Jay cee president 
and the m an who sta rte d the Ja y ­ 
cee idea w as H enry G iessenbier, a 
y oung business m an in St. Louis, i 


! 
Locally , the Jay cees w ere chan- 
tered M ay 26, 1939, and since then 
have carried on a program which 
has given em phasis to com m unity 
im provem ents. One of the first pr o 
iects back in 1939 w as a city wid® 
cleanup, fixup cam paign. 
Twice since its organization, th® 
C um berland Junior A ssociation of 
C om m erce 
has 
won 
the 
H enry 
G iessenbier M em orial Trophy a s 
the m ost outstanding Jay c e e chap­ 
te r in M ary land. 
C um berland also has had thre® 
state Jay cee presidents. L. Lesli® 
H elm er. C. W illiam G ilchrist and 
David 
K auffm an. 
G ilchrist 
and 
K auffm an later w ere national Ja y ­ 
cee directors. G ilchrist also be­ 
cam e 
M ary land’s 
only 
national 
Jay cee vice-president in 1949-50, 
Today the Jay cees. headed by 
President 
J . 
K enneth 
M organ, 
have a m em bership of about 160 
and som e 30 active com m ittees. 
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Phone 4600 for a WANT AD Toker 
Weather Break Helps 
Utility Restoration 


Crewmen Make Good Progress 


Repairing Damage In Garrett 


A “ b reak” in tho w eather yesterday enabled utility w orkers to m ake 
good progress in G a rre tt County tow ard the restoration of telephone 
and electric power to isolated sections of th at ire bound area. 
Em ergency crew s, according to R ichard E. H arm an, m anager of 
the local office of the C hesapeake and Potom ac Telephone Com pany, 
---------- 
— 
------------— ♦ h a v e restored service to all ex­ 
changes serviced from the Cum- 
Clear Weather 
Checks Grip Of 
Ice, Sleet Storm 


Crews Restore Power, 
Roads Are Opened 


siege of ice, sleet and wind, over 
The Tri-State arca got relief from 250 poles were snap|>ed in the G ar- 
the current siege of snow and ice re tt County area under the strain 
yesterday as clear, sunny skies of the ice. 
allowed repairm en to restore pow er | 
Frnm oak lan d to K itzm iller. a 
in G arrett County and road crew s distance of a lin it 12 m iles, '.kl teie- 
to clear highw ays. 
phone poles w ere downed, snap- 
I he 
W eather 
B ureau 
predicts p |n g 
),nps and cutting off serv- 
m ore favorable w eather today for ic<, 
Along K eyser’* Ridge, about 
a t least two states. Today will Th* g j |x»les sn ap p e d and at the jxuik 
fair and w arm er with increased 0f tho storm about 1,200 telephones 
w ere 
out 
of 
service, 
H arm an 


berland office. 
Y esterday 
afternoon 
telephone 
service w as com pleted to G ran ts­ 
ville from here after high winds 
and 
snow 
of 
Sunday 
afternoon 
knocked out tile linen. The forecast 
fur today is fair and w arm er with 
tem peratures in the .'10's. 
W eary 
crew s, 
H arm an 
added, 
are continuing their fight against 
the elem ents and it will la* som e­ 
tim e iiefore full service is re s to re d ,! 
D uring Hie course of the five-day' 


cloudiness in M aryland and W est 
V irginia, but in W estern Pennsyl­ 
vania, the B ureau fo recast: som e 
snow or rain. However it will be 
cloudy and not so cold there. 
M easurem ents w ere taken of the 
T em peratures are expected to wt>>ki*t of the ice on sections of 


stated. 
Four Founds P er Foot 


Man Succumbs 
To Wound From 
Shotgun Blast 


Milton McNeill 
Dies In Hospital 


Lindner Named Head 
Of Police, Fire Group 


Firemen Sweep All Offices; 


One Policeman Is Trustee 


A 
Valley 
S treet 
m an 
fatally 
Thom as W. Lindner, a F ire D epartm ent captain, last night wag 
wounded him self last night with a ! elpcted president of the Police and Firem en s W elfare Association. 
„ 
S h o tg u n 
b l a s t 
w h ic h 
^ ! i c e 
said 
L i n d n e r , w h o is s ta t io n e d at W e s t S id e , succeeds C hauffeur A ustin 
was self-inflicted. 
L. W arnick of C entral F ire Station, who w as a candidate for re-election. 
F irem en sw ept all four offices, but one policem an, Officer John W, 
♦Snyder, was nam ed a trustee. Only 


drop to betw een 15 and 25 degrees 
this m orning, but higher readings 
will follow later today. 
R oads Are ( lear 
G. B ates Cha ires, d istrict engine­ 
er for the State Roads Com m ission, 
said all highw ays in G a rre tt and 
Allegany Counties w ere bare last 


lines and it was learned there w as 
four pounds of ice i>er foot of line. 
Y esterday’s favorable w eather con­ 
ditions and b etter organization of 
work crew s enabled the com pany 
to get m uch accom plished, H ar­ 
m an added. 
The crew s com posed of alm ut 250 


AWARDED PHOTO PR IZ E Sue Ann R obinette, IT mon th -old d au g h ter of Mr. and M rs. G eorge E. 
Robinette, JO W est F irst S treet, is shown proudly accepting her aw ard as a w inner in the 18th annual 
C hildren’s N ational Photograph Contest. 
P resen tin g the fifth place prize is M rs. N orm an G oldblntt, 
daughter of M rs. M orris R osenbaum , as rep resen tativ e of 
R osenbaum ’s Store photograph 
studio 
w hige Sue Ann's winning picture was taken. 
Besides being fifth national w inner, Sue Ann’s photo 
P»ok top honors in the C um berland area contest. 
The aw ard was presented yesterd ay at the local 
sto re’s photo studio. 


night 
except 
for 
several 
spots ,nf>n ^rorn various sections of the 
state will rem ain in the area until 
em ergency 
is 
over- Fingerprint 
Is Lead To 
Confession 


around G rantsville and O akland., 
State Police in all three states 
currpr,t 
reported roads clear. Several icy r ” rrip- 
spots, how ever, w ere still evident 
File trem endous Job of restoring 
over m ountain highw ays in West *pcvict is in charge of 'Ilnitnas 
Virginia and around the Som erset B- 8tnn*> CAP Telephone C om pany 
a re a in Pennsylvania. 
service forem an from F rederick, 
CAP 
Telephone 
and 
Potom ac I)avld E m m ert, service forem an of 
Edison C om pany officials reported I H agerstow n and 
W illiam 
K eller, 
m ain lines restored in all sections w,ro 
the local office, 
y esterd ay , but crew m en still had 
Stone lauded the efforts of the 
clean-up jobs ahead of them . 
crew m en and noted the ad verse 
Although roads w ere bare thro- w eather 
conditions 
under 
which 
Ughout the a rea , from one to eight *h®y havp ***«n w orking The corn- arr(.st(^t aftl.r a tavern braw l 
inches of old snow covered areas P o tio n 
I"* j°S. Stone said, de- 
n e a r O akland, T hom as, W. Va. and l*’f»ds entirely on w eather conch 
D eal, P a. T em p eratu res w ere gen- *loni ahead. 
era My above freezing last night, Winds Still High 


The Virginian 
To Be Staged 
For Students 


Rumors Are 
Persistent In 
Meister Case 


policem an’s 
m em ory j 
stude nts of C um berland’s public 
R um ors surrounding the m yster- 
fingorprint y esterd ay and parochial schools will be given i°us disappearance of M rs. O dessa 
An 
alert 
for an old 
w as credited with bringing con­ 
fessions to a sc t ies of theft and 
arson cases from 


Milton M cNeill, 48, of 16 Valley j__ 
S treet, died in Sacred H eart Hos- j 
pital at 10.30 p. rn., five hours 
after police said he placed a .410 
gauge shotgun against his low er, 
right 
abdom en 
and 
pulled 
the 
trigger. 
Officer 
Kenneth 
W. 
M orrissey 
said McNeill apparently shot him ­ 
self intentionally, then w aited n ear­ 
ly an hour before telling anyone 
about it. 
Nobody heard the shot, but Mc-1 
Nelli s landlord, G eorge Herbold- \ 
sheim er, said he w ent to M cNeill’s j 
one-room ap artm en t when he h eard ; 
noises a t about 5 20 p. rn. 
McNeill w as lying in bed, the 
shotgun against the foot of the 
bed. H erboldsheim er said McNeill; 
asked him to call his estranged 
w'ife, who lives on Colum bia S treet, j 
and tell her he had shot him self, j 
H erboldsheim er said he thought 
McNeill w as 
joking, 
since 
there 
seem ed to be nothing w rong with 
him . A m em ber of the Herbold- 
sheim er fam ily, 
how ever, 
called 
Mrs. M cN eill’s hom e and delivered 
the m essage. 
M cNeill’s 11-year-old son. Milton 
J r., and Thom as Zem bow er, 14. 
w ent to the V alley S treet house to 
investigate. The McNeill boy said 
he talked to his father for som e 
tim e before be realized anything 
was wrong. 


Then, he said, his father pulled 
aside the bedclothes and sh o w ed 1 
the boys a gaping wound in his 
abdom en. They im m ediately called 
an am bulance. 
Officer M orrissey, who rode to 
the hospital with McNeill, said the 
Kelly-Springfield w orker told him 
he had decided to take “ the best 
way out” of dom estic difficulties. 
M cNeill 
w as 
adm itted 
to 
the 
hospital a t about 6 30 p. rn. and 
received 
im m ediate 
transfusions 
and surgery. 


Police theorized th at M cNeill had 


bu t w ere dropping steadily. 
W inds Are High 
Strong northw est w inds accom - 


H arm an noted th at brisk winds 


Lt. Jam es E. Van, head of the 
I City D etective B ureau, said F ran k ­ 
lin Wayne 
Hoffm an, 27, of 2DD- 
block North C entre Street, had ad­ 


ad'opportunity to see the forthcom -J F rances M oiinari M eister m ush 
ing 
B arte r 
T h eater 
production, room ed to huge proportions, over 
m an who v u J V i r g i n i a * . * ’ 
.the w eekend and yesterday. b u tiw rapped a blanket or his shirt 
A special m atinee Is being plan- ‘nvPstlKJ' ,,,rs on the case said th ere around the muzzle of the gun to 
nod on W ednesday, Ja n u a ry 21. a t 
* tangible in any of the j m uffle the blast. An em pty shell 
was found in the cham ber. 
3 30 p. rn. in Allegany High School j*to rlt»* 
auditorium . T h ere will Ire no re- 
M rs. M eister, who has been m iss- 
served seats, according to A lbert mg since S aturday, D ecem ber 2 0 , 
, nutted to five breaking-anri-enter-1 Helmick. ch airm an of the Ju n io r .ha* been the subject of an inten- 
rontinuedI to h am per w orkm en yes- ,ru, , , , , s {ind one arson case. 
I Association of C om m erce, com m it- *«ve police search for m ore than 
terday although the skies cleared 
pan led two inches of snow which up. Main pow er lines in G arrett 
fell Sunday night and early yester- County w ere reporter! restored to 
d ay m orning from Frostburg w est service by Potom ac Edison Corn­ 
u to G a rre tt County. A linit 13 SHG puny although crew s a re still work- 
trucks w ere busy plowing and em- jng in ti,,. New G erm any arca and 
riering yesterday, but by last night D,.,.p C reek laike section, 
all roads w ere reported clear. Of- 
W alter Kline, 
Potom ac 
Edison 
facials said y esterd ay 's ra th e r m ild m anager of the Frostburg area,] 
w eather aided w ith the w ork. 
said individual pow er users will tie 
At 7 p. rn. yesterd ay , w eather given service as soon as rejwur* 
w as reported cle a r in all sections i arp com pleted. 
w ith m ercu ry above freezing in 
Y esterday m em bers of the For-, 
m ost areas. T em peratures show ed: esti-y D epartm ent began a survey 
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Th* G oodyear Service Store will 
Fight In B ar 
'te e sponsors of the stage play. 
I three w eeks, but not a single clue 
° 
V A s Z I 
p 
f I 
move soon to 129 South M echanic 
H offm an w as arreste d by Officer 
Tile places w here tickets m ay he to her w hereabouts has been un- T 
T 
t I i ! / 
C I I C 
l 
I O S T 
Street, w here larg e r q u arters will 
I John G. Pow ers a fter he reportedly purchased will be announced a t a coveted. 
l U 
I 
T T O l v r I (HIK 
allow custom ers to park inside the 
got into a fight a t the Anchor B ar ,a,or da*®. The entire production 
One of the m ost persistent rum - 
Action on a proposal for a full building while shopping. 
on Bedford S treet. H offm an broke will be staged during th e afternoon ors which w as going the rounds 
. . 
tim e superintendent of the city’s 
The store, which is now located 
aw ay from Pow ers, but w as recap- perform ance, H elm ick added. 
Sunday and M onday w as th at a 
,. 
c~i„. 
V ' 
w ner ® 
**e w ater system is slated at a special 
2 1 7 N orth M echanic S treet, ex­ 
to r t! later. He drew a 15-da v jai! 
Tickets for tho evening perfor- Didy answ ering the description of 
' * ^ 7 ' 
»m p.in\, 
oona, m eeting of the M ayor and Council 
to m ove |nto the new quar- 
sentence yesterd ay in Police C ourt .(nance which will get underw ay at Mrs. M oister had been found n ear 
* ’ ye 
* edncsday a t 10 a ‘ m ' 
tors within a week or IO days. The 
on charges of drunk and disorderly « V) o ’clock w ent on sale yester- C um berland. 
j 
“ * 
\ 
J 
Ior a 
Only routine action w as taken at building w as form erly occupied by 
I conduct and resisting a rre st. 
.day #t s T - little Jew elry Com- No 
Found 
T h '. 
j ' 
*. 
yesterday’s council m eeting since the A stor C ab Com pany. 
x ^tsss 
I 
~ 
- - — 
— 
when O fficer Roy C 
H awse sud- j-«r a n d -director of B a 
r 
t 
* 
T 
h 
e 
discovery w as variously re- 
ab scn t‘ 
Connellsville. P a , 34: Rockwood, j to determ ine the num ber of trees; d*'M,y n" ,irpd som ething fam iliar 
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'' ported to have taken place a t L ake to C um berland and assem bling it 
Thc E vitts Creek W ater C om pany pany, p aren t organization of the 
P a .. MI. D eal. P a .. 34: C u m h .rl.n d . |dan,a«.a1 by thy ic . and . l e t . The " h™< 
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prw onw *. flng-r- 
b)f thl* 
G ordon. 
Knon, „„ W ill,. Hay- on .up!peru „ « t « l S T th e city haS P™ *™ "1 th a t G «>r «<* « Hitch- L r . division. 
32. Elkins, W. Va., 30; A ltam ont, jwo p erm anent radio station* and I riM,,i< 
*' 
' 
' 
.. 
. 
. 
. ,, 
stack and B ackbone m ountains, on on Wills M ountain 
cock, who holds the positions of 
d 
g 
Sheahan, m anager, said 
24; T erra Alta, W. Va., 26; and u mobile units in c a rs and trucks 
f‘^ * * r 'y ^ ‘»rked in 
Recognized as the f.rst of the t,_ 
----------- . . . . 
- 
M Ountain’ 
B lazer, W, V a., 28. 
of the d epartm ent, according to 
Coldest spot w as Thom as. W. W illiam H. Johnson, d istrict for-1* 


Vote Slated 
Tomorrow On 
Water Post 


one policem an, Officer J. H. Stitch­ 
er. had been a candidate for office 
(tre a su re r», 
and 
three 
ran 
for 
trusteeships. 


Officers. Trustees Named 


O ther new officers are: 
Firem an Raym ond E. L eidinger, 
C entral, who w as elected to his 
second term as vice president; As­ 
sistant F ire Chief R obert C. Long, 
C entral, who was unopposed for a 
second term as secretary and C apt­ 
ain Vincent H. W egman of C entral 
Fire Station, re-elected trea su rer. 
T rustees are F irem an K enneth 
H. Castle. E ast Side Station; F ire­ 
m an John N. M orrissey, W est Side, 
and Officer John W. Snyder of the 
Police D epartm ent. 
L ast y e a r’s trustees w ere Folic* 
Lt. John E. Sherry, F ire C aptain 
F rancis J. W allace of South E nd 
Station, and F ire L ieutenant V irgil 
V. McClure. C entral Station. 


A m endm ent Adopted 


The association last night also 
adopted an am endm ent to the by­ 
laws 
providing 
full 
m em bership 
rights for m em bers furloughed for 
m ore than 90 days or for an indef­ 
inite period. The m em ber would b« 
required to pay his dues, but a fte r 
90 days he would lose m em bership 
and receive a refund of his initia­ 
tion fee. If he rejoined the associa­ 
tion later, he would be considered 
a new m em ber. 
An overflow crowd attended the 
m eeting, which w as held in the 
squad 
r o o m 
a t 
Police 
H ead­ 
quarters. 


Goodyear Store 
Will Feature 
Inside Parking 


New Departments 
Will Be Provided 


w ere store will be installed soon by tho 
G oodyear T ire and R ubber Com- 


V a., 
w here 
therm om eters 
dow n to 16 degrees. 


Road Crash Victims 
Reported Improving 


Confronted 
w ith 
the 


tim e clI the theft, the ow ners re­ 


w ire «»ster> a re being used to m aintain 
I com m unication, 
The radio system of the d e p a rt-!^ ” ’ *’4r_' 
merit w as m ade available to the 
telephone com pany and others for 
(em ergency m essage* 
Betw een 85 
land 90 m iles of telephone lines of 
the d epartm ent connect strateg ic. 
F o u r persons, all of near P e n points in state forests and p ark s | 
r. * 
^ 
sons, W. Va . w ho w ere injured In 
nf G a rre tt County, Johnson added.! 
, / ’ 
' 
‘ 
‘ , 
a rar-tru ck head-on collision last 
About 90 per cent of these lines l*’rtert th at ,4<) had been *u ,|<’n. 
W ednesday on U. S. Route 219 n ear 
w,.„t down under the onslaught of Admlta O ther C rim es 
P arso n s, w ere reported im proving 
the lee. The tai Vale B arracks of 
O ther crim es to which detectives 
last night a t T ucker County H os-ith# S tate Police have been with- Sfl,d Hoffm an confessed w ere: 
pital. 
lout radio service since S a tu rd a y ( 
B reaking-and-entering a t R. W. 
Pfc. Otto Pennington. 24, driver Hue to the storm . A eommunica-1 N orris A Sons, IOO Wineow S treet, 
of the car. suffered a crushed chest 
t,„n!, line from the police tow er last July 29 
and a fractured kneecap, while his I atop B an ’s M ountain broke under I Th,,ft 
** *« stam ps from the 
brother, 
Jam es 
Pennington, 
18. the Ice and as yet has not been, Feldstein Iron 
s u s ta in ^ a crushed left leg, deep repaired 
laceration of the neck, fractured 
M eanwhile an em ergency 
ava- 
skull and a severe laceration of 
tem has been set up by Sgt. A rthur 
the right eye. Both w ere adm itted Burke. 
to the hospital in critical condi­ 


t e D etective B ureau, rem em b ered I so-called 
‘ w esterns 
the 
Owen 
scarred , h e a rt-s h a p e d p a ttern j W ister novel and play is still un­ 
born a print found a t the scene of surpassed in popular appeal. The 
. 
M 
.*»-’« n .^ riv ..m n ii/i. 
, 
a b reak in g -an d * n terln g b u t S o p ..bonk w ., . r . t t r n 50 y e a r. ago. 
* h>r‘ 
^r 
! 
J b U 
. 
*'« * « * • « » » I n * 
T entative p im a have been m ade 'h o u ld tr type 
P<K ^ 0 
k 
w a » pipe to connect the tank to w ater 
found on D ecem ber 26. A fine-com b 


B raddock and Old F urnace roads) 
The city will ask bids soon for 
?‘rm * superintendent and city the new location will provide up 
and in B ow m an’s Addition. 
the installation of the foundation sm oke s ta te m e n t engineer, devote to five tim es as m uch space as is 
Bow m an’s Addition is the section nf the tank and for the laving of *us 
*'m e to 
^ ater 3°^ a * 
available in the present location. 
L ..— . w e 
i t , — 
—_« i . . ___ _______________ 
J 
rn 
1 
n r p c p n t t a t a r v 
W 
nr>\__m 
a 
m ________ h i 
___ j _____ a 
present salary . $6,500. 
The first floor will have depart- 
His contract with the city expires m ents for appliances, hardw are. 


m atching to take this B a rte r production of 
h f)f 
th 
prints, Van and Law said. H offm an I "T he V irginian 
to New 5 o rk ofter 
turn 
confessed 
to 
breaking 
into 
the lh® J an u ary -F eb ru ary tour which 
Sullivan 
Auto 
Supply 
C om pany, includes C um berland. 
237 North C entre S treet, last Sep*| 
$2. 
At th© 


m ains. 
I Thursday. 
household w ares, sm all electrical 
ar<v:i 
The salvage firm will begin its 
The Council has been divided on appliances. G eneral E lectric ap. 
surrounding 
up anything which WOrk as soon as 
it is notified by the proposal and one com m issioner P o n c e s and a radio and television 
a of M rs. tht, C)ty lh a t the 
foundatlons a re asked to be provided details of departm ent in addition to tire dis- 
ready. 
H itchcock’s qualifications for the P ^ s and service. 
PTA Will Hold 
Citizenship 
Forum Thursday 


City Airport Board 
Will Meet Tonight 


The M unicipal A irport Com m is­ 
sion 
will 
m eet 
tonight 
at 
7 30 
o’clock in the Council C ham ber at 


lion 
but 
w ere "improved” 
last 
night. 
Two other passengers in the auto 
w ere Pfc. Pennington's wife, M rs. 
C harlotte (L aw rence! Pennington, 
16. who suffered a chest injury and 
m ultiple lacerations and abrasions, 
and another brother, Ray Penning­ 
ton. 16. who sustained a fractured City Hall. Adolf Blunk, chairm an, 
skull and m ultiple lacerations and will preside. 
abrasions. Both w ere reported im- 
B usiness will include action en Hoffman 
proving at the hospital w here they the application of W arren G. Moi- 
wen* adm itted in serious condition. Ionax to renew his contract for 
The drive of the truck. Roy K an-(tH«» operation of th 
d ill Glotfelty, M cHenry, w as not M unicipal A irport 
h u rt in the crash. 
j 
M ullenax 
recently 
asked 
(M ayor and Council to renew 
pact, and that ltxxiy re.o r red 
r t quest to the airp o rt bourn 
Tee present p a n , whi n expires 
The M em bership com m ittee of M arch I, calls 
fo<* a rental of 
the A m erican Legion Post No. 13 is si sop for the fie. I. plus five per 
requested to attend tht* regular te n t 
of 
gross 
proct^cds 
above 
post m eeting at 8 p. rn. today. 
1515,000. 


A M etal C om pany 
office at lift Wineow Street on the 
sam e night. 
V andalism and arson at K irsch 
B rothers office. 
Rift C um berland 
Street, last O ctober 3ft 
D isgusted 
at finding no m oney in the place, 
H offm an’s statem en t said, he piled 
papers and records in a front r«x»m 
and applied a m atch. Then he d id i8 J’ 
the sam e thing in a re a r room . A 
f>asserbv 
h eard 
the 
office 
fire 


pointed to the w hereabout 
M eister. 
T here w ere several stories th at 
various “ su sp ects” w ere being held 
in jail in connection with the case. 
Police, 
how ever, 
said 
no 
such 
a rre sts had been m ade. 
A nother ru m o r which w as w ide­ 
spread 
y esterday 
C resaptow n 
m an 
m urdering the m issing w om an. 
U lva (live* Views 
County 
Investigator 
Edwin 
R 


The p act w as signed at a con- wale r j°b- 
ference in 
City 
Hail 
yesterday 
afternoon, attended by Rosefsky. r I* * 
■ 
w. 
City A ttorney Thom as B. Finan, £*” •*** 
iN O V y 
M ayor Roy W. Eves and G eorge 
M. 
H itchcock, 
superintendent of 


h ad ’ adm itted llw E v' tt* C r**k W at*'r Com pan)'' 


Clay 
W illiam 
Brown, 
son 


Births 
The C resaptow n ra rcn t-T ea c h cr Lilya 
said 
th a t 
story 
probably! 
Association will hold Its Jan u ary originated with the re to rt, several Sacred Heart Hospital 
m eeting T hursday n i g h t in the d av * « ^ r M rs. M oister s disap- 
Mr. 
and 
M rs. 
Henry 
sch«*>l auditorium . 
j p ears nee. th at a C resaptow n m an Rawlings, a dau g h ter yesterday 
Room visitation will b e g i n at 


The re a r of the first floor will 
be used for tire service and wheel 
balancing. Service and additional 
j parking space will ty? available on 
the second floor. 
A form al opening of the stor« 
Police O fficer and M rs. Ja m e s W .i^ u ^ he]d Wlthjn tw0 or 
Brown. 29 Lam ont Avenue, has en- m onths, officials said. 
listed in the U. S. N avy for four 
- 
years according to Chief P etty Of- 
fleer H arry M ead, recru iter. 
S tfP O t R 0D 6Q O f f 
Brown w as sent to B ainbridge 
n • I 
r n 
Naval T raining C enter for boot /\|(0T DNCKS I d l l 
C ollins,'training. 


had 
m ade 
th at statem ent 
in 
a 
Mr. and Mrs. Raymond B ridges, 
when teach ers will be downtown tav ern and had said he Mt. Savage, a daughter Saturday. 
w as going hom e to com m it suicide 
M em orial Hospital 
Lilya 
got 
to 
the 
unidentified 
Mr. and M rs. W ilmer M erica. 401 
m an s hom e ju st as the “ slay er” Springdale Street, a 
was arriving, and asked him about d av. 


)ms to m eet paren ts 
s session will begin at 


7:15 p. rn. 
in their r 
The busine 
rn. 
Mc m ilers of the G irl Scout troop 
tponsored by the PTA will have 


Catholic Vets To Meet 


News In Brief 


Cumberland 


the 
the 
tht 


alarm go off and called firem en, 
j charge of the 
Entry and theft pt the 
Auto- Special 
piano 
m otive Supply Com pany, 251 N orth played by John 
C entre 
S treet, 
Saturday 
night. I Lonaconing. 
said he did th at job with 
Jam es P. Allen, 
2 00-block North 
M echanic S treet, who was apprc- istle* 
hended S aturday night and ad m it­ 
ted taking about 50 cents from the 
sto re's cash register. 


opening devotions, 
selections 
will 
be 
R. M c F a rla n d . 


A five-m em ber pane! will discuss 
The six m ost valuable character- 
f a gixxl citizen in the hom e, 
bool, church and com m unity.” 
In c lu d e in the panel will be 
W alter 
N. 
H edrick, 
m oderator. 
IVith Hoffm an and Allen a re to Rev. R aym ond M. Crown, church. 
Ix* 
form ally 
questioned 
in 
the 
State s Attorney 's Office today. 


Fort Cumberland 
Post Will Meet 


C hristian 
Skidm ore, 
com m unity; 
L ester Sherm an, home, and C harles 


I Wendt, school. 
R efreshm ents will be served bv 
m em bers of the faculty, with Mrs. 
Virginia 
Mig not and 
Miss Lelia 
Thrush as co-chairm en. 
Fort C um berland Post 13. A m eri­ 
can leg io n , will hold its reg u lar 
m eeting tonight at 8 o’clock. 
Joseph F, Challinor, m em bership 
I chairm an, will report on the p o st’s 
cu rren t 
cam paign. 
H oward 
M 
Spiker and P aul C. W eisenm iller 
are leaders of the tw'o team s In the 
m em bership drive. 
W ayne G eorge urges each m em - 


Weather 


After nearly a week of had wea- 
Local Concern Makes Stamp 
To Encourage Industry Here 


A rthur C. M organ, president of {been stam ped with M organ's de- 
A rtm or P lastics Corporation, 1003 s»pn. 
Oldtown Road, has come up with a 
T hiS design shows a m ap of the 
1 
1 a 
* 
State of M aryland, with the Cum- 
little stam p as another way to en- k . . 
. „ 
. . 
. 
, 
. 
J 
; berland area circled and stressed 
courage new industry to come to wjth an arrow p<nntinfJ to it. It 
C um berland. 
(ask* the question “ Looking F o r a 
M organ chew up the design. Then Plant Site?” Then is stated “ For 
he turned it over to the engraver Security 
and 
G row th 
Potential 
at his plant who m ade a pattern on Come to C um berland.” 
lam icoid, a hard brittle substance, j 
Any other business or industrial 
m an. Pa., has been enlisted in the er w eather. H ow ever, there will be 
A rubber stam p then was m ad e,firm s which m ight like to follow U. S. Arm v for 
thr 


the statem ent. He said the m an 
told him : “ I'm probably the big- 
gi st dam n lia r in the country.” 
Police said they have had ju st 
ahout as m uch luck in tracking 
down other rum ors about the case. 
Trooper F irst C lass W illiam F. 
B aker, 
crim inal 
investigator 
in 
charge of the State Police investi­ 
gation, could not be reached for 
com m ent over the w eekend. 


Health Department 
Clinics Planned 


\ num ber of clinics have been 
scheduled this week by the Alle* 
! ganv County H ealth D epartm ent. 
I 
A H eart clinic will be held today 
from 9 a rn. to noon in City Hall. 
A Child Hygiene clinic will be 


1 held W ednesday at 9 15 a. rn. in 
W esternport and a H earing clinic 


Victor 
Tam bolleo 
Post 
1712. 
C atholic W ar V eterans, will m eet 
son y ester- 1 a t 2 p> m . Sunday a t the K nights 
of Colum bus Home. North M echan­ 
ic S treet. P eter J. C a rp e n t, c o il­ 
year 


M r. and M rs. R alph E. McCloud, 
407 U rn s Avenue. » „m y « le r d .y . i 
M iT 'p U n .T iT 'tta 


and 
high 
winds, 
C um berlanders 
yesterday enjoyed plenty of sun­ 
shine a n d 'above-freezing tem per a- 
k ... 4.. 
. . . 
j * 
w 
tures. 
Officially a t 
Constitution 
ber to be present and to bring a p a rjj ^ 
high tem p eratu re for the 
day w as 39 and the low 26. At 8 30 
o'clock last night the reading w as 
30 degrees. H um idity a t 6 p. rn 
was 85 per cent. Another pleasant 
Roy E. F ich ter. son of Mr. and day appears likely today as the 
M rs. H arry F ichter, RFD I. Hynd- prediction calls for fair and w arm 


new m em ber to the m eeting. 


Area M an Joins Army 


ther including snow, sleet, ram . fog tn City Hall from 9 a^m . to 3 p. rn. 
On T hursday, a Ch'ld Hygiene 
conference is set at IO a. rn. in 
E ckhart and a H earing clinic in 
City Hall from 9 a. rn, to 2 p. rn. 
Child Hygiene clinics are sched- 


P a rt of B edford S treet opposite 
City Hall w as roped off yesterday 
after p a rt of the chim ney of th# 
J. H. Holzshu building at IOO N orth 
C entre S treet fell. 
Officials said 
nobody 
w as in­ 
jured by the falling debris. Several 
bricks w ere still poised on th# 
Bedford S treet side of the build­ 
ing which fronts on IOO N orth Cen­ 
tre Street. 
City E ngineer C harles R. N uzum 
notified the ow ners to m ake im ­ 
m ediate repairs. 
The building is on the site which 
Avenue, w as arrested at noon yes- the city has had appraised as a 
terday and ordered held for inves- possible parking lot for the down- 
ligation in City Jail. D etective Lt. town area. A group of m erchants 
Jam es E. Van and D etective Leo also w as interested in th* 
E. P. Law m ade the a rre st. 
ject. 


will be m ade a t the m eeting. 


Held For Investigation 


Jam es M ain, 300-block V irginia 


pro- 


uled F riday at IO a. rn. in Lona-[ 
coning and a t 9 30 a. rn. in E a st 
Side Scnonj. 


Equity Suits Filed 


R. 
(* y ears a c -(increasing cloudiness 
W. Stew art,) 
from the pattern by the D aniels 
M organ's idea of boosting C u m -(cording to M Sgt 
Rubber S tam p Com pany here. 
I berland m ay 
obtain 
a 
sim ilar recru iter. 
All A rtm or P lastics Corporation 
stam p at the D aniels C om pany, 
Fichter, a K orean veteran with < r m 
envelopes 
and 
letterheads 
that 
.office. M organ has left the pat- fix years previous service, w as dis- j p m 
have been m ailed around the coun- 
tern there for use by any inter- patched to F o rt G eorge G. M e a d e ! 4 p m 
try since the first of the y ear have (ested parties. 
jfor processing. 
J m. 


1 NOFI lei ii 
now s mw x 
t i ; w r r it v t c k f s 
T P 
a p 
» p 
id p 
ii p 


rn. 
rn. 
rn. 


Three equity suits w ere filed y e s-1 
terday in Allegany County C ircuit! 
'C ourt. The bills of com plaint w ere, 
titled 
M ary Claudine Lease vs.! 
^ Phillip F rederick Lease, B etty L. I 
£ M o o rh ead vs. R obert W. Moore-, 
»4 head and Kenneth O. B utts vs 
Midnight' .......'.'.I ag M argaret D. B utts. 


RITES PLANNED — A funeral 
service for 
M Sgt. John 
P. 
Abe. 29, son of M r. and M rs. 
Clayton Abe. 252 E lder S treet, 
who died of injuries sustained 
in an auto m ishap T hursday 
in M esa, Ariz., will be held 
T hursday 
a t 
2 30 
p. rn. in 
Second B aptist Church. 
Rev. 
Kenneth 
M. 
H ayes, 
pasto r, 
will officiate with interm ent in 
the Abe 
C em etery 
on 
Old 
F urnace Road. 
Full m ilitary 
rites 
will 
be 
accorded 
by 
Henry 
H art 
Post 
1411, 
V et­ 
erans of Foreign W ars. 
The 
body 
will 
arriv e 
here to­ 
m orrow and will be taken to 
the hom e of his parents. 


Jaycee Week Will Observe 
33rd Anniversary Of Group 


M ayor Roy W. Eves yesterday 
Locally, the Jaycees w ere char- 
issued a proclam ation designating tered M ay 26. 1939, and since then 
the week from W ednesday, Janu- ^ jv e ra rrie d on a program which 
ary 14. to W ednesday, Ja n u a ry 21. 
g 'J ! " '" ! ph’ s,s J0'c o m m u n ity 
im provem ents. One of the first pro- 
as Jay cee Week and in so doing ^ cts back in 1939 was a cityw ide 
called attention to the work for cleanup, fixup cam paign, 
com m unity 
im provem ent 
which 
Twice since its organization, th# 
the C um berland Junior Association C um berland Junior A ssociation of 
of C om m erce has been perform ing. C om m erce 
has 
won 
the 
H enry 
The 
C um berland 
Jay cees 
are G tessenbier M em orial Trophy as 
participating in a nationw ide ob- the m ost outstanding Jay cee chai* 
servance of the founding of the ter in M aryland. 
United S tates Junior C ham ber of 
C um berland also has had thre# 
C om m erce 33 y ears ago. The Na- state Jay cee presidents. L. Lesh® 
tional Jay cees, which now num ber H elm er. C. W illiam G ilchrist and 
m ore than 2.000 clubs and 140.000 David 
K auffm an. 
G ilchrist 
and 
m em bers w ere ch artered Ja n u a ry K auffm an la te r w ere national Ja y - 
21. 1920. in St. Louis. T hat is the cee directors. G ilchrist also be­ 
reason th a t Jay cee Week alw ays cam e 
M aryland's 
only 
national 
ends on Ja n u a ry 21. 
Jaycee vice-president in 1949-50, 
F irst national Jay cee president 
Today the Jaycees, headed by 
and the m an who started the Jay - P resident 
J . 
K enneth 
M organ, 
Ieee idea w as H enry G iessenbier. a have a m em bership of about 160 
I young business m an in St. Louis.; and som e 30 active com m ittees. 


